Name: 


Features: 
Access: 
Bells 


towards 


Locality: 
Region: 
Country: 
Eek!: 


To-Do: 
valley?. 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
rep, 


cavity, 
at slide 
left 
follow to 


Access: 
R10/11] 


Q10] 
Locality: 


Description: 


Vater Level: 


$9.50 Fudge 

6' old sandstone cut out drain. MPL=150m. 

Vhen it opens out again, look down valley for a nice view. 
Between the 7th & 8th Rathole, look for signs on side of 


Line of Road about 5kms past Bell [NDR, XNL, XWPT]. Look 


hut and behind there is a open canal, follow underground. 


[GPS:-33.486486,150.213803] 

Clarence 

NSW 

Australia 

The redback spiders & spilt fudge. 

Ankle 

Follow it to the end which will probably end in the 


2003 Infectoid/Millsy/Ogre/Rogue/Teacup/Trainman. 
3.0/5.0 

1995-12-31 13:00:00 

2016-03-30 09:27:13 


100th 

System 

Stormwater drain, oldest in Brisbane, with ajoining aircon 
system. 

Atmospheric, skanky, dirty, muddy 10ft redbrick, room, 7ft 


large room with oviform redbrick side tunnel, aircon 


Wheat Creek culvert section - Brisbane Tuff of 1860 (RHS 


jJunction).For aircon access find wooden covered manhole on 


fork at slide junction, climb down into wall cavity, 


pit. For stone culvert take right fork at slide junction. 
1:Outlet behind Riparian Plaza, Eagle St Pier [159 


2:Grille door to aircon in Post Office Square carpark. 
3:Various RMHs at corner of Edward St and Rowes Lane [159 


Brisbane CBD 


Region: 
Country: 
Eek!: 
Aircon 


Water Level: 


QLD 

Australia 

Construction over drain entrance, is LOUD, maybe security. 
may be alarmed. 

Tidal, mostly ankle to shin at low tide, need boat at high 


tide 
Cond: 
History: 


was 


headwall 


place=602218 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
long, 130 


Features: 
alcove off 


Access: 
right 


Rd. 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Photos: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
very 


Large construction over top of drain entrance 

Found 1990 by Doug and Co while on a one day holiday. 
Construction in 2003 destroyed fork and added pillars at 
entrance. Designed by W.D,Nisbet of Harbours and Rivers it 


built between 1875-1877. The finely detailed porphyry 


was destoryed in 1989. 
http://www.epa.qld.gov.au/projects/heritage/index.cgi? 


1990 Doug/Rusco 
0.0/5.0 

1995-12-31 13:00:00 
2005-08-09 14:00:00 


130 Steps 


Short drain, only 6' high, going up a hill as a single, 


stepped stairway. 
The Stairway, drain empties as a waterfall 


into little 


the river. 
Walk down the track located at the bend of Burke St. 


Turn 


In line with Suffolf 


at river. Check along southwest bank. 


[GPS:-37.772287,144.851549]. 
Avondale Heights 

VIC 
Australia 

Outlet is a fair drop from river, 
May be splashing from stairway 
Of stairway. 


steps can be slippery. 


3.5/5.0 
1995-12-31 13:00:00 
2007-03-31 14:00:00 


1924 
A big-small-big-small-big-small-big drain that is a mix of 


Features: 
concrete 


them. 
amusing 
waterfalls, 


Access: 
Ewart 


as the 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


old and newer sections. MPL=450m. TEL=450m. 
Old chambers (8'), with sandstone floors, walls and 


ceilings that still have the rendering newspaper stuck to 


The newspaper is readable and all dated 1924, highly 


advertorial and editorial articles. D/s end is 5' 


knee deep GPT, then tidal exit to Cooks River. 
0,UE: Running d/s from rail embankment on Ewart St near 


Lane [Sw:295R16, UBD:254312, Grg:373D12, 
[GPS:-33.9102473133,151.139014373]]. U/s is "Debris". When 
intending to go beyond the 2nd GPT, use the left tunnel, 


water depth is shallower that side of the GPT. 
9,AX: Cooks River. 

Dulwich Hill 
NSW 
Australia 
iow tide only. 


flooded 
Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


both 


Features: 
Access: 


city 

of 
behind 
Locality: 


Region: 
Country: 


Water Level: 


Tidal, Shin-Chest. Has CDS installed so sections may be 


*Cours Debris == 1924 ==<Cooks River. 
1998 Siologen/Dirge. 
240/50 


1995-12-31 13:00:00 
2004-09-27 14:00:00 


1973 
Looped Drain with two entrances, a 7ft rcp and a 6ft arch, 


emerging around 160m apart. 

Sandstone mummy, chambers, waterfalls, loop, artwork. 
1:Arched stone outlet under Eagle St boardwalk near story 
bridge. [160 B8] #2:On river under boardwalk 160m towards 


from #1 [160 A8] #3:RMH in footpath at top of stairs end 
Macrossan st [160 A8] #4:RMH on footpath in Perry Lane 


Spring Hill Marketplace [159 R8] 
Brisbane CBD 

QLD 

Australia 

1:Tidal dry-shoe #2:Tidal waist-—boat 


Cond: 
TO-DO: 
Found: 
Rating: 


Very clean, little graff 
Boat expo 

2002 Monkeyboy 

4.5/5.0 


Created: 
Modified: 


Name: 


Description: 


mangled 


Features: 
grilled 


day. The 
rusting, 
which in 


Access: 
follow 


creek on 
115 

follow the 
and pop 
Locality: 


Region: 
Country: 


Water Level: 


becomes 
submerges 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Tide 


Description: 


this 


reader, it 


1995-12-31 13:00:00 
2005-08-09 14:00:00 


21 Golden Steps 
9ft high conc rectangle guarded by a large slightly 


grille. 
3 sets of steps, the first of which is next to a huge 


wall inlet that provides excellent atmosphere during the 


remains of the old original inlet grille are wrapped in 


buckled fashion around a split to twin 6ft rectangles 


turn lead to small twin slides. 
At the intersection of Mount Pleasant Rd and Roxburgh Dr, 


the pathway opp Roxburgh Dr about 150m northward to a 


the left. Squeeze thru gaps in bars. [Mapart: 192 H75 or 
P20]. Often this is blocked by debris. In that case 
Park Drive pathway down from the opposite side of the Ro 


the m/h next to the grilled wall inlet. [Mapart:192 h76] 
Rosedale 

OR 
United States of America 

Ankle in places to the final staircase at which point it 


shin, then gets progressivly deeper until the outlet 


into the Don River 

2002 Angels of the Underground. 
4.5/5.0 
1995-12-31 13:00:00 
2005-11-05 13:00:00 


2nd Hand Drain 
* Mega Giga Terra High Tidal Drain. * Super High Incoming 


(SHIT! !!).  * Reincarnated Drain. * Hand-me-down Drain. 
Drain with segments containing barnacles and oysters. At 


point the reader thinks "big farken deal". Well, dear 


is 39m 
Features: 
increases 
skylight. 
Access: 
Grg:491G07, 
both sides 
Locality: 


Region: 
Country: 


Notes: 
another 


happened to 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


drain and 
asa 
Features: 


Access: 
UBD:152N16, 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Water Level: 


is a big farken deal, as the downstream end of the drain 


above mean sea level. 6' then 5' then 4' rounds. MPL=150m. 
TEL=150m. 
6' rounds some with barnacles & oysters, their presenc 


the rating. The sea life can be found at the second 


9,UE: Cnr Forest & Alkaringa Rds [Sw:354R16, UBD:333H08, 
Grg:491H08, [GPS:-34.043082444,151.09367508]]. 
0,NX: Creek between houses. [Sw:354015, UBD:333G07, 


[GPS:-34.0420947243,151.091617501]]. First property is 

of drain with its own bridge. Return same way. 

Gymea 

NSW 

Australia 

Dry-Swim 

The drain segments have evidently been used previously in 


drain that was in a tidal location. One wonders what 


that drain!. 

2006 dTrog/Prowler. 
307540 

1995-12-31 13:00:00 
2006-07-28 14:00:00 


2nd Pennant Hills 
Named for gutter grille which used to be outside the now 
demolished 2nd Pennant Hills Scout Hall. It's a low low 


this gives an indication of th xtreme keenness of Stray 
teenager. 
1950s newspaper on roof. 


1,UE: From gutter grille Shields Ln [Sw:214F20, 


Grg:220H16, [GPS:-33.7361035808,151.072814942]]. 
5,PX: Possible exit in park at end of Warne St. 
Pennant Hills 

NSW 

Australia 

Shoe 

1997 Stray. 

0.5/5.0 

1995-12-31 13:00:00 

2004-11-01 13:00:00 


Name: 


Description: 


shopping 
Features: 
middle SCP 
floor in 


Access: 
Rd 


Bunnings 


XWPT]. 
Locality: 
Region: 
Country: 
Eek!: 


Found: 
Rating: 
Created: 
odified: 


Water Level: 


3 Musketeers 


3 parallel square 7' drains 


MPL=312m. TEL=936m. 
leys, eels, 


centre. 
Stray shopping trol 


swallows, 


(funky drop lighting effect 


during daylight hours), 


running under road and 


skylights in 


good 


graffiti, rooms, side tunnel and channels cut into drain 
sections. 
0,UE: Canal on E side of Woodville Rd just N of Christina 


[Sw:292K04, UBD:230K16, Grg:337E16, 
[GPS:-33.8792009901,150.979383094]]. 
9,AX: Grassy, rubbish strewn, 


- best go back the way you came. 
Grg:337D15, [GPS:-33.876739973,150.978316865], 


Villawood 
NSW 
Australia 


Shoe-Shin 

2003 neXus/FeNiX/spuTnik. 
3.0/5.0 

1995-12-31 13:00:00 
2006-07-28 14:00:00 


[Sw:292D03, UI 


BD 


X 


Evidence of homeless dude sleeping at entrance. 


soggy marsh other side of 


2230315, 


ED, XNL, 


Name: 


Description: 


Features: 
corridor. 


Access: 
Rd. Climb 


Locality: 
Region: 
Country: 


Water Level: 


Its 


Found: 
Rating: 
Created: 
Modified: 


Three 


3 Phase 
Short 12' 
Large pollution grille over inlet, 


phase power sockets on walls. 


arch drain that splits to twin 9ft brick arches. 
large overflow 


West along the railway path from the south end of Athol 


in thru gap in bars. [AA: 142A03, A-Z: 124D1] 
Chorlton-cum-Hardy 

North West England 

United Kingdom 


Ankle to shin... 


unlikely you'll make it to the outlet 
2004 Drainrat/Oggy 

2. 5/960 

1995-12-31 13:00:00 

2005-06-09 14:00:00 


gets progressively deeper and very muddy. 


Name: 


Description: 


Features: 
over 


pipes. 
Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


the 


TO 


two 


mangled 


Continue down 


you’1l 


Childs. 


Access: 
Ave 


the 


the 


meters, 


Locality: 


Description: 


3 parallel running 9ft rcps. 
Huge inlet grille and structures. sound of trains passing 


the Prince Edward Viaduct reverberate strongly up the 


Rosedale 

OR 

United States of America 
Ankle 

2003 Kowalski 

0.0/5.0 
1995-12-31 13:00:00 
2007-01-06 13:00:00 


3Vanillas 
lst - Immediately after the outfall of the lst section, to 


left is a ~5ft RCP. It’s stoopy and runs uphill parallel 


Statham Ave/Bettington Ave for ~100m. 


2nd - Follow the bushwalk in the direction of the first 
section’s Outfalls. After ~lkm you'll have passed a 
chain-link fence, you are now on private property. 


the track which follows the creek, after another ~1lkm 


have reached an overhead (sewer?) pipe. Great place to 


You don’t deserve 3 green dots for it but. 


Access is at the lowest point of Statham Ave/Bettington 


(Between the two off-streets Becky Ave & Camelot Ct), is 
access to the first to two drain structures - just park up 


road or in an off-street then walk down.. 
(LANDMARK) 2x ~10ft RCP’s run parallel for a mere few 


they serve as an underpass for the road above. 
[GPS:-33.781867,151.024970] 

lstUpstream: [GPS:-33.783093,151.026767] 

2nd: [GPS:-33.782800,151.019240] 

Carlingford 


Region: 
Country: 
Care: 


Water Level: 


History: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 
gutterboxes in 


~ 100m 
Access: 
Renwick 


drop 
leads 
Durham 
Redfern. 
Locality: 
Region: 
Country: 


Care: 
at 


their 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Heaven'. 
Features: 
set of 


NSW 

Australia 

Take a broom for the 2nd part if you dislike spiders.. 
Dry - Knee 

Road underpass used to be a bridge. 

2010 Cupid 

2.0/5.0 

2012-10-01 14:00:00 


4 & 20 
Four and Twenty 
New drain under a new apartment block. Features 20 


a row at street level, two large chambers, small GPT. MPL 
Cnr of James and 


1) Trimar in the middle of the road. 


Sts, Redfern. [GPS:-33.889832,151.201917]. 
Only one half of the Trimar opens. Squeeze through and 


down, the shaft is only 6ft. Crawl down the pipe which 


towards the 20 gutter grills you saw from the street. 2) 


manhole in ramp at apartment building, 78-75 Regent St, 


[GPS:-33.890145,151.201487]. 
Redfern 

NSW 

Australia 

For the love of Cthulhu, please only do this location late 


Currently Bolted. 


night, or do the fake worksite thing. There are a lot of 
passers-by, vehicular traffic and people watching you from 


balconies/windows. 

Dry - Shoe 

Alone, Jevil, Scarecrow, Ghost. 
3.0/5.0 

2008-06-14 14:00:00 

2008-06-30 14:00:00 


50th 
50th Part A 
Large but short drain. Famous for the 'Stairway to 


10' whole length, entrance from canal is a steep downward 


rectangle. 


Access: 
Anderson Rd 


1]; 


Western 


main 


Locality: 
Region: 
Country: 


Cond: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


features. 
Features: 
bluestone 
tree 
pipe' 


drains 


Access: 
Moonee 


[MEL:2aC7; 


Locality: 
Region: 
Country: 
Care: 

the area. 


Vater Level: 


stairs flanking twin slides set into a large concrete 


At the base of th 
churnblocks. 
1: (Part A outlet) About 100m north of the corner of 


slope the rect becomes an RCP. Ends at 


& Derby St on the east bank of Kororiot Creek. [Mel:40 G- 


[GPS:-37.789055,144.826417] 

2: (Part A inlet) On west side of Anderson Rd, south of 
Hwy. [Mel:26 G-10]; [GPS:-37.779954,144.827941]. 

3: (Part B inlet) Follow canal upstream from part A to 
canal & turn left into large canal. [Mel:26 G-10]; 
[GPS:-37.778994,144.826656] 

Sunshine 

VIC 

Australia 

Outlet is ankle to shin 
Big, and good. 

50th Part B 


1988 Dougo 

4.5/5.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


69er 
Old Melbourne drain, full of shape changes and unusual 


Numerous shape changes from 7' bluestone arch to 10ft 
mummy, redbrick pipe and concrete tub. Numerous gpt's, 
roots, overflows, chambers, the famous 'Unreachable 69er 


and an upstream waterfall. Very old as far as Melburnian 


go. Outlet was originally an 8' arch, was changed to a 4' 
rectangle that is very wet and muddy. 

1. Round manhole in Levers Reserve next to Flemington Rd, 
[MEL:2ak6; GPS:-37.796942,144.952204]. #2. Outlet is in 


Ponds Creek, under Twl, next to Arden St Bridge, 


GPS:-37.799273,144.936325]. 

North Melbourne 

VIC 

Australia 

Grille is on relatively quiet street, but Police patrol 


entering at 


Water Level: 


without 


Cond: 
Nearby: 
Found: 
Rating: 
Created: 
Modified: 


You will 


the outlet 


Outlet is knee deep and muddy, 


getting too wet 


Excellent bl 


TWL, Nexus. 


5.0/5.0 


ue stone. 
TWL (bridge) 


1995-12-31 13:00:00 
2007-03-31 14:00:00 


likely ruin the socks and shoes you wear if 


Gpts can be negotiated 


Name: 
Alternate: 


Description: 


thus 
and 
character. 


Access: 


Nc:144P06, 


XWPT]. 
Locality: 
Region: 
Country: 
Eek!: 


that 


from 
water and 


pack 


Sewerage, 


Water Level: 


Nearby: 
Found: 
Rating: 


71077345 Goolie Wash 
Short=710 Goolie Wash. 
A 9'w x 7'h rect with water channelled towards the middle 


ensuring some slippery sections. 


9,UE: 


Grg:NDR, 


0,UX: Canal, 


Hamilton North 


NSW 
Australia 


Update 18/01/07: 
a Lor Of LEen 


Sewerage... 


contains a 


Scum on 


lot of washin 


MPL=1.607kms. TEL=1.607kms. 
Scout Hall opp 71077345 on Chapman Rd. 
[Sw:NDR, UBD-Nc:132016, 
[GPS:-32.9160186599,151.738866748]]. 
Merewether High School 


Grg:NDR, 


[Sw:NDR, 


[GPS:-32.9299143951,151.735899281], 


water surface isn't oil, 


not the normal typ 


g machine and shower water, 


Rubbish, debris, 


XE 


pipes 


rusted stepirons leading to a world above all add 


Enter canal 


XNL, 


it's raw 


of sewerag 


but 


industrial sewerage that consists mainly of piss and shit 


big burly bl 


turds. 


waders like 


UPDATE 2009 - Miad: Drain is a 


water rarely over ank] 


Use ext 


okes. The kn 


Siologen. 


deep section is a mixture of 


treme caution when exploring this drain - 


Shin-Ankle-Shoe 
Whipper Snipper. 


2004 dTrog. 
5.0/5.0 


lot cleaner now, 


no more 


le deep now after rain 


Created: 
Modified: 


1995-12-31 13:00:00 
2007-12-08 13:00:00 


Name: 


Description: 


Features: 
Access: 
Wren Road 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


72nd 
7ft RCP. 
Good entrance. 


West end of retarding basin located at the east end of 


on Warrigal Road. (fenced off). 
GPS:-37.939982,145.079817]. 
Moorabbin 

VIC 

Australia 

1989 Dougo/Rusco/Sloth/Woody 
0.0/5.0 

1995-12-31 13:00:00 

2005-01-05 13:00:00 


[MEL:78D06; 


Name: 


Description: 


Street 


Features: 
Access: 


Winifred 


Locality: 
Region: 
Country: 
Eek!: 


Found: 
Rating: 
Created: 


Water Level: 


A Boyd to Avoid 
SEE 


Reserve. Travels upstream towards 
EL=150m+. U2. 

BG. Cockroaches. 

utfall at 
GPS:-33.771458,150.91898]. 


s-=OQH 


Cres. 

Seven Hills 
NSW 
Australia 
Cockroaches, 
Dry - Shoe 
2012 Swim / Red 
0.5/5.0 

2012-02-21 13:00:00 


verywhere! 


RCP underneath carpark next to 


Blacktown Pool and Boyd 


towards Winifred Cres. 


[GPS:-33.771697,150.919014]. GBG at 
Continues upstream towards 


Name: 
Alternate: 


Description: 


drain 


the west. 


A'Beckett Blues 
Beckett Blues 


Small and short 4ft high x 3ft wide rectangular, 


running underneath Kent St and la 


concrete 


ter curves slightly to 


Widens after 50m to become a 5.5ft 


t concrete drain with a 


3ft RCP. 


Features: 
Access: 
(on 


canal. 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Athlon 
Squirrels). 


system. 
Features: 
grille 


Access: 
were doing 


to the 


Locality: 
Region: 
Country: 
Care: 
when 


Eek!: 
with the 


Vater Level: 


Vater Level: 


corrugated ceiling for another 50m, before ending with a 


TEL=100+m. U2 
Small shaft with manhole. Eels. Nothing much else. 
Park in A'Beckett St or Alfred St and walk underneath M4 


Alfred St) and along the bike path until you reach the 


Follow the canal south. Access to drain is via canal at 
[GPS:-33.827716,151.014405]. 

Granville 

NSW 
Australia 


Low. Watch you spine. 
Eels. 

Shoe - Ankle 

Muddy. 


Crawl through the 3ft RCP section. 

2010 Spotted by Fl@sh; 2011 Explored by Red. 
0.5/5.0 

2011-01-28 13:00:00 


A.D.D. 
Drakeford drain 
3x 6ft RCPs outlets flowing into the the lower end of the 


Drive open canal (the same canal system as Secret 
"Welcome to A.D.D." was spray painted throughout the 


Decent sized chamber. Junction room. Nice bunker style 


room. Small waterfall upstream. MPL=300m TEL=? 
Park a bit further up from where you would park if you 


SS. (Near the Cnr of Wheeler Cres and Beaver Pl) Walk down 


canal and follow it downstream. 
1. Outlet [GPS:-35.397601,149.073072] 
2. Grill Room [GPS:-35.395663,149.072597] 


Wanniassa 

ACT 

Australia 

You are visible to cars passing the Drakeford Drive bridge 


entering from the outlet. 
Man hole lid in the bunker room has been fixed in place 


use of liquid nails. 
Dry - Shoe 


Cond: 
History: 
TO=DO:: 
an 


distance 


Notes: 
would 


there 
been 
Found: 


Rating: 
Created: 


Heavily graffed up to the grill room. 


NA 


Try and get into Drakeford drive bridge. 


expo - the bridge, 


of each other. 


Can't find any record of 
had, have to be known to 
being no clan 


visited in all 


tags, 


the years w 


ADD and then squirrels all 


the clan in the past. 


Would be good for 


in a short 


this drain - though i'd say it 


Despite 


I find it hard to believe it hasn't 


Pandaman / Listed 20 


3.0/5.0 
2014-04-13 1 


4:00:00 


14 Delo 


have been going to to SS. 


Name: 
Description: 
running 


Access: 


34.0727582903,150.805006534 


Locality: 
Region: 
Country: 
Care: 

and sore 


Water Level: 


Abysmal 


0,UE: 
UBD:346G07, 


9,UX: Next 
Campbelltown 
NSW 
Austral 


ia 


Low drains means sore backs, 


brains (from 


Found: 
Rating: 
Created: 
Modified: 


Slimy 


Double barrelled sq 


2004 Ogre/On 
0.5/5.0 

1995-12-31 I 
2006-01-04 1 


Grg:511 
]. 


to railway line, 


[GPS:- 


sore skulls, 


uare drain twisting, turning and low 


under shopping centre to railway lines. TEL=500m. 
Access from Marsden Park, Kellicar Road 
BO7], 


[Sw:368F11, 


opp Gilchrist Oval. 


and sore legs, 


readers of KnownDoc). 


yx. 


3:00:00 
3:00:00 


Name: 
Alternate: 
Description: 
high 


Features: 
Access: 


Abyss, The 


Willoughby Falls. 
Your average drain, 


cliff. TEL=1 


Sudden absence of floor. 
Over fence at cl 
36N17, U 
[GPS:-33.8235556127,151.220016526]. 
3: Via grille on side 6! 


9,UE: 
[Sw:257N17/0 


. 3km. 


just happens 


BD:216H05, 


round pipe. 


to exit at top of 10m 


Nice Litter traps. 
liff edge on Grafton St, 
Grg:316C05], 


opp Fall St 


Off Warringa Rd. 


in the 


33.824259,151.2 
keep 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Photos: 
before 


History: 
Falls. 
Found: 
Rating: 
Update: 
CDS unit 


tied by 


Created: 
Modified: 


Name: 
Description: 
Features: 
rea 


Access: 
Locality: 
Region: 
Country: 
Water Level: 
To-Do: 
Found: 
Rating: 
Update: 
empty 


Update: 


New upstream entry/exit. Gutterbox just off the footpath 


park behind 13 Cammeray Ave. [GPS:-33.826442,151.212367]. 
Grill entry next to the CDS unit [GPS:- 

15182], 

sometimes chained and wire-tied by locals, presumably to 


kids out. 

Cremorne 

NSW 

Australia 

Not a drain to skateboard in. 
Dry-Shoe 

NSW State Library has a lovely picture of Willoughby Falls 


the drain was built, http://www.sl.nsw.gov.au/picman/. 
The drain ends at what is historically known as Willoughby 


1993 Diode. 
27 0/50 
2013-05-20 14:00:00 (Majestic) - Grill entry next to the 


[GPS:-33.824259,151.215182], sometimes chained and wire- 
locals, presumably to keep kids out. 


1995-12-31 13:00:00 
2013-06-03 14:00:00 


Accommodator, The 
Stormwater drain/floodway 
Big corrugated iron underpass chamber, canal sections, 


graff walls in retarding basin. 
Valk in 
Browns Plains 

QLD 

Australia 

Shoes (nasty looking) 
xmore info* 

2002 Ekweleks/Dsankt 
235/94.0 

2012-03-07 13:00:00 (Metawaffle) - Drive-in access via the 


block just beyond the outfall - a high clearance vehicle 


good idea. 


2009-12-21 13:00:00 (Rudeboyninja) - There is now another 
corrugated iron section that stretches quite a distance 


Created: 
Modified: 


http: //www.flickr.com/photos/rudeboyninja/3810226111/ 


1995-12-31 13:00:00 
2012-03-14 13:00:00 


Name: 
Alternate: 


Description: 


formerly 


Features: 
end. 
Access: 


XNL, 


UBD:174A16, 
Acer 

a 

drains 
overflow 
bends, 
the 
Locality: 
Region: 
Country: 
Found: 
Rating: 


Update: 
cleared 


upgrade 
entry 
drain 


Watch this 


Vater Level: 


Bats 


Acer 


Playing Truant. 


Fairly short 6-7' 


named Acer, 


MPL=127m. 1 


plus rectang 


Room, 


0: Via 4! 


small 


Grg:252E16] 


XWPT]. 
5y UE: 


A 


Grg:252F16], 


car park from Christie Rd. 
small handrail, 
taking water from a carpark in floodtime. 
to the real drain and the extension. 


and cute little' 


[GPS:-33.7740271165,151.119400417], 


Look for dry creek between buildings. 
Through "the overkill overflow" 


[GPS:-33.7732580363,151.120410642]. 


climb 


top of the RCP. 


Macquarie Park 


NSW 
Australia 
Shoe at #1 


1999 Trioxide. 


2.0/5.0 


2011-04-06 14:00:00 


(Red) 


Before the chickenwir 


RCP drain running under a building 
ular extension under M2 motorway. 


Churn blocks at d/s 


EL=127m. 
water fall; Bats; Bends; 
RCP off Talavera Rd [Sw:235G16, UBD:173016, 


[XED, 


[Sw:235H16, 


Enter the 


fence is 


over this. 


9,AX: Other side of M2. 


Beneath you are 2 short 
Head down the 
RCP has several sharp 


bats fly at you from their hidey-holes in 


- Outfall has been completely 


of vegetation to make way for the new on-ramp for the M2 


and, 


without having to navigate through overgrown cree 


as a result, 


might be getting an extension sometime soon then 


space. 


can be accessed from this downstream 


k. This 


TOO. 


Created: 
Modified: 


1995-12-31 13:00:00 
2011-04-06 14:00:00 


Name: 
Description: 
bother to 


Features: 
Access: 
[NDR, 


Locality: 
Region: 
Country: 
Care: 
contact 


Eek!: 
Water Level: 


Achey Breaky 


Back 


Crappy little shitty piece of drain you wouldn't even 


do. 


Dead snake at entrance. 
About 200 metres north of the Golden Guitar in Tamworth. 


XED]. 
Tamworth 
NSW 
Australia 


Don't do during the music festival for fear of making 


with country music buffs speaking with a drole. 
Don't hurt your back. 


Slimey 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Actually go in the drain. 


2006 
0.5/5.0 


Hatchet. 


1995-12-31 13:00:00 
2006-07-28 14:00:00 


Name: 
Description: 
Features: 
Access: 

way to 


Acorn's Tomb 


7£t RCP 
GPT Room 
Enter Cr 


the right to the creek. [Mel:7 J-8] 


37.682434,144.971133] 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
History: 
with 


Notes: 


Dead. 
Found: 
Rating: 
Created: 
odified: 


Campbellfield 


VEG 
Australia 


k area from east end of Horne St, 


then work your 


[GPS:- 


Noisy junk yard dog near entrance. 


Thigh 


This drain was ex 


additional feat 


Named after SK8A 


Clan Zone: 


2.0/5.0 


North 
Drains Nearby: 


tended in 2012/2013, 


3 Sisters, 


raising the rating 


tures. 
Boy member who joined in the early 1990s 


Kanish's, Storm Drain 2000, 


1995-12-31 13:00:00 
2006-05-09 14:00:00 


Name: 
Description: 
Guilfoyle St 
side 

RCPs 

chamber 

5 side 
opening up 
Singular 
every 40 
4ft. 
Features: 
low. 


Access: 
Newman 


Adelaide Ave Crossing 
5ft high 3 meters wide rectangular entry in park at 


Yarralumla. 


Le 


ads to large grilled chamber with multiple 


pipe junctions and shape changes. Chamber contains 4x 4ft 


and 1x 3ft by 3meter rectangle. Low rectangular pipe at 


goes for 40-50ms then comes to a small chamber with about 


pipes all around 3-4ft. Two of them go straight head 


to another chamber after about 5ms it then turns into a 


5ft and runs under Deakin for ages, with chambers about 


meters all containing side pipes varying between 3 and 


MPL=500m 


Shape changes, 


Park in vacant 


street or Gunn 
35.312539,149.100793] 


35.313765,149.101] 


oocality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 
Cond: 
History: 
google 


TO=DoO:: 
Found: 
Rating: 
Created: 


Yarralumla 
ACT 
Australia 


Emergency exit 


Slightly weird grille room. Big, long and 


lot on verge of Guilfoyle St closest to 


street. Entry here: [GPS:- 


via chamber manhole here [GPS:- 


Suburban area with houses around the entry. 


Few spiders. 


Shoe - Dry 
Untouched - 
You can see 


map capture 
Explore the 
2013 Delo 
2.0L 5.0 


No 
th 


of 
mu 


ud at entry. 


graff. 
is drain being built from the current (2013) 


this area. 
ltitude of sidepipes with a drain board. 


2013-08-27 14:00:00 


Name: 
Alternate: 
Description: 
taller 


Adelaide Darkie 


Adelaide Whor 
Adelaides most popular Drain. 1 X Rectangle, 8' high, gets 


Features: 
side 
sections, 
beginners 
Access: 
Locality: 


Region: 
Country: 


History: 
open 


once a 
section 


Nearby: 
Nitemare 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Blacktown 
becoming 2x 
do not 

and 


TEL=1.3km. 


remains 


Features: 
the water 


looks to 


(presumably 


Vater Level: 


Description: 


to max 10' then shrinks to 1.5m for last stretch 
Awesome Drain!!! Changes shapes from rectangular, to big 
archways, goes underneath historic bridges, has incredible 


tunnels, redbrick sections, sandstonesections, slate 


historical sites, dilapidated ceilings, can be good for 


or excellent for the most hardcore drainer. DO IT! 

Enter creek bed from under bridge going into National Wine 
Centre. In First Creek. [UBD: 4L2] Catch 123 Bus 

Adelaide 

SA 

Australia 

Dribble to Waist 

The old side tunnels that are now blocked off used to be 


canals that land owners covered to build over them. Oldest 
section is probably close to 100 years old. There was 


great pillar in the tunnel, keep your eyes out for a new 


with the writing 'Bring back the pillar' 
Zorga's Tomb*, St Peter's Twins*, Kaos Krypt, Burger 


1991 Dougo Update: 07/05/2003 
EEIT ATA 
1995-12-31 13:00:00 


2003-12-31 13:00:00 


Adult Swim 
Drain running underneath the Western Line, a park, and 


Hospital. Begins as 4x 4.5ft square outfalls and then 


separate low but wide 4.5ft x 9ft concrete culverts which 
seem to connect upstream. Finally, drain becomes a 6ft RCP 


shrinks to 4.5ft thereafter for about 150m. MPL=650m. 


U2. NB. Lengths based on possible upstream entrance which 


as yet unconfirmed. 
Interesting section nicknamed "The Cage" which is where 


running beside the railway lin nters the drain. This 


be some sort of cage door that has been kicked down 


fence 


Access: 


corner 


fence and 


outfall. 


to rail 


straight 
drains. 


looks 


parallel 


unlocked. 


Locality: 
Region: 
Country: 
Care: 
plywood. 
Eek!: 


Water Level: 


Cond: 
To-Do: 
Hospital, 


drains 
Found: 


Rating: 
Created: 


Name: 


Description: 


High 


Features: 


by locals) and now makes a handy entry/exit with a nearby 


to jump into a public park. Pipes and plywood hanging from 
ceiling in one section. 
Park behind Blacktown Pool, near netball 


courts. Walk to 


of netballs courts, open creek and railway line, jump 


then enter outfall. 


O Outfall at [GPS:-33.7729,150.917685]. Interesting 


1 "The Cage" at [GPS:-33.773352,150.917386]. Opens next 


line. 
2a Swing-grill at [GPS:-33.774102,150.915404]. 


Drops 


into one of the two seemingly separat 


albeit parallel 


2b Swing-grill at [GPS:-33.774069,150.915365 This one 


like it drops into a 3.5ft pipe. This is correct, but this 
quickly becomes one of the the two separate albeit 


drains after about 1-2 metres. Both swing-grils are 


9 (unconfirmed) Upstream probably here, at 
[GPS:-33.776178,150.912389]. 

Blacktown 

NSW 

Australia 

Low in some sections. Watch head near pipe and hanging 


Blacktown. 

Dry - Shoe 

New towards outfall. Gets older upstream. 

Find out where drain begins on other side of Blacktown 


presumably at [GPS:-33.776178,150.912389]. Find out if two 


connect at some point. 
2012 Swim / Red 
20/50 

2012-02-21 13:00:00 


Afterschool Special 
Short length 6' - 5.5'h drain that goes underneath Marsden 


School. MPL=171m. TEL=171m. 
Swallows that fly at you. 


Access: 9,UE: Maze Park, Brush Rd [Sw:254G10, UBD:192P14, 
Grg:280J14], 


[GPS:-33.8043390293,151.073067302]. 
O,NX: Exit from drain possible, but you're still inside 


the 


a 


ardcore spikey fence protecting the school from 
intruders. So 
how did you get in?. 


Locality: West Ryde 
Region: NSW 
Country: Australia 
Vater Level: Dry - Ankle 
Found: 2002 Trioxide. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-10-10 14:00:00 
Name: Ainslie Breaker 
Description: 4" RCP back breaker attached to canal heads 100m north 
until I 
gave up on it. 
Access: Canal outflow at GPS:-35.252383,149.158201 
Locality: Ainslie 
Region: ACT 
Country: Australia 
Water Level: Dry - Dry 
Found: Majestic 2007 
Rating: 107540 
Created: 2010-05-15 14:00:00 
Name: Air Hangers 
Description: 12m high Underpasses. 
Features: BIIIIIG, mammoth sized metal structures - you can 


literally fit a 


plane in them!!! 


Access: Entrance from under The Grove Way in Cobbler Creek. 
[UBD:72D7] 
Locality: Salsbury East 
Region: SA 
Country: Australia 
Water Level: Ankle 
Nearby: Follow upstream to Initiation Darkie* + Initiation Wall 
and 
downstream to Cockpump Darkie*. 
Found: 2003 Pizzy Q 
Rating: 4.5/5.0 
Created: 1995-12-31 13:00:00 


Modified: 2004-08-06 14:00:00 


Name: 
Alternate: 
Description: 
Upstream are 


Features: 
washed 


Access: 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 


Name: 
Description: 
becomes a 


and 
up to 


Features: 
forever-new 


Access: 
Airport Rd. 


Locality: 
Region: 
Country: 
Water Level: 
History: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Air Services Drain 
Shinx' Audacious Tomb 
Two RCPs open into a large square concrete chamber. 


some smaller rooms/junctions. 
Massive chamber; waterfalls; car door and dining chair 


into the drain, stuck in a sidepipe. 
Two grilles located near the playground on Western End of 


Alcheringa Park, Didbrook St. Only one has step irons. 
[GPS:-27.561471,153.054206] 

Robertson 

QLD 

Australia 

Shoe - Ankle 

Ekweleks, Dsankt and Four(?) 2003. Refound by Shinx 2012. 


3.0/5.0 
2013-07-28 14:00:00 


Airport Darkie 


1 x Rect 1.6m high, flows in, gets taller to 1.8m then 


shrinker in double RCP section. Carries on getting bigger 
smaller -gets as low as 1.2m in some sections only to open 


1.4 & 1.6m sections seemingly sporadicly. 
Goes into airport, wide entrance, cool split, goes on 


extension is interesting. Low sections 
Enter in Canal at cnr of Sir Donald Bradman Drive and 


[UBD:115E10]. Catch 276 Bus 
Brooklyn Park 

SA 
Australia 

Ankle to knee 

Extension built on in 2002 
250/940 

1995-12-31 13:00:00 
2005-10-09 14:00:00 


Ajax 
Original name: Parafeild Darkie 


Description: Southern Tunnel - 1 x rect 1.5m high, changes to 2m high. 
Features: Changes to double RCP, goes into airport :P 
Access: Corner Kings & Cross Keys Rd. [UBD:71C13] Catch train 
Locality: Parafield 
Region: SA 
Country: Australia 
Care: Being seen in airport section. 
Rating: 3.5/5 20 
Created: 1995-12-31 13:00:00 
odified: 2005-10-09 14:00:00 
Name: Albert Park 
Description: 5ft Rectangle, water level and cleanliness depends on the 
state 


of the litter crap. 
Features: The view out over Albert Park Lake was the only good 
feature, now 


gone. No other features unless you count it as a free 
(albeit 

risky) access point to the Grand Prix. 
Access: Lakeside of light rail at the northeast end of Cowderoy 
St. 

[Mel:57K7] [Mel: 2N J-2] [GPS:-37.854849,144.973005] 
Locality: St Kilda West 
Region: VIC 
Country: Australia 
Care: Enter Grand Prix for free if willing to risk the 


possibility of 


getting caught. 
Water Level: Depend on level of trash trap. If full, poke holes in it 
and wait 


for it to drain 
[o-Do: Poke a hole in the rubbish caught in the litter trap to 
lower the 


water level. 


Notes: Clan Zone: Inner 
Drains Nearby: Bob's, Byron Hardcore, St Kilda, St Kilda B 
Transport: Tram 96 to Cowderoy St 

Nearby: St Kilda 

Found: 

Rating: 2.0/5.0 

Created: 1995-12-31 13:00:00 

odified: 2006-05-09 14:00:00 

Name: Alcatraz 

Alternate: Campbell main drain 

Description: Alcatraz (named after a distinct bit of graffiti in the 


first 


junction room) is a large drain system that runs through 


the 

south eastern CBD suburb of Campbell. Campbell is popular 
with 

military and defence staff due to it's close proximity to 
the 

Australian War Memorial, the Royal Military College, 
Duntroon, 

the Australian Defence Force Academy, DSD, ASIS and ASIO 
HQ. This 

drain is responsible for channeling storm water run off 
from Mt. 


Ainslie to Lake Burley Griffin. MPL=2km (approx) 
Features: Grille rooms. Sections with metal roofing. Large and long 
rectangular corridor. Multiple large chambers. 


Changes size from 5 to 6 to 7-8 ft. Junction rooms. 


Extremely 
long + large downstream chamber. Interesting make shift 
engineering. Multitude of side pipes and waterfalls. 
You're 
beneath some of the most heavily secured buildings in 
Australia. 
Access: Closest intersection to this drain is White Crescent and 
Blamey 


Crescent. Park at Campbell shops [GPS:- 
35.289242,149.153812] Walk 
through Campbell playing fields along footpath through 


Campbell 

neighbor hood oval, on the park side of southern cross 

apartments, until you hit white crescent. Drain entry is 
directly 

across white crescent from Southern cross apartments 

[GPS:-35.288076,149.153581] Make your way down into the 
creek 

bed. You will be greeted by a 5 foot RCP (opens up to 6ft 
after 

30 meters). Lower right hand corner bar has been bent just 
enough 

for a moderate sized man to get through. People who are a 
little 

large are better off opening a manhole which I believe is 
here in 

the park [GPS:-35.289436,149.15462]. 

Outfall / DS (entry/exit) is actually directly into Lake 
Burley 

Griffin via the creek near Wendouree Dr which runs along 
the 


north-shore of the lake. 
[GPS:-35.292238,149.140937] 


Grille room opposite new asio HQ near car park of the 
abandoned 


the 


Square 
car 
approx. 


Locality: 
Region: 
Country: 
Care: 
while. 


Enter with 


Eek!: 
be 


has been 
Water Level: 
Cond: 
History: 
To-Do: 
Graffiti 


chamber" and 
from the 
Found: 
Rating: 
Update: 
changes 

the 

from that 


Created: 
Modified: 


defence forc 


building. 


Step irons hav 


grille room - requires 2m drop. 
[GPS:-35.291653,149.14292] 


UPDATE: The manhol 


(yellow step irons) 


where the shap 


opens directly into the 


been remov 


d from 


"secure! 


changes from RCP to 


ASIO 


park. Might be wise to avoid exiting from that one. 


location 
Campbell 
ACT 
Australia 


[GPS:-35.291798,149.143922] 


Some sections are with out any form of exit for quite a 


Houses surround and over look the inle 


caution. 


Drain is on a constant downward slope 


slippery and difficult to exit through the inl 


installed to make exit 


Dry - Shin 


Previously, 


Graffiti for the first 


arrows pointing to this side pipe read "to our bed 


"church" 


last downstream chamber 


Explore 5.5ft RCP that heads back ups 


Pandaman / Listed 2013 Delo 


3.0/5.0 


(closest to LBG) 


t of this drain. 


the whole way. Can 
let. A rope 
ting/entering easier from the inlet. 
t 200 meters or so then nothing. 


the drain was an open creek. 
Explore upstream side pipe in first junction room. 


tream toward city 


2014-08-28 14:00:00 (Delo) - The manhole where the shape 
from RCP to Square (yellow step irons) opens directly into 
"secure' ASIO car park. Might be wise to avoid exiting 
one. approx. location [GPS:-35.291798, 149.143922] 
2013-10-22 13:00:00 

2014-11-03 13:00:00 

Alice's 


Description: 
Dr to 


Access: 
Park St 


Locality: 
Region: 
Country: 
Water Level: 
History: 
rabbit which 


leading us 


TO=DO; 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
Access: 
37.763785,144.7 
Locality: 
Region: 
Country: 
Water Level: 
History: 
To-Do: 

Tomb 

Notes: 


i 


Davitt 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Short 6.5' RCP with GPT that runs under Lawrence Hargrave 


the beach. MPL=50m. 
0: Gutter grille on Lawrence Hargrave Drive just N of 


[Sw:NDR, UBD-Wg:018K08, Grg:NDR], 
[GPS:-34.2941989518,150.943166657]. 

9: RCP on the beach side of the road. 
Coledale 

NSW 
Austral 
Shoe 
Found on 


ia 


trip to "Your Taxes" when FeNiX's car hit a 


dragged itself down gutter grille and drowned in GPT, 
to a new drain. 

Explore 5' RCP that runs N along LHS from GPT. 

2003 FeNiX/spuTnik/Lemming/Marauder/Talby. 

0.5/5.0 

1995-12-31 13:00:00 

2005-01-28 13:00:00 


Alien's Tomb 

Short 7ft RCP 

Small slides. 

East side of Davitt Dr. 
63722] 

Deer Park 

VIC 

Australia 

Dry 

Named after a member from the early 1990s 

Exit manhole at end and try and enter upstream of Marz's 


[Mel:25 C-6] [GPS:- 


Clan Zone: Northwest 
Drains Nearby: Marz's, Ba 
Transport: Sunbury train 


thory's, Yabbie 
to Albion Station, 


then bus to 


Drive 
Marz's Tomb 


3.50/30 
1995-12431 1370000 
2006-05-09 14:00:00 


Allans Creek 


Description: 


mothballed (??) 


Features: 
maybe 9ft 


the 
mention it 


Access: 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Features: 
Access: 
follow 


Grg:NDR], 


Locality: 
Region: 
Country: 
Water Level: 
Nearby: 


Found: 
Rating: 
Created: 
odified: 


Triple box culvert under princess highway next to 


Bluescope Unanderra plant 
MPL - 130m 
Standard straight box culvert in row of 3 about 8ft or 


high. Just goes straight from one side of the highway to 
other - not sure if it's worth listing but thought I'd 


anyway. 
nter from the bridge here: -34.451419, 150.856648 


gal 


Valk along alans creek to here: -34.452996, 150.858461 
Unanderra 

NSW 
Australia 

Ankle 

Theedge 2016 
2507940 

2016-09-29 13:16:05 
2016-11-01 04:33:39 


Alliraw Grommetts 
Nice drain going under Andrew Park and under houses to War 
Memorial Park where the course meets Bensons Ck. 3 x 5'd 


6'd RCP (last 200m). MPL=1.05kms. TEL=3.15kms. 


els. 
0, UE: 


Enter Andrew Park cnr Landy Dr & Garrard Ave and 


creek until it goes underground [Sw:NDR, UBD-Wg:049M12, 


[GPS:-34.5532874879,150.848526316]. 

9,UX: Swampy. [Sw:NDR, UBD-Wg:050A10, Grg:NDR], 
[GPS:-34.5505427755,150.858545796], [XED]. 
Warilla 

NSW 

Australia 

Ankle at d/s end 

Course: Bandicooties == Alliraw Grommetts == /(Bensons Ck) 
==<Little Lake. 

2005 dTrog. 

3.0/5.0 

1995-12-31 13:00:00 

2005-12-17 13:00:00 


Alpha Sierra 


Alternate: 


Description: 


have 


Features: 
natural 


Access: 
Going U/S 


U/S. 


sections 


Locality: 
Region: 
Country: 
Care: 
passtime. 
Eek!: 
little 


Water Level: 


Cond: 
TLO=DOx 
after 


fora 
be 
going 
find 


Notes: 
19.11.2008. 


Found: 
Rating: 
Created: 


Name: 


Description: 


still 


Alien Spaceship 
Canal with various changes, runs through backyards that 


bridges going across it. 
8' sandstone archway at the outfall, before becoming a 
creek again, CDS unit behind a locked gate, more to s 

Opposite 5 Johnstone St in the park. See creek, go D/S. 


will result in coming to locked gate. 
[GPS:-33.95856960123882,151.04774236679077)] 
Cnr of Hymen and Clarke St, enter sandstone arch to go 


[GPS:-33.9601802948716,151.0457468032837] 
Cnr Ogilvy St and Clarendon Rd. Unexplored D/S and U/S 


from here. [GPS:-33.957617408892844,151.04930877685547] 


Peakhurst 

NSW 

Australia 

Watch out for locals, they may not appreciate our 


One of the backyards with a bridge going over it has a 


barking dog. May attract attention. 

Dry - Ankle 

Quite good, not much graff at all. 

Explore further upstream when you're not dead on your feet 


having explored for an entire day. 
Where the sandstone arch is, in Harvey Dixon Park, look 


raised concrete slab with a metal lid on it. It appears to 


locked, but you can actually lift it and there's a ladder 


down into a square shaft. Inside is an RCP. Go explore and 


out where it goes. 
First explored on a solo mission by Scarecrow on 


Didn't have torch or sufficient details to list location. 
21.11.2008- Hatsumi, Scarecrow 
20/520 


2009-07-13 14:00:00 


Amapoo 
Newly finished drain. Smell of solvent/bonding chemicals 


fresh the further you go up the 5ft RCP. Contains a rather 


large 
and nice grille room approx 5ms from the enterance. A few 
chambers the further you go up. All in all, nothing 
special. 
Mainly a back breaker. Though generally short distances 
between 
chambers with standing room makes it bearable. 
Features: Nice grille room. 
Access: Battle the swamp reids and enter through 5ft pipe walk 
5m's into 
massive grille room. Navigate the GPT and hop into other 5 


ft and 
explore. [GPS:-35.172142,149.146503] 
Locality: Forde 
Region: ACT 
Country: Australia 
Eek!: Spiders. 
Water Level: Ankle - Dry 
Cond: Brand new. 
History: Brand new. 
To-Do: Explore further 
Found: Delo 2013 
Rating: 2.0/5.0 
Created: 2013-07-09 14:00:00 
Name: Amaroo 
Description: 6' round with some interesting changes. 
Features: Take the 7' pipe to its illogical extreme. Not very long. 
Access: 9,UE: Amaroo Reserve off Henry Lawson Drive [Sw:292F17, 


UBD:250L13, Grg:367F13], [GPS:- 
33.9083266125,150.983897143]. W 
end of Marden St x Amaroo Ave. In adjacent park, drains 


into 

creek. 
Locality: Georges Hall 
Region: NSW 
Country: Australia 
Found: 1993 Predator. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 

odified: 2004-09-04 14:00:00 

Name: Amebix's Tomb 
Description: 5ft RCP. Turn back once you reach the split with the 
filled in 

side pipe. 
Features: Waterfalls 


Access: 
[Mel: 16 


Locality: 
Region: 
Country: 
Eek!: 


Cond: 
History: 
yth out 


Notes: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


when 


again!. 
Features: 
Access: 
of 


Locality: 
Region: 
Country: 


Water Level: 


Vater Level: 


West bank of Moonee Ponds Ck, 


C-3] [GPS:-37.708541,144.898087] 
Gowanbrae 

VIC 

Australia 

Turdy side pipe at start. 

Ankle 

Good 


north of railway bridge. 


Named after the member from the 2000s that once freaked 


at Walhalla. 
Clan Zone: North 


walk. 


Drains Nearby: Trubbul, Fox Hole, B.U.R.P., F.A.R.T. 
Transport: Tram 59 to the end of the line and 
1.0/5.0 


1995-12-31 13:00:00 
0000-00-00 00:00:00 


Amphetamine Mews 
Sherbie Grille. 
System of various sized RCP's, 


you think the tunnel is going to shrink, 


Sherbie Grille, 
9,UE: 


first section is 7', 


Francesco Cr [Sw:231L06, UBD:169Q06, 
[GPS:-33.749734,150.956665]. 


Grg:246 


zal 


Terrace, Bella Vista. 
Bella Vista 

NSW 

Australia 

Slimy 


Found: 
Rating: 
Update: 


Canberra-style 


From 
with 
Update: 
park 


is not 


2003 Trioxide/Hatchet. 
340/540 
2016-04-09 06:56:12 


(Red) - Update Access: 
turret grill in Village Green, 
here, 
various grills. 


2016-04-09 06:54:45 (Red) - Update Access: 


off Hindle Terrace, at -33.744242,150.960056. 


some tunnels parallel, 


Either of two 7' RCP's in kink of Bingara Cr, 


just 


it gets bigger 


various waterfalls. 


Nth 


06, 


0: Gutter grille in NE corner of S cul-de-sac of Foveaux 


Locked 


at -33.743586,150.960153. 


the drain forks around the edges of Village Green 


Swing grill in 


This grill 


right 


underneath. This 


located, 
going for a 
Update: 
inside the 
Vista 


side 


Update: 


Update: 
and 


TEL=~1.6km. 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


pumping 


Features: 
switch 


Lots 


Access: 
the 


over fence 
bush 


flap. 


locked, but the latch is bent and, if bent back with the 


tools, will enable this grill to be opened from 


grill is where the most explorable upstream chamber is 
where most explorers turn around and return, but keep 
surprise. 


2016-04-09 06:52:15 (Red) - Update Access: Swing grill 


roundabout at the intersection of Providence and Bella 


Drives, at -33.745250,150.960059. The grill opens from the 
furthest away from the step-irons, so use caution. 


2010-11-27 13:00:00 (Red) - Drain entry at, 
[GPS:-33.749734,150.956665]. 


2010-09-27 14:00:00 (Red) - Drain begins as a twin-7ft RCP 


changes shape at almost every grill chamber. Next shape is 


followed by 5.5ft followed by 6ft and finally, underneath 


in a park, becoming 4.5ft to 5ft. MPL=~1.125km. 


1995-12-31 13:00:00 
2010-11-28 13:00:00 


Anal Retention 
AR 
30m long, 5m wide and 6-8m high stormwater retention 


system. Fed by small siphons from the main drainage trunk. 
The large chamber. Nice ladders. Working lights you can 


on/off. Pumping equipment. Multiple exit and entry points. 


of frogs. 
Park on Lusty street, Wolli Creek. Head to the corner of 


apartment block at 21-23 lusty street. Through gate or 
depending if gate is open. Head to end of path and into 


section on your left. Lift grille and remove 'mud' catcher 


Locality: 
Region: 
Country: 
Care: 

too 


open 


Grilles 


grilles 


Eek!: 
before 


Vater Level: 
Cond: 
History: 
2014 ata 


was to 
Creek 
(700m3 
in major 


electric 


flood 


involved 


n 
To-Do: 
manhole 


beers and 


Notes: 
drain 


stormwater 


Rockdale 


Head down ladder. [GPS:-33.928806, 151.149786] 

Wolli Creek 

NSW 

Australia 

Next to an apartment complex. Try to enter without drawing 


much attention to yourself. Don't fall off ladder. Don't 


grilles in footpath. Replace the 'mud' catcher on exit. 


are heavy and aren't hinged. No tags unless you want the 


to be locked shut. 
Schizo frogs. Probably best to wait a couple of days 


visiting after a large storm. 
Dry to Death 

Excellent. 
The project started in 2012 and was completed in March 


cost of 2.1 million dollars. The objective of the project 


address potential flooding in the Lusty Street Area Wolli 


(7 Ha) by constructing a large below ground detention tank 


capacity) to initially collect and store rainwater flows 


storm events and then pump the tank out using 2 large 
pumps once the storms have abated. This system will reduce 
water depths in Lusty Street by 300mm. Also the project 


the installation of a large Gross Pollutant Trap aimed at 
collecting waterborne debris in stormwater and preventing 


being conveyed to Wolli Creek and Botany Bay. Pictures of 


construction can be found here: 


https://www.rockdale.nsw.gov.au/Council Projects/Pages/Projects.aspx#drai 


Get access to the main drainage trunk - should be a 
around here: [GPS:-33.929022, 151.148694] . Have a few 


a yarn down in the tank. 
Found on a last minute impromptu trip to explore Odyssey 


with Drain Bandit. I (Delo) was trawling council 


documents just before heading out. Stumbled across the 


swing 


Found: 
Rating: 
Created: 
Modified: 


council link 


by for a geez. 

DB & Delo 2016 

3: 0790 

2016-02-19 01:02:35 
2016-02-24 09:44:13 


(mentioned 


above in history) and decided to 


Name: 


Features: 
Access: 
Locality: 
Region: 
Country: 


Description: 


Angel Islington 

4 x RCP, 1.5m high 
Changes shape 
Northwest of 
Islington 

SA 

Australia 
2.5/5.0 
1995 V2 32 £1.3300810.0 
2005-10-09 14:00:00 


Islington 


Station. [UBD:105N4] 


Name: 


Description: 


Access: 
[Sw:334N09, 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Another 
5.5' round drain. 
9,UE: 


BD:293E13, 


Australia 

1994 Diode 

0.5/5 0 

1995-12-31 13:00:00 
2012-03-14 13:00:00 


Not explored very far. 
Western bay near boat ramp on Morshead Dr 


Grg:431E13], 


Bad explorer. 


[GPS:-33.982957, 151.087404]. 


Name: 


Description: 


home of 
Nights. One 
Features: 
jacks, 


Clannies. 


is full 


Anzac 


Huge drain, featuring 


the world famous Chamber, 


spiritual 


drain exploration, loca 


tion for 16 years of Clannies 


of the biggest and most 
Huge 14' 


then onto The Chamber, 


arched outlet, 


t spectacular tunnels in the world. 
leads to chamber held up by large 


the amazing spiritual home to drain 


exploration and the annual venue for the Cave Clan 


Often decked out with chairs, 


this underground audatorium 


as 


drain 


join 
numerous 


Access: 
Locality: 
Region: 
Country: 
Care: 
overflow. 


Water Level: 


ankle deep 
Cond: 
Found: 
Rating: 
Update: 
the 


Created: 
Modified: 


Name: 
Description: 
Concrete 


Access: 


Grg:402E13], 


Grg:402B15], 


Locality: 
Region: 
Country: 
Notes: 
tall and 


Nearby: 
Found: 
Rating: 
Created: 


of graffitti artwork, including the famous 'Clanies' peice 


well as a huge Yellow Submarine. Beyond The Chamber the 


runs as a 6' covered canal, before splitting with twin 8' 
redbricks leading eventally to where Yarra drain used to 
Anzac. The other side cranch leads to a waterfall and 
shape changes. 

(unlisted) 

(unlisted) 

VIC 

Australia 

Entrance is sometimes slippery. Gets occaisional sewage 
Its tidal, but only barely, at highest tide it may be 


Amazing. Its like a peice of living urban history. 
1987 Dougo/Sloth/Woody 

0.0/5.0 

2016-07-02 01:23:08 (Iso) - Update Water Level: 


Just below 


knees for the first 100 m. 


1995-12-31 13:00:00 
2007-03-31 14:00:00 
Anzac 91 


Canal with multipl 


covered sections, the longest 450m. 


twins, brick twins. MPL=1.12km. TEL=2km. 
9,UE: Bexley Swimming Centre [Sw:315G13, UBD:273013, 
Grg:402E13], [GPS:-33.9467662252,151.115356951]. 
7,AE: Park Preddys Rd [Sw:315G13, UBD:273Q13, 


[GPS:-33.9469821803,151.114151193]. 
0,NX: Drain runs into golfcourse green. Jump up and shout 
BOOO!!! as golfers putt. [Sw:315D15, UBD:273M15, 


[GPS:-33.9512156391,151.106818944 
Bexley 

NSW 

Australia 

Original access was via Stoney Ck Rd, but the fence grew 


became spiked. Nawty bad fence. 


*Course: Anzac 91 Folly == Anzac 91 ==<?. 
1991 Dougo/Melb Clan. 
2.0/5.0 


1995-12-31 13:00:00 


Modified: 


2006-08-20 14:00 


:00 


Name: 


Description: 


7 ' 


Access: 
Ave & 


course 


Locality: 
Region: 
Country: 
Notes: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Anzac 91 Folly 
5'8 round pipe, 


fairly old with 8' sandstone chamber and 


covered canal entrance. Birdies that try and perch on you. 
TEL=250m. 

5,UE: U/s of Anzac 91, under Croydon Rd, between Barnards 
Louis St [Sw:315C15, UBD:273L15, Grg:402A15], 


[GPS:-33.9519054 


from Croydon Rd. 
5,PX: Grille in 
Bexley North 
NSW 
Australia 
Easily mistaken 
*Course: Anzac 9 
1992 Predator. 
2.0/5.0 
1995-12-31 13:00 
2006-07-28 14:00 


273,151.104185125]. Walk down into Golf 


Smiths Ave. 


for Anzac 91. 


1 Folly == Anzac 91 ==<?. 


:00 
:00 


Name: 
Alternate: 


Description: 


Features: 


layers 


Access: 


canal: 


nearby 


Locality: 
Region: 


Aobadai River Dr 
Aobadrain 

MLP: ~1500m 

TEL: 4000m+ 


A concrete drain 


Round rooms 
Multilevel drain 
Plastic Manholes 


of drain 

Seemingly Unique 
Train to Aobadai 
Via Canal: [GPS: 


Night only you c 


ain 


of varying shapes beneath Aobadai. 


to transfer betw 


n vertically parallel 


curves and shapes 
Station 
35.540112,139.515649] 


an exit in a laneway where there's a tiny 


35.543457,139.516007 - Natural light will be visible when 
the exit 

Aobadai, Kanagawa, Japan 

Kanto 


Country: 
Care: 
sensor 


police 


Water Level: 


Japan 
Access to canal is watched by locals due to graffiti, 
the canal. 


lights are present along Try not be seen as 


will have nothing better to do than pursue you. 


Preferably night only 
Slimey - Ankle 


Cond: 
To-Do: 
Found: 
Rating: 
Created: 


Very clean 
Explore th 
Luke 2012 
3.0/5.0 
2012-02-08 13:00:00 


upper levels 


Name: 


Description: 


Features: 


before). 
Access: 
pedestrian 


Open 
second is 


Locality: 
Region: 
Country: 
Care: 

the 


Water Level: 


Apartment 
Strange stormwater reservoir. TEL=30m. 
Many rooms and a balcony, just like an apartment, 


only 


underground! Funky GPT balconies (new idea, never seen 
5,UE: From SE cnr Domain carpark, go over St Marys Rd 
overpass [Sw:277M19/026M19/056M19, UBD:236G11/003N05, 


Grg:346B11/004C05], 


[GPS:-33.8719835891,151.215432544]. 


second manhole on S side. First manhole wooden square, 
concrete round. 

Sydney CBD 

NSW 
Australia 

Possible sewage contamination, 


a tad smelly. Be careful 


ladders!. 


Found: 
Rating: 
Created: 
Modified: 


Slimy-Ankle 

2003 Siologen/Trioxide. 
3.0/5.0 
1995-12-31 13:00:00 
2004-09-02 14:00:00 


on 


Name: 
Alternate: 


Description: 


of a 


now 


Aust, 


Aquacave 
Original name: 
Big long drain, 


m 


Toadie 
that used to be called Toadie until most 


major sidetunnel was diverted and expanded into what is 


called Toadie. Has the largest rockblasted section in 


Features: 
loop, 


shrinks 


Access: 
Square 


opposite 


Toadie 
#5:SMH 
Recommend 


Locality: 
Region: 
Country: 
Eek!: 

guy in 


Vater Level: 
waist 


History: 


construction of 


hand 


Found: 
Rating: 
Created: 
Modified: 


various shapechanges and features. 


Sandstone arch, 
sandstone mummy, 


slowly thru n 


1:Outlet on 


tunnel 


Sneyd St 
Showground. 


Drain #4:RMH 


adjacent 


enter at #5 and exit at 


Bowen hills, 
QLD 
Australia 


Seccas in RNA, 


unit near #5 
Outlet 


[140 A20] 


[160 A1] 


is tidal 


in footpath 


to road on Wate 


Spring Hill 


entrance 


deep depending on tide 
Old entrance in canal now converted to drain with 


ICB Used to be connected to Toadie 


fork. 


1997 Azza/Possum 


0.0/5.0 


1995-12-31) 1.300200 
2005-08-09 14:00:00 


rock blasted sections, 


water height pole, 


#2:RMH in low bushes on Campbell 


, Gregory Tce near Alexandra St 


grille room, altar, 


square mushroom, 


umerous shapechanges and rooms 
Breakfast Crk near ICB off Campbell 


ot. 


st 


#3:Various RMH and grilles inside RNA 
This manhole is right next to a manhole into 


r st outside flats. [159 P7] 


increased public awareness of drain. 


shoes-boat, 


Old 


campbell St manhole is shoe to 


(see below) on right 


Name: 
Description: 
list and 


of 


Features: 
9. DLE 


Arachnophobia 


A drain that originally appeared on Fils early Canberra 


doesn't appear to have been visited since the early 2000s. 


name is very 


phobia of spiders - or even insects becaus 
types throughout this system including a "nest" 


different 


centipedes. 


MPL=800m TEL= 
Different shapes and sizes. 


fitting: 


I wouldn't recommend visiting if you 


ther 


1.2km 


are many 


Mainly consists of 6ft RCP and 


rectangle. Very cool junction room with natural light and 


and a 

grilled man hole cover. Insects. 
Access: Park at the George Harcourt inn (intersection of Barton 
Hwy and 

Gold Creek Rd.) Park closest to Barton Highway and cross 
in Eo 


the median strip you will see the open canal and be 
greeted with 

two 6ft RCPs awaiting your enterance. 

(1). 2x 6ft RCP inlet [GPS:-35.194235,149.086011] - Best 


entry 


(2). 4ft by 3m dual rectangle inlet [GPS:- 
35.1955,149.088041] 
(3). Outlet [GPS:-35.199461,149.091602] 


Locality: Nicholls 
Region: ACT 
Country: Australia 
Care: If entering from 6ft RCP inlet - take care crossing Barton 
highway - cars travelling at high speeds around a slight 
bend. 
Eek!: Insects 
Water Level: Dry - Slimey 
Cond: A little graffiti 
History: Found in the mid to late 90s by FiL 
To-Do: NA drain fully explored. 
Notes: Definitely worth doing if you're in the area. 
Found: FiL 90s / Listed & Explored Delo 2013 
Rating: 2.0/5.0 
Created: 2013-12-10 13:00:00 
Name: Arachnophobia 
Alternate: Original Name: Fallowfeild Drain 
Description: 800m long 6' rectangle with covered canal sections. 
Features: Vaulted roof sections, a side pipe. 
Access: Entrance situated in fenced off area in Platt Feilds Park, 
just 
next to the park entrance at the east end of Whitmore Rd. 
Climb 
over wall on the downstream side of the big pollution 
trap. [AA: 
142C02, A-z: 109F6] 
Locality: Fallowfeild 
Region: North West England 
Country: United Kingdom 
Water Level: Mostly shoe, however, outlet is shin to knee deep 
Found: 1998 Bob 
Rating: 1.57540 
Created: 199512231 13300200 


Modified: 2005-06-09 14:00:00 


Name: 


Description: 


Features: 
Access: 
[Mel: 64 


Locality: 
Region: 
Country: 


Notes: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


sandstone 
Splits 


Features: 
Access: 


Water Level: 


Arachnophobia Drain 
6ft RCP 
None 


Near where path from Coleman Road meets the bike track. 


B-10] [GPS:-37.863678,145.247712] 

Vantirna South 

VIC 

Australia 

Dry? 

Clan Zone: East 

Drains Nearby: Trinity's, Clown's and Snorkel's. 


0.0/5.0 
1995-12-31 13:00:00 
0000-00-00 00:00:00 


Araptorphobic 
A promising 7ft tall rectangular sandstone entrance. on 


floor. Quickly changes shape to a low 4.5ft concrete arch. 
again, the larger arch being 4ft. MPL: 80m 


Sewer overflow flap (presumably) 
Canal corner of Eaton st & Rawson st. [GPS:- 


33.835907,151.214190]. 


Locality: 
Region: 
Country: 
Care: 
during 


Water Level: 


Access behind bus shelter. 
Neutral Bay 

NSW 
Australia 

Highrise apartment balconies overlook canal. 


Exposure 


daylight hours 


To-Do: 
Found: 
Rating: 
Created: 


Name: 


Description: 


room. 


Access: 
UBD:186L08, 


Slimey - Shoe 

Explore the 4ft tunnel. 
Raptor & Phobic 2011 
2.0/5 20 

2011-06-13 14:00:00 


Archbold, The 


3 x 5' RCPs: 2 x 30m, 1 x 100m. All end in their own 6'h 


MPL=100m. TEL=160m. 
9,UE: Cnr Archbold & Sargeants Rds [Sw:248K04, 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Update: 
this 


Archbold Rd 


used to 


you 


bridge 


from 


Created: 
Modified: 


Name: 


Description: 


Features: 
section 


Access: 
UBD:233C08, 


over 
to next 


Locality: 
Region: 
Country: 
Notes: 


u/s; 


d/s; 


d/s; 


Grg:271F08], [GPS:-33.7873192173,150.822562342]. 
Minchinbury 

NSW 
Australia 

Do only when dry. Trapped gas in rotting debris. 

2001 Bullwagon. 

2.0/5.0 

2008-01-05 13:00:00 (Straykat) - ***If you bother to do 


stanky drain, you might as well hike a bit further up 
towards the M4 and check out the abandoned overpass that 


service the quarry. Good opportunity to camera clan it up, 
however the rock/debris guard is about ten foot high, so 


might get some fence in your pics. Completely deserted 
over the M4, bizarrely peaceful and eerie five minutes 


suburbia. 


1995-12-31 13:00:00 
2006-07-28 14:00:00 


Archibowl 
Covered canal drain, 6-8'. TEL=350m. 
Reinforced entrance, old, perfectly rounded brick bowl 


with a roof constructed of many small brick arches, roots 
sticking thru. Gets smaller after bowl, ends 200m later. 
9,UA: Powell St, E side Underwood St [Sw:274L16, 


Grg:341C08], [GPS:-33.8633696438,151.084430705]. Climb 
fence. Head u/s under Powell & along canal until you get 


covered section. 

Homebush 

NSW 

Australia 

D/S-U/S: 

[Sw:274L16, UBD:233C08, GPS:56H 322725 6251105] Powell Rd 


*ArchibowlL: 
[Sw:274L16, UBD:233C08, GPS:56H 322676 6251017] Parra Rd 


[Sw:274L18, UBD:233C10, GPS:56H 322657 6250740] Car yard 


*Unnamed 1: 


[Sw:274L18, UBD:233C10, GPS:56 


322662 6250733] Car yard 


u/s; 

*Unnamed 2: 

[Sw:274L19, UBD:233C11, GPS:56H 322603 6250493] Grille @ 
flats; 

[Sw:274L19, UBD:233C1l, GPS:56H 322607 6250382] Grille; 


*Unnamed 3: 
[Sw:274L19, UBD:233Cl1l1, 


Q 
g9) 
v 


:56H 322552 6250367 
Fitzgerald Pk 


(Phone); 
[Sw:274L20, UBD:233C12, GPS:56H 322508 6250246] Grille; 
[Sw:274K20, UBD:233B12, GPS:56H 322483 6250148] Coventry 
Rd 
grille. where it splits into twin 4'h pipes. 
Also: 
*Unnamed 0: 
[Sw:274L16, UBD:233C08, GPS:56H 322685 6251238] M4 (d/s 
from 
ent). 
Nearby: Course: unnamed == Archibowl == unnamed under M4 


==<Powells Ck 


==<Homebush Bay. 


Found: 1998 Hatchet. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2007-01-18 13:00:00 
Name: Aroundabouts 
Alternate: roundabout 
Description: Drain system in the middle of the main roundabout as you 
come 

into the suburb of Jerrabomberra. MPL=500ms~ 
Features: A few grilles (all padlocked), Small rooms, one with a 
window. 

Highlight is being able to yell out to drunks at the local 
pub 

from one of the aforementioned windows. Mainly 5 foot. 
Access: Park at the Jerrabomberra shopping center (Corner of 
Tompsitt 

drive and Limestone Drive) and cross over the road barrier 
and 

into the large roundabout. Enter through either of the 
5SEts. 

[GPS:-35.382139,149.200417] 
Locality: Jerrabomberra 
Region: ACT 
Country: Australia 
Care: High visibility to all traffic and pedestrians. 
Eek!: All the grilles are padlocked and all manholes are road 
based. 


You will have to stoop out the way you stooped in. 


Water Level: 
Cond: 
History: 
established. 
To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Name: 
Description: 


shrinks. Other 


Features: 
flooded at 


tloor. 
Access: 
Raymond Rds. 


Cherry 


Locality: 
Region: 
Country: 
Water Level: 
Cond: 

Notes: 


Hollow. 


Nearby: 
Found: 

Rating: 
Update: 


Created: 
Modified: 


Name: 
Description: 
Features: 


DEY: = Dry 
Untouched 
Most likely built around 1987 when the township was 


Go further. 

Bring pen. Write delo. He forgot. 
2014 Delo 

2.0/5.0 

2014-08-05 14:00:00 


Ash's Tomb 
5ft RCP, gets bigger, varying between 6-7ft, then 


shapes: rectangle 
A few slides including a section that looks like its 


the bottom of a slide. Its in reality an RCP with a flat 


1: (5ft entrance) Northeast corner of Boundary and 


Is fenced off. [MEL: 40 B-8] (youll need melways edition 24 
upwards). [GPS:-37.814673,144.80482] 
2: (4ft entrance) South side of Dohertys Rd just west of 


Lane. Low for 10 min. [MEL: 40 C-12] 
Derrimut 

VIC 

Australia 

Dry 

Avoidable mud 

Clan Zone: North west 


Drains Nearby: Jorgee's, Snakepit, Wind Tunnel, Frog's 


Cavities Nearby: Wormhole. 

Transport: Car 

Wormhole 

1997 Dougo/Bob 

307540 

2016-07-02 01:25:29 (Iso) - Update Access: Coords for #2 
entrance: -37.830238, 144.809428 


1995-12-34, .1,3::0:0700 
2004-12-31 13:00:00 


Autobahn 
7' RCP drainage for M5. TEL=1.2km. 
Grilles, mainly just a long tube. 


Access: 
walk 


Region: 
Country: 
Nearby: 


Found: 
Rating: 
Created: 


Modified: 


Name: 


Alternate: 
Description: 


is 

enters 
At this 
relief. 


3ft, the 


Features: 


Access: 
it out. 


fucking 


on 


Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 
TO-DOs 
where it 


Locality: 


Locality: 


Water Level: 


9,UE: E end Bryant St. Follow path to last building, then 


around that [Sw:313L11, UBD:272Bl11, Grg:399G11], 
[GPS:-33.9410731848,151.039003596]. Empties into mangrove. 
Padstow 

NSW 

Australia 

*Salt Pan Course: (Bankstown Cage/Wormhole) == Gutter Seat 


(Autobahn) == (Prowlers) ==<George's River. 
1993 Predator. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Avalon Darkie 

Fuck Balls Twilight 

um. 

So 4ft hight 8ft wide covered canal travels forever (which 


roughly 500m) then becomes 4ft round for about 100m and 


drop shaft at corner of The Crescent and Edmund Hock ave. 


point is a swing grille up into street, much to your 


Also here drain splits into two rounds, left is about 2- 


right side 4-4.5ft - neither of which were explored. 
Fuck all. 
Next to Woolworths at Avalon in the car park..you'll work 


Or from corner of The Crescent and Edmund Hock Ave. 
Which is here [GPS:-33.638828,151.328621] 


From Edmund Hock entry the right side branch goes pretty 


straight line so if you can be bothered follow the bitch 


google maps n shit. 

Avalon 

NSW 

Australia 

none 

boring 

Dry - Dry 

fine. comfy. but fucking stoopy 

fuck you 

just follow it on google maps and see if you can find 


car park 


Found: 
Rating: 
Created: 


Name: 


Description: 


from one 


yourself 


Features: 


Access: 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
To-Do: 
drain under 
Notes: 
Found: 


NoPro, 


Rating: 


ends up. In the very least just enter from here 
[GPS:-33.638828,151.328621] because from the Woolworths 


it's just a cunt 
2015 Hatsumi 
0.0/5.0 

2015-01-16 13:00:00 


Aydun's Burrow 
Very pretty brick drain heading under the train tracks 


of the Your Taxes catchments. 


Gross and tight entry. You will graze yourself and cover 
with mud squeezing into it. 
IË 


really is quite nice, but probably never worth doing (list 
everything). 


TEL=42m 

Nice arched brick drain. 

Good view of 2 Goodrich 

St, Scarborough. 

Carries a plastic pipe for around 

10m. 

Blocked RCP side-pipe. 

Small RCP on the side of the abseiling entry to Your Taxes 
[GPS:-34.271488, 150.954773]. 

Exits at 
[GPS:-34.271673, 150.955139] 

Vombarra 

NSW 

Australia 

Body-width RCP leading into a 1m drop onto slimy brick. 


Tetanus-ridden stakes protruding from the walls. 
shoe (but you need to lie in it) 
Untouched, unsurprisingly. 

Slide down the 5m drop at end, to the square concrete 


2 Goodrich St 
In Your Taxes catchment; has it already been 


xplored? 


Naming locations after yourself is lame. 
Aydun 2016 (moral support by Maggot, Mandala, NightHawk, 


PTC, Scarecrow) 
0.5/5.0 


Created: 
Modified: 


Name: 
Description: 
20m. 


Features: 
approach 


just 
shape 
canal 

a long 
and 
opens up 


Access: 
and 


[(MEL:17E5] 


College 
the end 


find hole 


2016-05-01 12:49:45 
2016-05-20 21:49:11 


Ayyyflooded 
10ft rcp outlet. Used to be flooded, now knee deep for 15- 


TEL:2.2 km 
10ft RCP leads u/s, passing through a section that on 


appears to be lined with smooth bluestone, but is actually 


th ffect left over from the form work. This RCP meets a 


change at the top of three steps becoming a 6ft covered 
with a channel down the center. Shortly u/s drain becomes 
mushroom shaped section of covered canal, bifurcates u/s 
shrinks to two 3ft rectangular sections for 15m - LHS 


again, RHS rejoins main tunnel as an overflow. 
1: (5ft entrance) East Side of Sussex St, between Caringa 


South streets in cemetary, jump over fence, head d/s. 


[GPS:-37.716053,144.952164] 
2: (10ft entrance) North side of Mercy Diocesan RC 


[MEL:17 H-9] [GPS:-37.729807,144.964578]. Jump fence at 
of Headley St between no 1&2 [-37.729665,144.96455], or 


in wooden fence opposite 10 Convent St [- 


37.730057,144.966017) 


Locality: 
Region: 
Country: 
Water Level: 
History: 
required. 


this 


"Don't 


as he 


and follow the creek upstream. 
Pascoe Vale - Coburg North 
VIC 
Australia 

Last 150m shin deep 

In the past, the last 150m was flooded and a boat was 


In 1996, the water board dug out the creek to lower the 
waterlevel finishing the pleasant boat trip expeditions... 
forever! From the Drain Guide: "The first time w xplored 


drain we tied a rope to a rubber boat and sent Cobra in. 


let the rope go" he pleaded. He struggled against the flow 


call out 


there", and 


Eventually 
paddle or a 
could 
named 


Notes: 


of line 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


and a few 


Features: 
Access: 
Maroubra on 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


made his way into the darkness and around the bend. He'd 
every now and then in apprehension: "Ayyy, you still 


we'd give a tug on the rope to let him know we were. 


the rope ran out, and Cobra was up a drain without a 


lifeline. In the distance, if we listened carefully, we 


hear... you there?" Hence, the drain was 


"Ayyy, ayyy... 


"Ayyy Flooded" 

Clan Zone: North 

Drains Nearby: Dead, Bell Stairway, The Falls, Fox Hole, 
Pentridge 

Cavities Nearby: Bell St Bridge Room. 

Transport: Upfield train to Merlynston or tram 19 to end 


for outlet. 

Bell St Bridge, Dead, Bell, Pentridge. 

1989 Cobra/Cougar/Dezi/Dougo/Roxy/Rusco/Vandal 
30/570 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


B-Box 
Big chamber, roughly 4m by 50m with a series of ladders 


pillars. 
Starting at 8ft going down to 6ft. 


Ladders. Pillars. Space. 
At the corner of Bruce Bernetts Place and Boyce St, 


the pavement along the shopping center. 
Two grills. 

Open. 

Go down the ladder. 

Done: ) 


[GPS:-33.94002941260725,151.23719684779644] 


Maroubra 

NSW 

Australia 

Rather busy street. 

And be sure to close the grill behind you. 
BDAN 

Slimey - Shoe 


Cond: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Features: 


Access: 


Locality: 
Region: 
Country: 
Care: 


Water Level: 
with dry 


History: 
because the 


on 
mapped in 
drain, but a 


RCPs. 
Found: 
Rating: 
Created: 
odified: 


As Good As New 

Cummo, Hatsumi, Rogue and Bastion 2012 
30/5 <0 

2012-09-30 14:00:00 


Bish. 

Builders and Labourers Federation. 

5ft RCP. 

None. One of the worst drains in Melbourne. 


Iso update: 


Spillway overflows in retarding basins 
Upstream of Blackburn Drain. [Mel:47K12] 
[GPS:-37.835251,145.173130] 


Via park on corner of Springvale and Canterbury Rds 
[GPS:-37.836555,145.176252] 

Forest Hill 

VIC 
Australia 
You have to walk thru private property to get to it. 


Iso update: 


Retarding basins are fenced off and visible from adjacent 
apartment blocks 
Knee deep at outlet. Iso update: Can do the whole thing 


feet if careful 
BLF (Builders and Labourers Federation) was named so 


drain resembled a building site. 
Iso update: 


Outfall was probably discovered when works were being done 


nearby commercial property. BLF was 'rediscovered' and 


2015, whereupon it was found that it is not a single 
system of several retarding basins, creeks, canals and 


Melbclan 

0.0/5.0 

1995-12-31 13:00:00 
2005-12-31 13:00:00 


Name: BUs R Pa 
Alternate: Big Underground Round Pipe; Glenroy Retarding Basin 
Description: Huge 7ft drain with inlet funnel, empties on-stream into 
Melbourne's largest flood retarding basin. TEL = 100m 
Features: 7ft RCP leads to a vertical mini Geehi-like funnel, then 
continues as an enormous 12-15ft RCP for another 60m 
before 
emptying out into Moonee Ponds Creek via the retarding 
basin. 
This is usually a fairly shallow, but fast flowing drain, 
and you 
will get fairly wet by walking in the flow. 
Access: Follow path between 62-64 Moonee Boulevarde, jump fence 
and head 
towards the huge funnel in the middle of the floodplain, 
then 
head North down the hill towards the creek. 
[GPS:-37.697306,144.903127] 
Locality: Glenroy 
Region: VIC 
Country: Australia 
Water Level: Shoe - Shin 
Notes: If you exit through the inlet and follow the tributary 
creek to 
the left you will soon come to a fairly average round 
tunnel 
called F.A.R.T. which has a couple of high (but small) 
waterfalls. 
Found: 1988 Dougo and his wee little brother 
Rating: 35/50 
Created: 2014-02-01 13:00:00 
Name: Baby Vomit 
Description: 5' RCP with big 6.5' & 6' waterfalls, all the way at the 
end 
there's a lovely junction with 5 small RCP's feeding into 
the 
slippery room. 
MPL: approx 250m 
Features: Big waterfalls, junction room 
Access: park on Casuarina Drv and walk through lane way to outfall 
at 
[GPS:-33.729818,151.044352] 
enter/exit u/s via first sidepipe grille into private 
driveway 
Locality: Pennant Hills 
Region: NSW 
Country: Australia 


Vater Level: Slimey - Dry 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


the most 
glamorous 


should 


Features: 
been a 


together. 
Access: 


River 


height 
wetterer 


ankle. 
Locality: 
Region: 
Country: 
Care: 
Eek!: 
you, 


Water Level: 


Rascal & Curly 
2.0/5.0 
2010-01-20 13:00:00 


Back Door Blues 
Could Have Been Better 
Twin 7ft rectangles go from point A to point B - B being 


polluted waterway in Sydney, shared with the much more 
and hugely more entertaining Cooks River Drain - which you 


do. 
TEL 150M'ish. 


None, some rusted unidentifiable things in mud, could have 


dead cat, or dog, or rat...or several rats that died 


From the river [GPS:-33.90177,151.108127] but only at low 
tide..slide down wall, much like tidal entry to Cooks 


Drain. Jump waist height fence. 
or 
[GPS:-33.900753,151.10763] at low tide was less than the 


of the rubber of your worn out sneakers. eventually gets 
at tidal entry but at low tide thats still less than 


Campsie 

NSW 

Australia 

none, local bogans could care less. 

whatever killed the skeletal remains could infect and kill 


also probably your eggs or sperm. 
Slimey - Shin (Tidal) 


Cond: 
History: 
LO=DoO% 
Notes: 
seen this 


he 


Found: 
Rating: 


normal shiity condition. 

in the making. 

find something better 

hats took baby for a walk and found this..albeit he had 


before, maybe forty times but never bothered to look....so 


came back and looked 


i think the 'boring' and 'garbage' rating should be 


swapped....boring is boring but not as bad as garbage. 
Hatsumi 2012 
0.57540 


Created: 


2012-08-1 


9 14:00:00 


Name: 


Description: 


which 


Features: 
Access: 
UBD: 293010, 


Locality: 
Region: 
Country: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Backbreak 
RCP entra 


splits, b 
Red brick 
9,UE: Cn 


Grg:432E1 
Carlton 
NSW 
Australia 
*Course: 
2003 Mill 
0.5/5.0 
1995 =b2>3 
2004-09-2 


er 
nce 6'. Long square 4.5' capped red brick drain 
oth continue onto RCP. TEL=250m. 

s are cool!. 

r of Bellevue Pde & Blakesley Rd [Sw:335G06, 


0, [GPS:-33.9766630692,151.114577753]]. 


Backbreaker == 
sy. 


Roofaroid ==<Kogarah Bay. 


1 13:00:00 
7 14:00:00 


Name: 


Features: 
Access: 
Bowling 


Locality: 
Region: 
Country: 


Water Level: 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 


Description: 


Backdoor 
900x1200 
In need o 
1: Throu 


Blub [Sw: 
[GPS:-33. 


[GPS:-33. 
Terrigal 
NSW 
Australia 


9: [Sw:NDR, UBD-CC:089P13, 


Bowles 

sq, multiple drains + open canal. 

f a round-a-bout. 

gh open canal running parallel to Ash St, behind 


NDR, UBD-CC:089P14, Grg:NDR, 
449071951,151.445980352]]. 
Grg:NDR, 
4478443025,151.446604718], XED]. 


Shoe. Tidal:Shoe-Knee 


Go all the way up the West pipe. 
2004 Dayv. 
0.5/5.0 
1995-12-31 13:00:00 
2005-12-17 13:00:00 
Bad 
6ft RCP. A nice easy drain with a couple of features. 
The exit. Not a lot to offer. 
Flood control gate added to lake outside in 2007. 
Bicycle friendly :-) 
Follow the east bank of Gardiners Ck upstream for five 


Access: 


minutes f 


rom High Street Road. [MEL: 60 J-10] 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
History: 
Michael 


Notes: 


Stairway, 


Nearby: 
Bridgeroom. 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


straight 


Features: 
grilles 


Access: 


Locality: 
Region: 
Country: 
Care: 
that had 


History: 
Flooding - 


Notes: 


Dungoy's 


Vater Level: 


Donaldson Ck, 


[GPS:-37.865142,145.100553] 

2: Located in the northwest corner of the Riversdale Golf 
Course. Fenced off. Enter from other end. [MEL: 61 A-11] 
Ashwood 

VIC 

Australia 

Exits onto a private golf course 

Dry 

Good 

Bad was named because it was “bayyyd” just like the 


Jackson song of the same name. 
Clan Zone: East 
Drains Nearby: Dweller's, Mini Tenth, Sloth's, Great 


Dougo's, Cro's. 

Cavities Nearby: Warrigal Road Bridge Room 
Transport: Glen Waverly train to Holmesglen 
Dwellers Tomb, Cro's Tomb, Mini Tenth, Warrigal Rd 


1987-Dougo/Sloth/Woody. 
2.0/5.0 

1995-12-31 13:00:00 
2005-12-31 13:00:00 


Bad Air 
Low 4ft rectangular entrance, becomes 7' redbrick almost 


away. Good for the first 20 minutes 
Nice old round brick tunnels, rooms, side branches, small 


and a stairway. 

South end of Yarraford Ave. [MEL: 
[GPS:-37.786662,145.021373] 
Alphington 

VIC 

Australia 

No actual bad air, it was just the first drain CC found 


31 A-12] 


a 'Bad Air' sign at its outlet. 
Dry 
Bad Air took its name from the Melbourne Water "Sudden 


Bad Air" sign, the first place the Clan ever saw one. 
Clan Zone: North 
Drains Nearby: Short, Mummy, Nam, G.O.D., Coffin, 


Banger's, Northcote Tech, Dight's Falls. 
Cavities Nearby: Dum Dum Dah Dum, Rushall Pipelines, 


Bridge Room. 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


5.29'd 


Access: 


Centre. 


Locality: 
Region: 
Country: 
Notes: 
Nearby: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


of God. 
Features: 
Access: 
Street. 
the 

the 
Locality: 
Region: 


Country: 


History: 
Notes: 


Water Level: 


Transport: Hurstbridge train to Fairfield 
1988 Dougo/Sloth/Woody 

3.0/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Bandicooties 
D/s to u/s: 2 x 5.5'd RCPs changing to 1 x 6' RCP then 1 x 


RCP. PL=788m. TEL=1.2km. 

9,UE: Overflow outlet SW cnr park, Yerrowra & Bensons Rds 
[Sw:NDR, UBD-Wg:053K01, Grg:NDR, 
GPS:-34.5660124205,150.841103189]]. 


Next to Shopping 


[Sw:NDR, UBD-Wg:053J302, Grg:NDR, 
GPS:-34.567488509,150.838928804]]. 
[Sw:NDR, UBD-Wg:053H03, Grg:NDR, 

GPS:-34.568962743,150.836144039]]. 


Shellharbour 

NSW 

Australia 

Park is actually storage for heavy downpours. 

Course: Bandicooties == Alliraw Grommetts == /(Bensons Ck) 


==<Little Lake. 
2005 dTrog. 

30/520 
1995-12-31 13:00:00 
2007-01-14 13:00:00 


Banger's Tomb 
6ft RCP, becomes rectangular and also redbrick round pipe, 
enlarges to 7ft. The old section at the end was once part 


Banger's is actually a diversion. 
Red brick, shape changes. Gets bigger. 
Follow Merri Ck downstream from the east end of Holden 


[Mel:30D-11], [GPS:-37.782135,144.991795]. Entrance is at 


southern end of the bike path as seen in google maps, on 


western bank of the creek. 
Northcote 

VIC 

Australia 

Dry 

Named after a member from 1986. 
Clan Zone: North 


Drains Nearby: Nam, Flooded, Northcote High, G.O.D., Bad 


Air, 
NGCD, Dight's Falls. 
Cavities Nearby: Rushall pipeline tunnels. 
Transport: South Morang train to Rushall 
Nearby: GOD, Nam, Northcote High, Dights Falls, Rushall Pipe 
Tunnels. 
Found: 1988 Dougo/Sloth/Woody 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2005-12-31 13:00:00 
Name: Bankstown Cage 
Description: Room in drain with panoramic foot level view of public 
square 
through three-sided cage. MPL=284m. 
Features: A funny overflow. 
Access: 9,UE: Into open canal next to rail line at Bankstown 
Station, 
via parking lot off North Terrace [Sw:293K20/240aD03, 
UBD: 252A16/035aJ05, Grg:369F16, 
[GPS:-33.9173546913,151.035891947]]. Head NW into drain, 
take all 
RH turns. (E leads to Wormhole). Ends after further 
longish 3'h 
drain. 
Locality: Bankstown 
Region: NSW 
Country: Australia 
Nearby: *Salt Pan Course: (Bankstown Cage/Wormhole) == Gutter Seat 
(Autobahn) == (Prowlers) ==<George's River. 
Found: 1992 Diode. 
Rating: 31:0:/:5:2 0 
Created: 1995-12-31 13:00:00 
Modified: 2004-09-27 14:00:00 
Name: Bannockburn Goolie Wash 
Description: 5.5' RCP running under Bannockburn Oval. Splits into 3'd 
twins. 
MPL=180m. TEL=180m. 
Access: 9,UE: Cross Bannockburn Oval, head towards scout hall. 
Look for 
path to creek [Sw:215018, UBD:154H14, Grg:223C14, 
GPS:-33.7347858214,151.141487852]. Be aware there are 2 x 
other 


4'h RCPs nearby - they are other Goolie Washes. 
Locality: Turramurra 


Region: 
Country: 


Water Level: 


NSW 
Australia 
Slimy 


History: 
Notes: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Access: 


tunnel. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


grill 

5ft 
Features: 
Access: 
of the 
at 
Locality: 


Region: 
Country: 


Water Level: 


Description: 


Baden Powell liked having his goolies washed. 

Sing the Goolie Wash song as you explore this drain. 
Nowhere near "Santa Rosa Goolie Wash". 

2004 dTrog. 

0.5/5.0 

1995-12-31 13:00:00 

2004-10-29 14:00:00 


Barossa Colossal 
Corrugated steel drain 15'h x 8'w. MPL=60m. TEL=60m. 

9,UE: Park at bend of Rutherglen Place. Walk thru Berruex 
Reserve towards M4. Drain located 20m E of old access 


[Sw:248P06, UBD:186010, Grg:271K10, 
GPS:-33.7922603963,150.834856535]. 
Minchinbury 

NSW 

Australia 

2002 Bullwagon/dTrog. 

2.0/5.0 
2008-01-05 13:00:00 (Straykat) - ***The walls appear to be 
festering with centipedes. Mmmmm.... 


1995-12-31 13:00:00 
2004-09-02 14:00:00 


Basin 9 
Basin 9 Floodwater Retention Basin 
Triple 6.5ft concrete culvert drain leading to a large 


room. Upstream tunnel after large grill room is a single 


concrete culvert. MPL=100m. TEL=240m. U2. 
Large grill room here, at [GPS:-33.700977,150.955594]. 
Park anywhere along Samantha Riley Drive, but just north 


large grill room is probably easiest. Enter upstream here, 


{GPS?=33'.°7.0099:,1.50'.:955928] 
[GPS:-33.700732,150.954828]. 
Kellyville 

NSW 

Australia 

Slimey - Shin 


Exit downstream here, at 


History: 
basins 


Shire 
acquisition 


Notes: 
Basin. 


Found: 
Rating: 
Created: 


Name: 


Description: 


station. 
Features: 
drains 
long, 

one has 


Rocktop. So 


Access: 
canal 


Locality: 
Region: 
Country: 
Care: 
deep. 


Water Level: 


Notes: 
Nearby: 


Found: 
Rating: 
Created: 
Modified: 


(Basin) /Rooster 


Perhaps this drain used to be lik 


other open air drainage 
in the area. Original proposal according to the Hills 
Council was ~$1,000,000 for a combined capital and 


cost. Signage, however, is by Sydney Water. 
Officially known as Basin 9, Poole Rd Floodwater Retention 


This drain belongs to the Smalls Creek system. This system 
eventually drains into the Hawkesbury River. 

2012 Red 

2.0/5.0 

2012-07-03 14:00:00 


Basin, The 
Large stormwater basin beside railway Nth of Sydenham 


Short but interesting 9'h rect drain at NE cnr. Three rect 


stacked vertically at W cnr. Bottom two about 5'6", very 


not explored to ends. Top one 4'h, unexplored. The bottom 


H- 


ttle flow, may possibly go to area now drained by 


may dead-end? Middle one has side tunnel with dive-room. 
0,UE: Along road next to railway, or via "Three Pits" 


[Sw:296L17/074L17, UBD:255E13/017K10, Grg:374E13, 
GPS:-33.9121837621,151.169525872]. 

Sydenham 

NSW 

Australia 

Do not attempt after heavy rain, Basin is over 4 stories 


Usually only knee, below pump house 

Heritage listed. 

*Course: Predator's Drain/Wired == Three Pits 
's 

Egg ==<Cooks River. 

1991 Predator. 

20/90 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Basura's Fl@shback 


Description: 


for 
that 
coming from 


there 


for about 
your back 


bottom 


was all 


body 
would 


Features: 
back 


are in 


around 


Access: 
there are 


careful 


houses. 


Check 


popping 


It starts as a twin tunnel system about 4 feet high goes 


about 200 mts and it gets to a chamber of about 6 feet in 


chamber there are thr round pipes that appear to be 


the other side of Barrenjoey Rd (where the coles is) and 
are 4 channels running downstream. 


I took one of these channels which are quite low and go 


300 mts. The water gets chest high due to the fact that 


will start to hurt and you will have to squat a bit. The 


of the pipes are full with algae, then sand. 


If you keep going you can get out at the Beach. By then I 
wet from the chest down. 


It may be possible to it more comfortably using a 


xplor 
board or some small flotation device for the last bit. It 


save your back. 
It starts as shoe high water and becomes chest high and 


breaker th 


closer you get to the beach. 


Massive Eels around, shy but they get snappy if bothered. 


Nice grates along the way. Do not try to open them as they 


a carpark that is dark and the local kids like to drive 
fast. 


Main chamber is nice and roomy. 


The whol 
You can enter at The Boulevard 


xplored area was nice and free of graph. 
-33.656554,151.319097 


overgrown weeds in the open channel. You need to be 


because this open channel is between the shops and some 


Exit downstream at Newport beach -33.655077,151.323446. 


tides and it is better done at night so nobody see you 


out and decide to put bars in the exit. 


Locality: Newport 

Region: NSW 

Country: Australia 

Care: Empty pockets. No electronic devices unless they are 
waterproof. 


Same with torches. 


Best done with some sort of footwear as there are som 
oysters in 
the pipes and algae. 


Best done late at night. 
Eek!: Slimmey and slippery entrance. 
Algae and sand near the beach. 
Oysters that can cut your feet. 
Back and legs take a considerable toll for such a short 


drain. 
Water Level: Shoe - Chest (Tidal) 
To-Do: Check the upstream pipes in the main chamber. Check th 


origin of 


the drain upstream of the open air canal entrance. 


Notes: I give it a good rating because it has no graph and it is 
my 

first drain, mor xperienced explorers may differ from 
this 

rating. 
Found: 2011 Basura. Intel by F1l@sh 
Rating: 3:0/54.0 
Created: 2011-04-10 14:00:00 
Name: Bat Cave 
Description: 10'h drain under industrial area. MPL=456m. TEL=456m. 
Features: Bats, bats, more bats & shit-loads of bats. Small weir, 
side 

pipe. 
Access: 0,UX: End of public pathway from 15 Clearview P] 
[Sw:238M09, 

UBD:177H09, Grg:257H09, GPS:-33.7606611075,151.260510527, 


XED, 


XNL, XWPT]. 
#9,UE: Cross St x Old Pittwater Rd [Sw:238N11, 


UBD:177J11, Grg:257J11, GPS:-33.7637986663,151.263675374]. 

Locality: Brookvale 

Region: NSW 

Country: Australia 

Vater Level: Ankle-Shin at d/s end 

Nearby: *Course: Bat Cave == Bat Cave Extention == (/Ephemeris) 
==<Brookvale Ck ==<Manly Reservoir ==<Manly Lagoon. 

Found: 1996 Mr India. 

Rating: 4.0/5.0 


Created: 1995-12-31 13:00:00 


Modified: 


Name: 
Alternate: 
Description: 
Mall. 


Features: 
pillars, 


the 


you 


Skirmish. 
Access: 


XED, 


up onto 


Pittwater 


Pittwater 


upstream (for 


stagnant 
now 


Locality: 
Region: 
Country: 
Care: 
concealed. 


2004-09-27 14:00:00 


Bat Cave Extention 
Extension. 
Awesome system of intertwining drains, 


under Warringah 


Mostly 6', RCPs and rectangle, multiple splits, overflows, 
various rooms and assorted oddities. MPL=435m. TEL=1.3km. 
Has 12 side tunnels incl 100m x 8'h x 30'w chamber with 


very old section at the end of one of the branches. 
* Star Chamber section: Once in the first big room from 


Condamine Rd RCP to the far L. 


nd, head up the 4' 200m up 


come to a room, from there, go 100m up the low L tunnel. 


* The best drain in which to play Wet Celery 


0: Behind Mall 
UBD:177d311, 


building near end of Green St [Sw:238N11, 


Grg:257011, GPS:-33.765515782,151.265227897, 
XNL, XWPT]. A few GBGs in Green & Dale Sts, u/s end opens 
Mall. 


5,AX: Numerous grilles around Mall 
carpark, or, from Star Chamber, at very beginning, climb 


hovel under Mall, squeeze out under stairs. 


9,UE: 


NW cnr of Warringah Golf Course, Condamine St x 


Rd [Sw:238P13, UBD:177K13, Grg:257K13, 
GPS:-33.7688227588,151.267623046]. Crawl under fence in 


Rd between gate & corner, or under gate. 


Update: Aydun 14/02/2016- No more access via 


now). Culvert under road has been dammed and is full of 


water. Dead-ends on the other side of the road, which is 
covered by a construction site. 

Brookvale 

NSW 

Australia 


Security guards patrol 


Mall 


at night. Carry torches 


Water Level: 
Nearby: 


Found: 
Rating: 
Created: 
Modified: 


Ankl 
*Cou 


e 
rse: 


Bat Cave Bat Cave 


Extention 


(/ 


Ephemeris) 


==<Brookvale Ck ==<Manly Reservoir ==<Manly Lagoon. 


1995 
54 Oy/ 
1995 
2016 


Mr India. 

5.0 

=12=37) 13700700 
-02-28 09:05:02 


Name: 
Alternate: 
Description: 
microbats, 


species) 


Features: 
usual 


BATS!" 
emerge in 
Access: 


Grg:217K13]. 


UBD:150P12, 


Britannia 


Locality: 
Region: 
Country: 
Care: 
Brain 


into it 
Water Level: 
To-Do: 


been 


Notes: 
checked, 


Found: 


Britannia Rd. 


Batattack 
Not Bat Cave. 
Big chamber with a 6'RCP and 5'RCP upstream, and massive 
rectangular outfall downstream. Contains a colony of 
possibly Eastern Freetail (to be confirmed, endangered 
MPL=300m. 
Bats! 30-50 of the little bastards. The chamber is full of 
band graf, with the notable exceptions of "DONT KILL THE 
and "BONG ON!". You can climb through a side pipe and 
the RSL carpark. 

0,UE: Corner Rowallan Ave and Castle St. 
[GPS:-33.727523,150.997543] [Sw:212K17,UBD:150013, 
Downstream of Truebrary. 

5,AE: Large silver grill in park behind RSL, off 
Crack it open and descend the ladder. [Sw:212J16, 
Grg:217J312]. 

9,EX: Outfall in someones backyard, opposite side of 
Rd. 
Castle Hill 
NSW 
Australia 
Bats can carry the Lissa virus, a fatal variant of Rabies. 
liquefication is rarely fun. One gutter grill that drops 


has no stepirons, 
Dry-Slimey 
Explore the 5'RCP. At this point, 


traversed from end to end. 


Contains large mural saying "welcome to the 


2006 


Brookvale is nowhere nearby, 


henc 


so i recommend access #5. 


only the 6- 


th 


footer has 


Bat Cave". I 


alternate nam 


Seeker. 


Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
grille 


canal. 
Access: 
South 

[Greg: 61J2] 
500m 

deep 
Locality: 


Region: 
Country: 


Water Level: 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 


Access: 
Perouse 


to 
[2]Outfall 
Locality: 
Region: 


Country: 
Care: 


2.0/5.0 
1995-12-31 13:00:00 
2006-08-20 14:00:00 


Batcave 
6-7' drain featuring small bat colony. 
Twin 6' rectangles leading to the bat room which has 


inflow side tunnels. Leads onto twin rcps to emerge at 
In park, north of Manuka Pool on the north side of New 


[GPS:-35.316412,149.136419], [UBD:69J2], 


Wales Cres. 


From the south entrance, walk next to the canal a further 


south to another twin 5' RCP. The canal entrance has shin 


water but there is a dry side entrance here: 
[GPS:-35.327910,149.130322]. 

Manuka 

ACT 

Australia 

Outlet is ankle deep 

Tunnel heads further south west, not explored yet. 
1993 Fil 

2.0/9.6.0 

1995-12-31 13:00:00 

2010-05-17 14:00:00 


Batcave Extension 
BCE 
Twin 6ft RCP drain upstream of Batcave open canal system. 
A couple of semi decent rooms, side pipes anda lot of 
stalactites. 

Park at sports club on the corner of Flinders way and La 


St, Manuka [1]. Cross La Perouse St and follow open canal 


entry [2]. [1]Parking [GPS:-35.326885,149.131915] 


entry [GPS:-35.327127,149.130808] Mahole exit: 
[GPS:-35.330009,149.123167] 

Manuka 

ACT 

Australia 

A house overlooks the out fall, enter with caution. 


Kek!: 
Exposed HV 


danger 


Water Level: 
Cond: 
History: 

who 


(siolo?) 


To-Do: 
Notes: 
contain 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
sections and 


Features: 
Access: 
various 


the 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 
History: 
river, 


t.Panorama*. 


Stalactites in right side pipe in first junction room. 


electrical conduit submerged in water. High pressure gas 


tape. 
Shin - Dry 
Heavily graffed 


This drain was once known to the cave clan. I'm not sure 


listed it, or, if it was ever listed. If anyone knows 
sing out so the found by data can by be upated. 
Explore side pipe in 2nd chamber. 


The original Batcave is better. This one doesn't even 


bats... What a rip. 
Pandaman / Listed 2013 Delo 
2.0/5.0 


2013-11-20 13:00:00 


Bathurst Drain 
Bathurst Darkie 


Long open canal like walk with several underground 


RCP's opening out to Macquarie River. 
Large underground sections, redbrick in parts. 
5,UE: Jumping fences at Lambert & Rankin Sts 


[NDR], or 


other places along Rankin St. 


Update, DC: 


The best entrance 
point is the through the large but easy to navigate GPT at 


corner of the G.W.H (Durham St)and Rankin Streets. 


Jump the fence her [GPS:-33.412472,149.580063] 

Bathurst 

NSW 

Australia 

Slippery 

Bats 

Ankle in parts 

One of three drains in Bathurst that feeds into Macquarie 


splits from one drain into three at bottom of 


Notes: 
here: 


distance 
towards the 


Found: 
Rating: 
Update: 
1985 and 


upgraded 


isa 


joins up 


underground 
curves, 


12ft 


under 


upstream of 


Created: 
Modified: 


Name: 
Alternate: 


(*see update). 
(2015 DC): The upstream section heads under Lambert St 


-33.419810, 149.571193 


This part 
is a 7ft corridor style drain which only runs a short 


before becoming 2x3ft RCP with a 5ft sidepipe heading 
Jail. 

1985 Millsy. 

3.0/5.0 

2014-03-12 13:00:00 (DC) - Ok, this was last updated in 
the info does not seem very accurate, or it has been 


somewhat since then. 


This drain is nothing to do with Mt Panorama creek. That 


very separate system (with no decent drains), that also 


to the Maquarie River. 


Bathurst Drain is pretty cool, and although the main 


several 


section is only around 400m long, it does tak 


and has a few cool changes along the way, from large 10- 


square culverts, to larger cinder block sections, to nice 
redbrick sections under old bridges, small sidepipes ect. 


Oh, there are LOTS of bats in this drain, and it carries a 
SHITLOAD of water in the rain. 


The drain goes under houses, streets, shops and clubs, and 
features a couple of grills along the way too. 
It then continues as an open canal for over a km, passing 


several more bridges, towards the Lambert Street end, 
there it shrinks down heading under a school. 


1995-12-31 13:00:00 
2017-02-15 07:14:57 


BatSquid's Tomb 
The Haberfield Skank 


Description: 
concrete 


covered 


Access: 


high tide 


Locality: 
Region: 
Country: 
Care: 
upstream. 
Water Level: 
Cond: 

Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
gutterbox 
Access: 
follow North 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
Access: 
opposite 


middle of 


Drain under Timbrell Park with skanky tidal entrance. 5! 


small 6' chamber where the drain changes to 4.5' 


square, 
brick canal with rounded concrete arch. 
MPL: approx 300m 


Enter d/s via outfall at 
GPS:-33.86897,151.141088 


No upstream exit. Entrance/Exit is tidal, chest deep at 


d/s, ears deep at high tide u/s. 
Five Dock 

NSW 

Australia 


Only do with a low tide, risk of drowning if caught 


Knee - Dry 

Skank 

Rascal 2010 

2.0/5.0 

2010-03-24 13:00:00 


Baywatch Sinque 
Im high, flows out 
Long slide, cool 360 degree view from bunker style 


Go down stairs or ramp at end of Second Avenue (G4), 
along beach to RCP. [UBD:205F3] 

Moana 

SA 

Australia 

Low sections, entrance is slippery 

2003 DurgiN, Trendsetta, & Bazza 

15:5/:9:5.0 

1995-12-31 13:00:00 

2003-02-11 13:00:00 


Baz 

6' rcp drain 

Odd bunker style junction room 

North of Mawson shops on the north side of Mawson Drive, 


Mawson Pl. [GPS:-35.364044,149.093909]. The left and 


the three RCPs. [GregL:70C7], [UBD:78H7] 


Locality: Mawson 


Region: ACT 
Country: Australia 
Water Level: No 
Found: 1995 Fil 
Rating: 15/550 
Created: 1995-12-31 13:00:00 
Modified: 2007-06-09 14:00:00 
Name: Bazza's Slide 
Description: 1.4m high RCP, flows out. 
Features: Over 20m long slide!!! Twists and turns, cool gutterboxes. 
Access: RCP at bottom of stairs at end of Quinlivin Rd. Go down to 
beach 

and squeeze through grill. [UBD:223F4] 
Locality: Aldinga Beach 
Region: SA 
Country: Australia 
Care: Low Sections, Slide = Hardcore 
Found: 2003 DurgiN, Trendsetta, & Bazza 
Rating: 2.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2005-10-09 14:00:00 
Name: BBCDDC 
Alternate: ,ong=Burnt Bridge Creek Deviation Drain Catalogue. 
Description: A series of offerings from the Burnt Bridge Creek 
Deviation Drain 

Catalogue. 
Features: * 1 only 1 x 12'h x 8'w x 61m rect complete with attached 


pedestrian underpass continually freshly coated in 
fashionable 
locally produced graffiti; 
* 1 only 2 x 10'h x 6'w x 38m rect 
under an overpass bridge approach. Tongue untwisters not 
included; 
* unknown & uncatalogued, something mysterious to 
entice the daring darling of the family; 
i) Only ose 3 Sd: REP 
flooded to half dia, for the hardcore explorer of the 


family. 

Guaranteed to get their goolies wet if they try to keep 
their 

feet dry; 
* 1 only 3 x 7'sq x 51m rect. Tucked away near the 

start of a mountain bike track, this is THE trendy place 


to be 


seen; 
* Batteries not included. Sorry, no rainchecks or laybys. 

Access: 0,UE: Serpentine Cr: [Sw:258J03, UBD:197E07, Grg:287E07, 
GPS:-33.7922820441,151.25393028]. Follow bike path to 


first drain 
(the one with the underpass). Paint not included. 
#2: The 35m 


accessory [Sw:258L02, UBD:197G06, Grg:287G06, 
GPS:-33.7895793127,151.257290069, XED, XNL, XWPT] 


#5: The 3'd 


accessory [Sw:258M02, UBD:197H06, Grg:287H06, 
GPS:-33.7886891805,151.261304162, XED, XNL, XWPT]. Near 


the 


culvert you walk over. 
#6: The 46m accessory [Sw:258N02, 
UBD:197J06, Grg:287J06, GPS:-33.7888343791,151.263288449, 


XED, 
XNL, XWPT]. 
#9,AE: Park in Pitt St, Fairlight, at the NE end of 
Burnt Bridge Creek Deviation & follow bike path uphill. 
Locality: Seaforth 
Region: NSW 
Country: Australia 
Water Level: Shoe-Ankle 
Notes: Don't forget your Drain-Bys card. Join our "Drain Of The 
onth 
Club". Free drain with every 10 visits. Visit within the 
next 
year and you will be automatically locked in to our plan 
of 
fantastic expos. Dont delay, expo today. 
Found: 2004 dTrog. 
Rating: 320/50 
Created: 1995-12-31 13:00:00 
Modified: 2004-10-12 14:00:00 
Name: BeachBum's Nest 
Alternate: South Maroubra Drain. 
Description: A 5' RCP drain under the northern part of the Anzac Rifle 
Range 
in Maroubra. 
Features: About 10 meters in from the entrance there are about 30 
occupied 


starling nests made of mud that are stuck on the roof. 
Drain has 

only been explored to the lst manhole room (small), about 
100m, 

due to lack of torch. It seems to continue on as a 5ft RCP 
for 

quite a long way after this. 


Access: 
part of 


grounds 


upstream 


opened 


Locality: 
Region: 
Country: 
Care: 


Vater Level: 


Carpark of South Maroubra Surf Club. Walk to southernmost 


the beach & walk around the fence into th 


rifle rang 


[Sw:318M15, UBD:277H15, Grg:407H15]. Follow small creek 


for about 50m, where you will see the entrance behind some 
bushes. [GPS:-33.953961,151.256979]There is a yet to be 


manhole in the 1st room. 
Maroubra 

NSW 

Australia 

Dive bombing starlings. 
Slimy 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


canal 


Access: 
Grg:339G07, 


Grg:339J11, 


Locality: 
Region: 
Country: 
Nearby: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


the runs 


Features: 
pillared 


Fortress, Malabar Bunkers, Anzac Rifle Range. 
2005 Blakjak. 

20/50 

1995-12-31 13:00:00 

2005-12-05 13:00:00 


Beads 
Lots of short but varied drains, with intervening short 


bits. An alternative way to get to "Ghost Train". 
,UE: "Ghost Train" ent [Sw:273L15, UBD:232B07, 


Ne} 


5 


[GPS:-33.86046592,151.04142297]]. 
6: Canal, Victoria St East [Sw:273N19, UBD:232D11, 


[GPS:-33.8688217082,151.046355756], XED, XNL, XWPT]. 
3: Numerous. Far u/s end is blocked by flood debris. 
Lidcombe 

NSW 

Australia 

*Course: Cockthorpe == 
==<Homebush Bay. 

1993 Diode. 

3.0/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


~ 


Beads) /Ghost Train ==<Haslams Ck 


Beck Valley 
Historic(it even has a commemorative plaque) storm drain 


int 
oft 


o central Nottingham from the River Trent. 
arched outlet that leads a long way thru varous 


ct ct 


redbrick pipe. 


overflow 


staircase 


Access: 
its 


to the 


Region: 
Country: 
Care: 

is 


Water Level: 
next 


History: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
flows in 
Features: 
Access: 
Locality: 
Region: 
Country: 
Water Level: 
Nearby: 
Springs* 
Rating: 
Created: 
odified: 


Name: 
Description: 
that 


Features: 
and Star 


chambers before changing into a huge 12ft diameter 


This continues on eventually becoming 8ft, with a sewer 


side pipe that leads to a staircase, then it reaches a 


itself, becoming a 6ft arch with a few balconied 
At the end of rd, there is a wall with a pl 
Either jump the wall or head round thru the small 
outlet. 


East Midlands 
United Kingdom 


shafts. 
laque on 


L marina 


As well as the depth of the water at the outlet, 


dangerously slippery. 


the floor 


Groin deep at outlet, gets gradually shallower over the 


400m. Minimal flow upstream of this 
Built in 1889. 

2005 Jason Birder 

42575. 0 

1995-12-31 13:00:00 

2007-06-04 14:00:00 


Beer 
Bicycle Darkie 
1 x Rect. 5'8 high, gets taller to 6.4 then down 


Morphett Vale 
SA 

Australia 
None to waist 


to 6', 


Nice wide drain, nice size, near other good drains. 
In canal under South road. In Emu Creek [UBD:18604] 


Follow upstream to Schoolies and downstream to Virgin 


2.5/5.0 
1995-12-31 13:00:00 
2003-07-04 14:00:00 


Belconnen Way 


have become shrines of various sorts. 


Long, 6' diameter, multi-piped system featuring many rooms 


Grille entry into twin 6' pipes, Kurt Cobain, Star Wars 


rooms, 
pipes. 
entering a 
into 
Access: 
corner of 


Jaeger 


northwards 


any. 


Grille 


39K5] 


Locality: 
Region: 
Country: 
Eek!: 


are 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


drain, 


first 


Vater Level: 


Trek dedications rooms, numerous other heavily graffed 


large grille room with waterfall, then splitting to four 


More large joiner rooms, with a total of six pipes 
final chamber, which leads via waist deep, flooded tunnels 
some sort of sediment pit attached to a lake. 


Small creek along the northern edge of Belconnen Way, at 
[GPS:-35.2522,149.082291], about ~500 m west from the 


Belconnen Way and Hayden Drive, directly southeast of 


Circuit. 


Drain heads west along Belconnen Way before traversing 


along the western side of Eastern Valley Way. 


There are several grills and manholes along the way. Open 


Grille on the NW corner of Belconnen Way and Hayden Drive. 


may be locked. Head downstream from this point. [Greg: 


Manhole, corner of Eastern Valley Way and College St, at 
[GPS:-35.243247,149.073437]. 


Outfalls into Lake Ginninderra to the north. 
Belconnen 

ACT 
Australia 

Upstream stinks of sewage. 

The most downstream chamber is shin deep, tunnels beyond 


flooded 

Very heavily graffed. 
1994 Fil 

435/50 

1995-12-31 13:00:00 
2011-02-03 13:00:00 


Belfore's Boudoir 
MIAD's lost tripod 
Starting as a double 6 foot high square formed concrete 


converging to one large 6 foot high square drain for the 


50m, then into a junction where the left passage (named 


eels 

elbow (or knee, can't remember)) travels for another 50m 
then 

splits again, left is an unexplored 4.5 - 5 foot square 
drain, 

right is a 3 foot high un explored RCP. Back from the main 

junction room, travel down the right 5 Foot square drain 
which 

has been explored to a point approximately 1 - 2km (1 and 
1/2 

hours walking distance) Main features in this section are 
the two 

known waterfalls, about waist height and the ever 
decreasing 


width of the drain. There is lots of outside noise and 


fresh air 
coming from numerous side pipes which give the illusion 


that you 

are nearing the end, but I turned back after 1.5 hours. 
Numerous 

manholes and street grates along the drain, none suitable 
for 

exit unless you have some means of leverage, very thick 
concrete 

lids and cemented grills. 
Features: Junction room and two known small waterfalls, and eels, 
lots of 


eels. 


MIAD's broken tripod/walking stick 
Access: Canal on Watkins St, north of Patrick St. 
[GPS:-32.940456,151.759344] Only currently known 


entry/exit 
Locality: The Junction 
Region: NSW 
Country: Australia 
Care: Possible flooding, but no high water marks above knee 
height 
Eels are slippery 
Eek!: Rusted step irons at one of the waterfalls 
Vater Level: Slimey - Ankle 
Cond: Good 
History: Unknown 
To-Do: Find out where both sections exit 


Find out who Belfore is, tagged main junction room and 
named eels 

elbow (or knee) in December 1999 
Notes: For a Newcastle drain, quite long 


Belfore (Jim) is the founder of Red Hands, an exploration 
group 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


had his 


Features: 
Access: 
Locality: 
Region: 
Country: 


History: 
Bell 


Nearby: 
Found: 
Rating: 
Update: 
Stairway' 


Created: 
Modified: 


Name: 
Alternate: 
Features: 
leads to a 


leads 
side 
large 
past the 
Following 
funny 


downstream 


Water Level: 


from late 90s/early 2000s. 
MIAD 2014 

2.0/5.0 

2014-07-10 14:00:00 


Bell. 
Bell Stairway 
5ft RCP, Doug, his face sticking out of a gutter box slit 


head soaked in warm soapy dishwater in this drain... 
Stairway. Gets taller. 
7 Goff St.[Mel:30D11] [GPS:-37.73937,144.980341] 


Coburg 

VIC 

Australia 

Shin deep at outlet 

Before being explored, Bell was known as “the one near 


Street”, hence the nam 
Pentridge, Ayyyflooded, Bell St Bridgeroom. 
1987 Banger/Camo/Cougar/Dougo/Sloth/Woody. 
0.0/5.0 

2016-07-02 01:31:20 (Iso) - Update Nam 


Renamed 'Bell 


June 2014. 


1995-12-31 13:00:00 
2016-08-11 01:24:01 


Belt Line 
Corpse Slime, St Clair. 
Large grilled outfall with odd flow control contours, 


6ft rcp with large manhole shafts and a side tunnel. This 


off a long way before shrinking, taking in numerous other 


pipes, most of them short, except for one that leads to a 
room, with a 6ft arched tunnel running both u/s and d/s 
tunnel youve just come out of, but on the wrong side. 
upstream leads thru one of the older drains in TO, with 


manhole shafts, shape changes and an odd CSO. Going 


Yonge 
it your 
was, as 
course, 
Line 


Access: 
down 


up 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Found: 
explo 
Rating: 
Created: 
Modified: 


Name: 


Description: 
reaches of 


Features: 
and 


the 


Beltline 


Access: 
emorial 


entry 
the 


trail. 


u/s. 


from the room leads to a very old, very cool chamber under 


St, from here the Corpse Slime starts and before you know 


back at the side tunnel you originally took. Confused? I 


the tunnels 'Figure 8' under and over each other. In due 


following the older tunnel will see you reach the Belt 


Storage Chambers. 
Manhole only. From the east end of Heath Street East, go 


stairs into ravine. Find grilled outfall then follow trail 


into Mount Pleasant cemetary. Follow road to triangle 
intersection, pop manhole in road just before 
intersection. [Mapart: 115 M20] 

Davisville 

OR 
United States of America 

Mind traffic and pedestrians in cemetary. 

Shoes 

Has lots of old exploration graff, but wasnt 'officially' 


3.5/5.0 
1995-12-31 13:00:00 
2007-01-06 13:00:00 


Belt Line Storage Tunnels 
4 large tunnels used to store overflow ffrom the upper 


the Belt Line system. 
Four large 100m long tunnels joined by overflow windows 


manhole shafts. An 8ft rcp runs off the upstream end of 
western tunnel and leads to an overflow room from the 


drain. 
Manhole in the north western end of Roselawn Cemetary 


Park near the bend in Chaplin Cr. [Mapart: 109 K18]. This 


is a bit obvious so a more discrete entry is a manhole in 


Belt Line Trail beneathe the Eglinton St Bridge over the 


M/h is on the eastern side of the trail. Pop, head 200m 


[Mapart: 115 118] 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Update: 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
unexplored 
Features: 


Lot's of 


Access: 


#3,AX: Keep going to Dok's 


manholes but 


Locality: 
Region: 
Country: 
Vater Level: 
To-Do: 
Notes: 

Doks 


Nearby: 
Found: 
Rating: 
Update: 
at 


the left 


connection 


Created: 
Modified: 


Forest Hill. 
OR 
United States of America 

Muddy. Obviously, entering after heavy rain is unwise 
2006 Kowalski 
4.5/5.0 

2016-06-21 20:15:22 
Toronto, ON, Canada. 


(Ralph) - Update Country: Actually in 


1995-12—341. -13:200'0.0 
2007-01-06 13:00:00 


Bender 

Dok's Death Extension. 

Old 5' red-brick drain under Waterloo & Alexandria that 
eventually meets Dok's Death d/s. Also there is an 


upsteam section. TEL=1.2km. 
Many changes incl redbrick capped canal, red brick arch & 
sandstone arch. Junction room with window to side drain. 


cobwebs. 
9,UE: E side Botany Road just S of Wellington St. 

[Sw:297F11/075F11, UBD:256A07/015B14, Grg:375F07/019B14, 
GPS:-33.8993578953,151.200457675]. 


Death then into open canal near Dunlop or back. Many 


none yet opened. 

Vaterloo 

NSW 

Australia 

Ankle 

Explore upstream from open canal at upstream entry. 
Good until window room then boring & bad for back until 


Death. 

*Cours Bender == Dok's Death ==<?. 
2002 Blakjak/Mr India/Siologen. 
23,075.20 


2016-12-19 12:06:34 (Ratter) - Update Access: Side drain 
junction room leads via 300m waddle to the side pipe on 
near the entrance of Pumping Station. The downstream 

to Dok's Death is a 500m backbreaker. 


1995-12-31 13:00:00 
2004-09-27 14:00:00 


Name: 


Description: 


Features: 
Gardners 


Access: 
Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Update: 
-37.851704, 


Created: 
Modified: 


Big 
The larges 
40' high b 


Bastard 


t underpass in Australia. 


y 30m wide arch underpass, rou 


Creek flows thru it. 


East side 


of 


Burke Rd bridge over Gardin 


Glen Iris 
VIC 
Australia 
Pooling in 


1997 Cave Clan 


4.5/5.0 
2016-07-02 


145.053313 


1995-12- 
2005-12- 


parts, ankle at exit end 


01:32:22 (Iso) - Update Acces 


13:00:00 
13:00:00 


ghly 350m long. 


ers Ck. [Mel:56H9] 


s: Coords: 


Name: 


Description: 


Features: 
long 


Access: 
running 


tools to 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Vater Level: 


Big Beaver 
Very long, 
8ft 


OFE rep; 


Outfall si 


east thru 


open grille. 


Silver Spr 
AB 
Canada 
Shoe 


rect outfall, 


Bowmont Park from 


ver slow shrinking drain. 


busted weir; long, win 


then undendingly slow shrink down to 5ftrcp, 
various rooms and small waterfalls on th 
ts down at the east end of the 


Bearspaw Dam 


[Mapart:126 F11] 
ings 


2003 Anymouse/Skaught/Kay O'Sweaver 


3.5/5.0 
1995-12-31 
2003-12-31 


13:00:00 
13:00:00 


dy, steep 6ft rcp, 


with 
e way. 


service road 


Rd. May need 


Name: 
Features: 
new 


entrance, 


Big 
The Inner 


tunnel via 


Ears Tomb 
Ear Chambers, 


were the old dra 


an elevated canal. New tunnel 


in passes over the 


has pier like 


leading eventually into a 9' rcp via a small slide and 


gpt. There 
are thre nner Ears, the largest is most downstream. The 
drain 
eventually shrinks over nearly 2kms, the last feature 
being a 
large grille room. 
Access: Drain entrance is a 5' rectangle that supports a small 
peir. On 
beach opposite Parkers Rd. Gets bigger & cleaner after 20 
meters. 
Follow arrows. [Mel :87C11] 
Locality: Mentone 
Region: VIC 
Country: Australia 
Vater Level: Tidal, almost dry at low tide 
Found: 1997 Doug/Big Ears/Gilligan/Prowler 
Rating: 0.0/5.0 
Update: 2016-07-02 01:34:24 (Iso) - Update Access: Coords for 
Parker Rd 
entrance: -38.000210, 145.075056 
Created: 1995-12-31 13:00:00 
Modified: 2005-12-31 13:00:00 
Name: Big Humpty 
Description: Large brick underpass. 
Features: 18ft high, shaped like a giant egg. 
Access: From Bank St, head across old bridge, climb down into 
River 
Medlock channel, head 300m u/s to tunnel. [AA: 115E2, A- 
Z:96D10] 
Locality: Phillips Park 
Region: North West England 
Country: United Kingdom 
Care: Dont do when river is high. 
Vater Level: Dry if you stick to the edges, otherwise ankle to shin 
Found: 1998 Bob 
Rating: 29 [91.0 
Created: 1995-12-31 13:00:00 
odified: 2006-04-09 14:00:00 
Name: Big Tim 
Description: Debris strewn drain emptying into the upper reaches of the 
Bow 
River. 
Features: Big slide at outfall, weir, 7ft rect tunnel, lots of 


rubble. 


Access: 
grilled. 
on the 
thru 
Locality: 


Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
rooms. 
Access: 
G13] 
Locality: 
Region: 
Country: 


Rating: 
Created: 
odified: 


Name: 


Features: 
Birds 


Access: 
Clarrie 


from 


Lift 1x1 


step 


access 


Vater Level: 


Description: 


Shrinks but gets bigger again at the street grille. 
Outfall empties into the Bowness Lagoon, just west of the 
southern end of 85 Street bridge over the river. Is 


m 


apart: 126 E11] Alternate access is via a street inlet 


SE corner of the intersection of 83 St and 33 St, squeeze 


bars. [Mapart: 126 E12]. 
Bowness 

AB 
Canada 

Shin in weir 

2004 Anymouse/Skaught/Kay O'Sweaver 


3S0 
r995=12=31: 13100300 
2003-12-31 13:00:00 


Bill Lip's Curse 
1 x Round. 1.2m high, gets taller, flows out. 
Nice old school entrance, changes shape, cool junction 


In Brownhill canal, under Cross Road bridge. [UBD: 130 


Hawthorn 

SA 

Australia 

Ankle 

3.5/5.0 

1995-12-31 13:00:00 
2003-07-04 14:00:00 


Bird Nest 
A decent little drain in the Northern Suburbs of Canberra. 
One of the biggest grille rooms in Canberra (Height Wise). 


nest. Slightly smaller grille room upstream. MPL=100ms 
TEL=UNKNOWN 
(1) Park at sports arena (take a left at roundabout on 


Hermes Dr after passing Horse Park Drive when heading away 


Gungahlin) (2) follow the footpath north under bridge. 


swing grille - Requires a slight drop of about a meter as 


irons cannot be reached from the swing grille. (3) To 


lift 


Locality: 
Region: 
Country: 
Care: 
required 


Eek!: 


Cond: 
History: 
Housing 


TO-DO 
Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


4x 4ft 


Features: 


Large 


Access: 
the 4ft 


6ft 
longest 
reserve. 
Locality: 
Region: 
Country: 


Eek!: 


Cond: 
History: 


Water Level: 


Water Level: 


upstream grille take 4ft pipe upstream or alternatively 


nearby gatic manhole cover. (2). 
[GPS:-35.177405,149.097162] (2) 
[GPS:-35.176103,149.097087] (3) 
[GPS:-35.171914,149.098011] 


Casey 

ACT 

Australia 

Careful dropping into swing grille. 


(1) 


when navigating GPT bars into Side pipe. 


Don't scare the baby birds. 

Dry - Ankle 

No graffiti 

Suburb began being constructed in 


1991. 


Park here 
Best entry Swing Grille 
Up stream grille 


Upper body strength 


Quite a lot of 


development taking place. 
Explore 5 ft down stream 
Birds are sick 

2013 Delo 

2.0/5.0 

2013-10-11 13:00:00 


Blackberry 
A system originally found and list 


rectangular culverts opens up in 
Changes 6.5ft RCP MPL=900ms TEL=1 


ted by Fil. 


.2kms 


Starts off a 


to a chamber after 45ms 


Strange slanted roof chamber near Fairfax street end. 


grille room. 
(1) Corner of 


Shape changes. 


Bauhinia St and Fairfax str 


t take one of 


Rectangular openings from the open canal *hard. 


[GPS:-35.258958,149.113202] 
(2) North west corner of 


Belconnen way and Dryandra St - 


opening *easy. Left hand 6ft rcp from grille room is the 


passage exits in the bush in the 


Bruc 


[GPS:-35.258263,149.109539] 

Exit [GPS:-35.259754,149.099213] 
O'Connor 

ACT 

Australia 


Lot's of wasp nests near side pipe exits. 


Dry - Dry 
Grille room is heavily graffed 


Records of this drain appear to be lost 


ridge nature 


To-Do: 
Notes: 


CORNER OF 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
Gets 


Access: 
Road. 


Region: 
Country: 
Nearby: 
Rating: 
Update: 
(outfall): 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


eventually 
continues 
Features: 


eventually 


and 


bikes). 
Access: 


NA - Fully explored. 
Explored and listed - 2013 Delo 


CCF reference: "BLACKBERRY 1.8 N Y N ; NEAR NORTHWEST 


BELCONNEN WAY & DRYANDRA STR 
1997 Fil 

330/540 

2013-09-07 14:00:00 


ET. 40 K-9 " 


T 


Blackburn 
2 X 5ft RCP, becomes 6ft. 
Joining rooms. Not a real lot to offer. Nice buildup to 


Bigger. 
Located on the northwest corner of Heath St & Blackburn 


[Mel:48A-12 or 47K-12] 


VIC 

Australia 

Cro's Tomb, Fochnbeaver. 

259/94. 

2016-07-02 01:36:56 (Iso) - Update Access: Coords 


-37.827525, 145.152634 


1995-12-31 13:00:00 
2005-12-31 13:00:00 


Blacktop Wormhole 
Emerton Drain 
6ft RCP drain bearing south down Popondetta Rd. Drain 


shrinks to 5ft after a garbage-filled section and 


thereafter into oblivion. MPL=300m+. U2. 


interesting bends - on 


shaped like an 'S'. Drain 


changes to a section with a black-painted roof. Shortly 
thereafter drain becomes filled with a buildup of rocks 


garbage, including several number plates (mostly off 


Park on Popondetta Rd. Outfall at [GPS:- 


33.733714,150.815354]. 


Locality: 
Region: 


Blackett 
NSW 


Drain changes direction several times and includes several 


Country: 
Care: 

Eek!: 

water. 

Water Level: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 
Description: 
RCPs. 


Features: 
Access: 


the end 


#9,UE: 


Locality: 
Region: 
Country: 
Care: 
wide 


and 


*Warning: They 


Water Level: 


Australia 
Outfall is slippery! 
Long, white worms resting at the bottom of the drain 


Dry - Ankle 
Investigate these strange white worms. 
2011-2012 Xsv / Swim / Red 

2.0/5.0 

2012-02-24 13:00:00 


Blacktown Drain 
A 8'd RCP that ends in a room containing 3 x 4'd & 2 x 3'd 


MPL=750m. TEL=1.150km. 

The AMAZING echo up the middle one of the 4'd RCP. 

3,PX: Grille [Sw:230C11, UBD:168F11, Grg:244Al11, 
GPS:-33.7592529813,150.89115464, XED, XNL, XWPT] between 


of Becharry Rd and Mary St. 


Canal Richmond Rd NW of 


Curran Rd [Sw:230B09, UBD:168E09, Grg:243K09, 
GPS:-33.7539189849,150.890324644]. 

Blacktown 

NSW 

Australia 

Local youths will attack you, especially in the nearby 


Breakfast Ck canal. Boris, dTrog, Guru, Hatchet, Trioxide, 


Vizard were attacked 11pm on 30/09/2004. 
carried 
an axe. 


Notes: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
beside 


turns to 


pipe. 
Features: 


Slimy 

Go in numbers and have mor 
1999 Stray. 

2.0/5.0 

1995-12-31 13:00:00 
2004-10-23 14:00:00 


hidden nearby. 


Blacktown Workers Club 
Hardcore crawl entrance but increases in size and runs W 


the ovals and car park of the club. Short, but has a few 


make it interesting. Ends where water has backed up the 


Turns and skylight in club car park. Nice steep slide. 


Access: 7,HE: Opp Workers Club, Reservoir Rd [Sw:250F05, 
UBD:188J09, 


Grg:274D09]. Crawl entrance, but opens up. 
#5,PX: Possible 
through putrid water behind carpark. 


Locality: Blacktown 

Region: NSW 

Country: Australia 

Water Level: 7: Dry-Shin. #5: ??? 

Found: 1999 Trioxide. 

Rating: 2407540 

Created: 1995-12-31 13:00:00 

Modified: 2003-09-14 14:00:00 

Name: Blackwattle Bay 

Description: A truly wonderful, excellent drain. Shape and size 


changes, weird 


junctions. Triple overflow, with 7' redbrick side tunnels, 
a very 
old 9'h tub, and a 6' sandstone arch section. MPL=634m. 
TEL=3.9km. 
Features: Many side tunnels, check out the Treasure room, 400m up 


the main 

brick balloon branch. Very atmospheric, and mostly 
original since 
1870's. Keep an eye out for Stinky the resident Rat. 


Access: 9,UE: Twin 5' concrete outlet in E cnr of Blackwattle 
Bay, near 


fish markets [Sw:277C20/055C20, UBD:235N12/012L07, 
Grg:345C12/012F07, GPS:-33.8740104766,151.192428315]. 
7: For those wishing to avoid the knee deep turd infested 


water 


at the entrance, a grille entrance is located outside the 
council 


depot gates on William Henry St, near Bay St 
[Sw:297D02/065D02, 
UBD:235P14/012M11, XED, XNL, XWPT] and, 
5,UX: For those only wanting to see the u/s end, a 


manhole NE 


cnr of Smail St x Blackwattle Ln [Sw:297E04/027E04/065E04, 
UBD:235016/012P15, XED, XNL, XWPT]. 
3,PXs: * Thru manhole (trimar) in cnr Shepherd & Rose 


sts, 

Chippendale, 

* Via very heavy 8 seg pizza outside Sydney Uni's 
Engineering 

Library. 

* Thru 8 seg pizza in Blackwattle lane. 

New found access manhole on intersection of Boundary St 
and Ivy 

Ln; extremely heavy manhole in the centre of the road 


overflow. 


concreted 


[GPS:-33.88899,151.195778]. Leads into 4' balloon sewer 


UPDATE Ratter 2012: 
The Balfour/O'Connor St. manhole has recently been 


over! A manhole in the construction site [- 


33.885573,151.199489] 


to the 
attempted 


Locality: 
Region: 
Country: 
Care: 
charts. 


Water Level: 


was lidless and covered with a wooden pallet on 20/07/12. 
Ratter update: 


An unbolted gutter grille on the south side of O'Connor St 
[GPS:-33.886058, 151.200204] offers more discreet access 


pillar room via a short crawl/wriggle, which should be 


legs-first because there's a 1m drop at the end. 
Pyrmont 

NSW 

Australia 

Entrance is covered at high tide. Plan expos using tide 


Sewage overflow affected. 


Photos: 
Notes: 
back to 


via 


Found: 
Rating: 
Update: 
Room 


into the 
O'Connor St 
to the 
attempted 
Update: 
leading 


have 


Tidal, Knee-Waist 
Sent with complaint letter and map to the EPA. 
Was cleaned up by Syd Water but after 2 years reverted 


being turd infested again. 


UPDATE Ratter 2012: 
"Raptor's Pillar Room" is connected to this drain. Access 


Side pipe under the Abercrombie St grille; approx 100m 
crawl/waddle. 


1994 Predator/Diode/Mullet. 

5.0/5.0 

2015-04-13 14:00:00 (Ratter) - The park above Raptor's 
(Chippendale Green) is often crawling with Normals well 
night. An unbolted gutter grille on the south side of 


[GPS:-33.886058, 151.200204] offers more discreet access 


pillar room via a short crawl/wriggle, which should be 


legs-first because there's a 1m drop at the end. 
2013-04-09 14:00:00 (Ratter) - 09/04/2013: The two shafts 


into Raptor's Room (topped with heavy cast-iron grilles) 


has 


Update: 
discoveries 


oviform 


concealing the 


and 


actually a 
flat 
28/04/12, and 
LENS 

think) 


wedged 


can 


brick 


of 

the 
useless 
of fresh 


it. The 


finally had ladders installed. One half of the NE grille 
missing bolts and is liftable. 

2012-04-28 14:00:00 (Ratter) - [corrections & new 

from the "2012: A SLIME ODYSSEY" expo] 

Since the turds were banished from Blackwattle, the 
beyond "The Beyond" is 4ft high with a flat floor 

sewer. It becomes standing height again under Broadway. 


The mighty "shit pit" is now completely filled with sand 


gravel. 

The second "sandstone arch" under the old brewery is 
sandstone oviform! (or mummy? curved floor and ceiling, 
walls.) The hole in the roof is still there as of 


so are the planks Ghost and I used to climb out. 


The sandstone arch upstream of the hole isn't "1.5m high", 


This continues to th (i 


more like 90cm. dge of Regent St 


where it becomes a slightly taller square tunnel with a 


floor. 


Just past the bus depot grille is a small room where one 


almost stand up. This is followed by a short length of 


oviform, another room, then stoopy brick arch. 
The tubifex worms are gone, and so is the "two inches of 


half-composted human waste" - all we saw were a few pieces 


corn. Further along there's a heavy square steel grille in 


ceiling [GPS:-33.886297,151.203408] which is absolutely 


as an entrance or exit and doesn't even provide a breath 


air; the stench of ripe arse wafts from a side pipe below 


tunnel dead-ends somewhere under the tracks. 


here's the updated drain map: http://i.imgur.com/jPE1b.png 


Update: 
Plaque 


concrete 


st 


Balfour St 


brick 


branch on 
oviform, 
a deep 

to 


roof 


probably 


1.5m high 
tree 
steel 


the bus 


brick 


back here. 


figured 


Update: 


Sydney 


not even 


the 


2011-08-02 14:00:00 (Ratter) - Just downstream from the 


Room, off to the side of the old brick oviform, is a new 


room with a skylight grille in the middle of Abercrombie 


[GPS:-33.884567,151.198643], right in front of the hotel. 
Excellent spot for screeching at surface-dwellers. 
Manhole entrance behind the old CUB, cnr O'Connor & 


[GPS:-33.886081,151.200136]. Leads to 1050mm RCP; the 


oviform is 50m downstream and "Rebirth" is 550m upstream. 
Downstream from the CUB manhole, then back up the next 


the right, are a ton of shape changes: 1.3m high brick 
1.6m high crumbling sandstone arch, 50m of 1050mm RCP with 
flooded shaft in the middle, more brick oviform, then back 
sandstone arch. There's a 1m square hole knocked in the 


here, looking out into the construction site! 
[GPS:-33.885984,151.201672](?) This convenient exit 


won't be around for long. 
Upstream, the sandstone arch becomes deadly low - about 


in the middle, but the floor is awash with gravel, mud and 


roots (and you'll be crawling through it). A stainless 


grille (unhinged) is located by the old rail line behind 


depot [GPS:-33.886180,151.203244]. Those who dare to press 
onwards will be rewarded with glorious standing-height 


oviform, two inches deep in half-composted human waste and 
THROBBING with tubifex worms ( 
http://www. youtube.com/watch?v=trUr6cuBlFw ). 


I turned 


[ Yeah, I know most of this is probably old news, but I 


I'd better add it to the KD. ] 


2010-08-16 14:00:00 (Scarecrow) - Round of applause to 


Water! BWB is squeaky clean, all the way to the outfall- 


a scrap of toilet paper floating along. 
This being said, the live sewers could still overflow into 


inside 


and Ivy 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
connected to 
found yet? 
Features: 


walls 


rock. Two 


Grose 


might 
side; 


this 


graffiti 


piece of 


main drain from km upstream. 
Currently (mid August 2010) there are still works going on 
the drain; wooden supports etc for worker access. 

New found access manhole on intersection of Boundary St 


Ln; extremely heavy manhole in the centre of the road 
[GPS:-33.88899,151.195778]. 
Hatsumi and Scarecrow. 


1995-12-31 13:00:00 
2015-05-18 14:00:00 


Blackwattle's Evil Twin 
[ insert better name here ] 
A smaller, grottier branch of Blackwattle Bay, not 


the rest of the system. How the hell has this not been 


TEL: 1.5km according to map 
From upstream to downstream: 
- 20m of glorious sandstone arch! The ceiling and half the 


are built from stone blocks; the rest is cut out of the 
huge rusting pipes to climb over. 


- Round brick pipe with a slide at the upstream end. 
- A short section of low sandstone tub. This is where the 


St manhole is. 
- A weird concrete room with a sloping floor and sinister 
cockroach colonies in the corners. Another brick pipe runs 
upstream but it's bricked up a few metres in. 

Here's where it gets disappointing. 

- Alternating RCP and brick pipe, both about 1200mm. 

- The brutal quarter-pipe slid The long-legged among us 


be able to climb across to the ledge on the left-hand 


otherwise you're going to get very wet. Every surface in 
room is slippery with condensation. 
- Another length of RCP with tags! I'm fairly sure the 
was done *before* the pipe was installed, since a few are 
upside-down or at odd angles. 


- Sandstone tub with piles of broken bricks, and a long 


pipe that couldn't possibly have washed into the drain. 
- Godawful 1050mm RCP with the smell of ripe arse wafting 


upwards. This leads to a junction with an RCP of the same 


size. 

Being a moron, I didn't explore the upstream section. 

- After a long hard slog through the shit, it changes to 
capped 

canal with a corrugated iron ceiling of the same height. I 
turned 

back here. 

- We popped a manhole in Wentworth Park and found more 
capped 

canal: around 1m high and dangerously tidal. We didn't 
explore 

very far. 
Access: - 8-seg manhole in the footpath of Grose St, across from 
the 

carpark [GPS:-33.883976,151.194080]. Use this if you want 
to see 

the sandstone arch. 

- Possible access: well-stuck manhole against the wall of 
the 


greyhound track in Wentworth Park [GPS:- 
33.878375,151.193476]. We 

couldn't lift it. 

- Manhole on the NW side of Wentworth Park, halfway 


between the 


greyhound track and the light rail [GPS:- 
33.876281,151.191090]) 


Locality: Glebe 
Region: NSW 
Country: Australia 
Care: Air in the downstream section is cloudy and smells like 
shit. The 

air currents kept changing direction but I'm pretty sure 
this was 

a result of the tide coming in, and Sydney Water was doing 
some 

sort of work on the very upstream end at Bay St, which we 
didn't 

explore - maybe they were fixing the turdflow? 
Eek!: Don't slip down the dodgy slide! imho it's best to resign 
oneself 

to getting soaked and just slide it. 
Water Level: Dry - Death (Tidal) 
Cond: Some pristine 1800s sections, but it seems most of it has 
been 

ripped out and replaced with RCP. 
History: It's Blackwattle Bay, but not as we know it, Jim. 
To-Do: Take photos. 


Explore upstream from the junction! There's almost 
certainly more 
beauteous sandstone waiting under Parramatta Rd. 

Vriggle up to the Lake Northam overflow and screech at 


people. 


any 


branch 
be 


Notes: 


drain; 


Skateboard the hellish downstream end to see if there are 
interesting changed under Wentworth Park. 
Need to get that lid next to the greyhound track open, I'm 


sure it leads in and it would drop pretty close to the 


that leads under Mitchell Lane East, which I reckon might 


worth checking. 
Oh come on this has to have been discovered before. 


Low-res scan of document used to find this section of 


http: //www.heritage.nsw.gov.au/07 subnav_01 3.cfm? 


itemid=4570535éimageid=4570083 


ledge to 


difficult, 


remember 


Found: 
Rating: 
Created: 


Name: 


Features: 
Access: 
underpass. 


Region: 
Country: 
Nearby: 
Found: 
Rating: 
Update: 
-37.899956, 


Created: 
Modified: 


Description: 


It's probably worth mentioning that the move from the 


the pipe to get back up the steep slide is rather 


you may want to take rope if you don't have a tall 
person/climber, otherwise you're stuck, although I can't 


seeing anything nearby to rig off? 
Ratter and littlemike, 2011 
4.0/5.0 

2011-08-06 14:00:00 


Blades Tomb 

7ft rect drain set into the wall of a short 8ft underpass. 
Twin 8ft RCPs that loop. Secret Side tunnel. 

Follow canal against the flow from Asling St through 


E 


Blade's is th 
VIC 

Australia 
Cobra's Tomb, Dungeon, Tommy's Hole. 

1987 Blade/Cobra/Dougo/Sloth/Woody 

0.0/5.0 

2016-07-02 01:38:32 (Iso) - Update Access: Coords: 


side tunnel in second underpass. [Mel:67H-7] 


145.008420 


1995-12-31 13:00:00 
2005-12-31 13:00:00 


Name: 
Alternate: 


Blaxland. 


then 


Features: 


massive 


Access: 


Description: 


Explorers 
A drainag 


Blaxland Drain 
Estate 


Estate" in 


mainly 3ft 


Several grillrooms, 
overflow up a 1ft side pipe, 


spiders. 


Begins as a 6ft 
after the first 


system under the "Explorers 


then becomes 5ft 
Then shrinks down to be 4ft, 


RCP, 
grillroom. 


ct ct 


through the rest of the system : ( 


MPL= 150m, TEL 400m. 
Side pipes, junction rooms, a strange 
an old stone culvert, and 


Walk in entrance opposite 29 Mitchells Pass: 
[GPS:-33.749739,150.618694]. 


Stone culv 


rt next 


to driveway of 26 Mitchell 


33.749096,150.618637] 


Ave: 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 


s Pass: [GPS:- 


Upstream grills on Wilson Way, north of Layton 


[GPS:-33.748209,150.616469]. 


Blaxland 
NSW 
Australia 
Neighbours 


Small pipes and large 


spiders. 


Slimey - Ankle 


Cond: 
To-Do: 
grills. 
Found: 
Rating: 
Created: 
Modified: 


Okay 


2008 DC & Cactua, 


0.0/5.0 
2014-10-09 
2017-02-15 


Explore right through 


the small bit, to the upstream 


First explored 2015 by DC and Timdole. 


13:00:00 
07:17:23 


Name: 


Description: 


Features: 
slides, two 


TEE 


Access: 
head 


and 


Blood Splat 
8-10ft rcp 
Long rcp, 


small waterfalls with shallow pits, 


that gets bigger n bigger, 


ttered Puzzle 
corro iron drain. 


numerous small 


big corro iron pipe, 


rectangle outfall. 


From 


down 


the western side of 


the bridge that takes Queens Dr over Black Creek Dr, 


Black Ck Dr on behind the houses 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


mixture 
had an 
current 
newer 
outlet 
over 
Features: 
Access: 
lane near 
8] Less 


the 


Region: 
Country: 


Knee 


Nearby: 
Found: 
Rating: 
Update: 
an 8 


unit, 


Created: 
Modified: 


Water Level: 


down into the gully, outfall is below. [Mapart: 108 H12] 
North Park 
OR 

United States of America 

Knee deep near outfall, shin deep pits 
2005 Siologen 

3.5/5.0 

1995-12-31 13:00:00 

2007-05-11 14:00:00 


Bob's Tomb 
Starts off as a 5ft RCP from entrance, gets bigger, is a 


of RCP, 


nvelope, rect and arch. This drain, found by Bob, 


original entrance about 100 metres upstream from the 


entrance that was totally submerged under the Yarra. The 


entrance is grilled off and can’t be entered from the 


end. This end can be viewed from the Spencer street bridge 


the Yarra (east side, south bank). 
Large pumping station. 
Better Entrance: Enter via grill 


near fr 


way entrance 


the south end of Moore St. Follow for 5 minutes. [Mel:1DQ- 


Gooder Entrance: Enter via manhole. Cnr of Cobden St, in 


Kings Way service lane outside City Park Motel. [Mel:2KG-3] 
VIC 

Australia 
Flooded at the crown Casino end. Gets gradually deeper to 


depth. Water in pumping station is oily 

City, Melbourne, Ruscos Bridgeroom, Shrine Cavities. 

1995 Bob 

4.5/5.0 

2009-12-21 13:00:00 (Loki) - Listed grill near freeway has 


foot fence and is on the grounds of the police forensics 


use caution. 


1995-12=341 «13:00:20.0 
2009-12-25 13:00:00 


Name: 


Description: 


Features: 
leads 


Access: 
Rd. 


Locality: 
Region: 
Country: 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Features: 
the end 


to the 
Access: 


Region: 
Country: 
History: 
and 


Rating: 
Update: 
grille 


main 


TARE 


Created: 
Modified: 


Description: 


Bog 
Short muddy drain with interesting 7ft section. 
First 100m is 4ft high and knee deep in sinking mud. This 


to a large stalagtite filled chamber, then onto a 7ft arch 
tunnel, a small slide and a second chamber with balconies. 
Down into gully at corner of Middleton Rd and Ferney Feild 


[A-Z: 71F01] 

Chadderton 

North West England 

United Kingdom 

Shin-Knee. Waders strongly recommended! 
Extremely muddy! 

2004 Bograt 

2 DOO 

1995-12-31 13:00:00 

2004-05-11 14:00:00 


Bogan's Lair 
JEGIRCE; 
This tunnel has a few grilled rooms, but when you get to 


grilleroom head back a few metres and take the side tunnel 


grilled room... crazy exit. 

Enter middle of triple rectangular underpass at McGregor 
Rd/Princes Hwy. Open gate, follow flow. [Me1:317C-6] 

VIC 

Australia 

Bogan’s Lair was named by the boganish graffiti written in 


around the tunnel. 
3575.20 
2016-07-02 01:42:22 (Iso) - Update Access: Use flowpath 


(-38.070425, 145.475557) and crawl for 30 metres or use 


inlet grille if you have a key. Alternatively, walk up the 


outfall (-38.073539, 145.486635). 


1995-12-31) 71370000 
2005-12-31 13:00:00 


Boggart 


Description: 
standing 


Features: 
waterfall. 


yard 


Extinction or 


and the 


ceiling 


small 


Access: 


d/s, 


car 


front 


with the 


via 

the 
Locality: 
Region: 


Country: 
Care: 


grass). 


An old sandstone/concrete drain. Mostly 4-5' high, few 


spots. TEL 330m. Best done during the day. 


The outfall is behind and beneath a house, on top of a 


Proceeding upstream: 
- 130m of 4.5' concrete arch 
- tall room with trash baskets under Honda Rd 


- about 30m of open canal, passing through someone's front 


and under their house 
- 70m of 5-6' sandstone hallway, similar to Mass 


the side pipe in Gobbledox. One section is heavily eroded 
two short slides. 


Bannerman St 


walls are crumbling. Contains 
- about 10m of 3' concrete rectangle under 
- 60m 3.5' rcp with a slide 

- 20m 3-4' sandstone channel with corrugated iron arch 


- splits to two 3' concrete canals, covered by mesh, with 


liftable steel grilles in the ceiling. 


Both branches head uphill at a steep angle and become 


shitty RCP under Powell St. 
(from d/s to u/s) 

- Outfall behind 4 Bogota Ave 
- Cast-iron grille in front of 16 
[GPS:-33.838556,151.224448]. Drops into concrete arch. 

- Open channel in front yard of 4 Honda Rd 
[GPS:-33.838101,151.224024]. Basket room and conc arch is 


I didn't explore past here. 


[GPS:-33.839177,151.224760] 
Bogota Ave 


sandstone hallway is u/s. 
- Heavy double steel grille outside 7 Bannerman St 
[GPS:-33.83736,151.223672]. May not be liftable; it hada 


parked over it at the time of discovery. 
- 25m crawl through 2' side pipe from cast-iron grille in 


of 6 Connects 


Bannerman St [GPS$:-33.837204,151.223839]. 
u/s end of the sandstone hallway. 


- Two steel grilles in bush behind 69 Shellcove Rd, access 


Powell St [GPS:-33.83659,151.223126]. Look for the gap in 
fence, and follow the stone steps down to the drain. 
Neutral Bay 

NSW 


Australia 
The climb down to 
sketchy (loose dirt 


the outfall is fairly steep and a little 
with nothing to grab onto except 


yards. 


Water Level: 


Notes: 
side 


right 
Found: 


Rating: 
Created: 


Name: 


Description: 


Under 


TEL=335m. 
Access: 
Grg:NDR, 


Residents may not appreciate you traipsing through their 


Dry - Shoe 
Ratter tore his pants open while crawling in through the 


pipe, and had to walk back through Neutral Bay with his 


arse cheek showing. 
Ratter 2013 

2.0/5.0 

2013-12-13 13:00:00 


Bong Bong 
6'd RCP running near Bong Bong St. Can't resist the name. 


the railway it turns into 8'h concrete arch. MPL=335m. 


9,UE: Nth end of Surf Beach. [Sw:NDR, UBD-Wg:066A02, 


GPS:-34.6751907645,150.855993796]. 


#0,EX: Other side of railway, 


only. 
Locality: 
Region: 
Country: 


Nearby: 
Look for 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


kills 


Features: 
Interesting 


Water Level: 


inside the fence. [Sw:NDR, UBD-Wg:065002, Grg:NDR, 
GPS:-34.6748410907,150.852521551, XED]. Emergency Exit 


Kiama 

NSW 

Australia 

Shoe 

Unlisted drain under road & property at S end of beach. 


the canal. 

2005 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 
2005-12-17 13:00:00 


Boogey-Man 
Extremely low 3ft RCP. 1 big, 2 smaller rooms. This drain 


thigh and calf muscles. MPL=40m. 
Small tall room with near vertical steep 6ft slide. 


sound reverb characteristiscs both inside and at entrance 


drain. 
Park anywhere in Kirkham cresecent [NDR]. Over the gate at 


fenceline 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


History: 
Notes: 
was a 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
end of 


Access: 
Region: 
Country: 
Nearby: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
running 


10' and 
that ends 
the 
Access: 
Locality: 
Region: 


Country: 
Care: 


Water Level: 


end of Harris St, Oxley vale. Turn right and follow the 


to the end. 

Tamworth 

NSW 

Australia 

Excercise care when attempting to climb up slide. 
Hardcore Spiderwebs. 

Dry 

Dates on the culverts inside say SEPT 1965. 

This drain was a false memory, I thought the main chamber 


lot bigger. 

2006 Ghost. 

0.5/5.0 

1995-12-31 13:00:00 
2007-01-14 13:00:00 


Boomerang 
2 x Rectangular, 1.6m high, flows in. 
Just a cool drain, nice diversion when walking from one 


North East 


Café Dianetics to the other. Area: 
Under main road. 

SA 

Australia 

Café Dianetics* (parallel) 

15/550 

1995-12-31 13:00:00 


2003-02-11 13:00:00 


Botic 
Short, but large, covered canal drain. 
Lots of flood debris, trees etc, a large cast iron pipe 


along some of the wall. Tunnel varies in height between 


14'. Last 200m is a nice, large, stone, covered canal, 


at a bridge like structure that acts as a boardwalk along 


edge of the river. 
Climb down into the canal at the corner of Na Slupi and 
Sekaninova. Head downstream. [Geo: 29M17] 

Nove Mesto 

Prague 

Czech Republic 

Huge potholes in floor of stone canal. 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Access: 
corner look 


(If 


Locality: 
Region: 
Country: 


Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
to an 


eventually 
floor. 
Critts 


Access: 
of the 


Locality: 
Region: 
Country: 


History: 
When 


couldn’t 
time. A 


We 


Vater Level: 


Water Level: 


Ankle in parts. Outlet dry at low tide 
2003 Urban Adventure in Rotterdam 
3.57540 

1995-12-31 13:00:00 

2005-07-09 14:00:00 


Bounty 
A small unique drain with hidden bounty! 
Ingestre St and Balfour St walk 25m down hill on next 


for sewer manhole off side of the road near clothing bins 


they still exist there). 
Wellington 

WGN 

New Zealand 

Dry - Shoe 

Find the bounty inside the drain! 
2004 Durgin/Nivelo 

2.0/5.0 

2010-01-07 13:00:00 


Bourbon 

8' brich arch tunnel. 

Old brick arch with the remains of old flap hinges. Leads 
ankle deep pit then on thru various shape changes 

ending up as a tall concrete rectangle with a redbrick 


From there there is a loop tunnel joining it to the newer 


Tomb. 
Corner of Holmes Rd & the Boulevard on the northeast bank 


Maribyrnong River. [Mel:28D-7] 

TC 

VIC 

Australia 

Ankle 

When Burbon was first found the location wasn’t recorded. 


the Clan went to explore it a couple of weeks later it 


be found. 'A Nightmare On Elm Street 3' was on at the 


line in the movie was “where’s the fucken burbon bitch”. 


were asking “where’s the fucken drain bitch”. 


Nearby: Critts Tomb, Mini Maze, The Cayyyve. 
Found: 1989 Cobra/Cougar/Dougo/Rusco 
Rating: 325/570 
Update: 2016-07-02 01:43:52 (Iso) - Update Access: Coords: 
-37.765166, 
144.901871 
Created: 1995-12-31 13:00:00 
Modified: 2005-12-31 13:00:00 
Name: Bowl-a-rama 
Description: 6' RCP under railway tracks to GPT. Steep slide other sid 
of GPT 
to grille on Lawrence Hargrave Drive then corrugated pipe 
to 
mountainside. TEL=100m. 
Features: Selection of 'bowlable' rocks at entrance (courtesy SRA) 
to bowl 
down drain, over GPT (if ya any good) and down slide to 
satisfying sound of clunking rocks going through lower 
corrugated 
section. 
Access: 5,UE: West side of tracks 250m N of Scarborough station 
[Sw:NDR, 
UBD-Wg:016H10, Grg:NDR]. 
Locality: Scarborough 
Region: NSW 
Country: Australia 
Care: Avoid being seen by SRA staff on station and passing 
trains. 
Water Level: Slimy 
To-Do: For the insane, jump the GPT of death. 
Found: 2003 Trainman/FeNiX/spuTnik. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-03-22 13:00:00 
Name: Brain (500m+) 
Description: Big drain under a shopping centre. 
Features: 11ft square doubles, large chamber with pillars and 
grilles, 
numerous side tunnels, gutterboxes, grille rooms, Jojos 
Punch o' 
Doom. 
Access: Creek outlet behind Chermside shopping centre [120 A12] 
Locality: Chermside 


Region: QLD 


Country: 


Water Level: 


TO-DO: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


main 


walls. 
Features: 
and 


bonnet. 
Access: 


Greyhound 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
To-Do: 


33899603737 L51:037935]5 


Notes: 
going 


before it 
Found: 


Rating: 
Created: 


Australia 

Stinky mud to shin/knee at outlet 
Suitable for gutterwater rafting?? 
2002 Jojo Lemoore 

4.5/5.0 

1995-12-31 13:00:00 

2005-08-09 14:00:00 


Brain Scratch 

Vind Tunnel 

Large size drain with splits, skylight grilles, and more. 
MPL:approx 350m. Varies in height from 5'6 to 12' in the 


cavity. Mainly concrete construction, with bricked canal 


Skylight grilles, under-building cavity with many pillars 


panoramic view of street, ribbed sections, sidepipes, car 


1. Into canal at corner of Brunker and Rookwood Rd, 
Yagoona/ (Potts Hill), behind the Shell servo. 
[GPS:-33.898872,151.036822] 

2. Rookwood Rd, directly across the road from the 


Social Club. 

Yagoona/Potts Hill 

NSW 

Australia 

Smooth, slippery rocks downstream, if you go that far. 
Dry - Shin 

Some decent pieces of graff around the place. 
Check out the side pipes; send newbies. 

Re-join the canal further D/S near Muir Rd 
[GPS:-33.893395,151.043494] and see what's there. 
Go hardcore up one the gushing RCPs [GPS:- 


do they lead into Potts Hill Reservoir? 
Where you enter the canal behind the servo, don't bother 


too far U/S, there's only a couple of covered sections 
becomes shrinking canals. 
19-12-2009- Scarecrow 


3.0/5.0 
2009-12-18 13:00:00 


Brams Hatch 


Description: 
Features: 
Access: 


#0,UX: Opens at 


Locality: 
Region: 
Country: 
Care: 
Vater Level: 
Found: 
Rating: 
Created: 
odified: 


Access into "secure" 


end behind PO. 
Dee Why 

NSW 

Australia 


Ankle 

1997 Mr India. 
20/520 

1995-12-31 13:00:00 
2004-09-17 14:00:00 


Drain under Dee Why commercial cen 
area. 

9,UE: Up canal btw 11 & 13-15 Richmond Ave 
UBD:178D05, Grg:258J05, 


U/s end opens out beneath large window. 


tre. TEL=500m. 


[Sw:239G05, 
GPS:-33.7510542433,151.291881922]. 


Name: 
Description: 


stone 


Features: 
Access: 


through 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Breakfast Club 


5' RCP falling into Rosevil 
someone's timber decking, 


outfall. 


MPL: approx 200m 


Big waterfall, spectat 


the Ladies Golf Tournament 


I entered via golf course 
43 Carnarvon Rd. better to 


the house 
Roseville 
NSW 
Australia 

flying golf balls 


Found: 
Rating: 
Created: 


Slimey - Dry 

Rascal 

0.5/5.0 

2010-01-20 13:00:00 


lle Golf Course from underneath 


large waterfall and luscious 


[GPS:-33.774704,151.190337] 
nter via golf course than 


Name: 


Description: 


with 


drain for 


Access: 
Ave, 


Briar's Ramble 


System of 4.5' covered canal, 


adjoining 4.5' RCP branch. 
Very Similar to Sherbrook Rd drain in Hornsby. Another 


the staturely disadvan 


MPL: approx 400m 
enter via canal at 48 


taged 


RCP and 5' 


Rosevill 


Bancroft Ave, 


(48 


concrete square 


Bancroft 


Roseville NSW 2069) 
[GPS:-33.782621,151.18457] 
Locality: Roseville 
Region: NSW 
Country: Australia 
Vater Level: Dry = DEY 
Found: Rascal 
Rating: 0.5/5.0 
Created: 2010-01-20 13:00:00 
Name: Brighton Beach Darkie 
Alternate: Hula 
Description: 1 x Rectangular, 5' high. 
Features: Cool grille entrance,CDS, hardcore version of Wave, 
ceiling 
falling apart in some areas 
Access: ift grill - under end of Edward St (at beach). [UBD:152F7] 
Locality: Brighton 
Region: SA 
Country: Australia 
Water Level: Dry to knee deep 
Rating: 2.9/9.4. 
Created: 1995-12-31 13:00:00 
odified: 2003-07-11 14:00:00 
Name: Brisbane Darkie 
Alternate: Brisbane, Darkie 
Description: Old inner city storm drain, the first found in Brisbane on 
Dougo 
and Rusco's initial trip in 1990. 
Features: Waterfall outlet, 9' oviform redbrick, numerous shape 
changes 
including 10' arch, funny old school graff, huge wedge 
shaped 
chamber (pond overflow), plaque at outlet. 
Access: Vaterfall outlet under old bikeway. End of Makerston st 
[150 L10] 
Use pegs and brackets in sides of outlet walls to climb 
down. 
Locality: Brisbane CBD 
Region: QLD 
Country: Australia 
Eek!: Be careful when climbing into entrance, both for visiblity 
and 
danger of falling. 
Water Level: Shoes in 7ft oviform 
History: Wedge room added 2002 


Found: 1990 Doug/Rusco 


Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
and 1 


Access: 
St) 


Locality: 
Region: 
Country: 
Care: 
LO=DO% 
person. 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 


0.0/5.0 
1995-12-31 13:00:00 
2005-08-09 14:00:00 


Broken Toe 
5" RCP, very straight. 
None really, found with diminished torch light, 1 injured 


alcohol affected personnel, and 1 disobedient dog. 
5,UE: Enter under Kenyon's Bridge, Low Reserve (off Low 


[Sw:271H11, UBD:229M03, Grg:336B03]. 
Smithfield 

NSW 
Australia 

You will get bored. 

Re-explore with alcohol affected dog and disobedient 


2004 Onyx/Millsy/Dempsey (dog). 
0.5/5.0 

1995-12-31 13:00:00 

2004-03-22 13:00:00 


Bronte #1 

6' round drain, changes to rect brick. TEL=250m. 
Old stone entrance. 

9,UE: Down steps from Nth end Murray St 


[Sw:298P12/078P12, 


UBD:257K08/026D15, Grg:377K08, GPS:- 


33.9019441973,151.263104742). 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


to twin 


Access: 


Bronte 
NSW 
Australia 

1993 Diode. 

2.0/5.0 

1995-12-31 13:00:00 
2004-08-21 14:00:00 


Bront 2 
Dead boring 6' rect, that soon becomes 5'6", then splits 


4' RCP. TEL=300m. 

9,UE: N cnr of Bronte beach 
[GPS:-33.902567,151.268868] 
0,AX: Opens. 


Locality: Bronte 


Region: NSW 
Country: Australia 
Water Level: Ankle 
Found: 1998 Siologen. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-08-21 14:00:00 
Name: Brown Jocks 
Description: Drain running under Jock Brown Oval. 
Features: Nice hidden & misleading entrance. Described on its first 
official expo as the coolest drain entrance in NSW. Zig- 
zagging 
90 degree turns. Waterfalls. Debris choking 1 of the 
twins. 
d/s-u/s: 4 x 4.5'd, 2 x 6.5'd, 2 x 5.5'd, 2 x 4.5'd. 
MPL=800m. 
TEL=1.6kms. 
Access: 9,UE: Park car in Gipps near cnr Kingsway. Walk N along W 
Side 
of Kingsway and follow creek u/s. The entrance consists of 
4 x 
4.5'd RCPs (about 6' long), all covered in reeds & grass. 
[Sw:NDR, UBD-Wg:049N14, Grg:NDR, 
GPS:-34.5584424777,150.850976231]. Small buffer area 
before the 
6.5' twins. Once inside take the LH RCP until you get to 
the 
blockage, then back to the previous crossover and take the 
RH. 
*[Sw:NDR, UBD-Wg:049N15, Grg:NDR, 
GPS:-34.5613377766,150.849005402]. 
Locality: Barrack Heights 
Region: NSW 
Country: Australia 
Water Level: Shoe at entrance and at some waterfalls 
Nearby: *Bensons Ck Course: Brown Jocks ==<Little Lake. 
Found: 2005 dTrog. 
Rating: 5.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2007-12-08 13:00:00 
Name: Brusnice 
Description: 7' high brick egg(inverted) drain 
Features: Not fully explored as yet, has grilled inlet and outlet. 


Large 


it was 
workers in 
from this 


Access: 
of 


changes 


grille 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


LO=DO# 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Access: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


Chullora 


side of 
lengthened 
Features: 


Access: 


pit inside inlet. All that was seen was manhole rooms, as 


raining the night it was found and the next day had 
it. There is a huge public walkthru drain up the trail 


drains outlet. 
Most likely best best access is at d/s end. Outlet in side 


river just off the kink in the road where Kosarkovo nabr 


to U Plovarny (near Cechuv most (bridge)). Squeeze under 
over outlet.[Geo: 17717] 

Hradcany 

Prague 

Czech Republic 

Mild sewage overflow. 

Deep pit at inlet 

Explore fully. 

2004 Siologen 

0.0/5.0 
1995-12-31 13:00:00 
2005-10-09 14:00:00 


Buddy 

Behind Stafford shopping center.[139 J6] 
QLD 

Australia 

2002 Jojo 

0.0/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Bulk's First 
Penis Pump 
New 6ft hight X 55m long culvert under rail tracks at 


Rail yards. Starts off as a 6ft high by 12ft wide concrete 
rectangle, then after 15m becomes a 6ft RCP till other 


railway. Was shorter & smaller, but has recently been 


& enlarged (hence 'other' name). Bulk's 1st CC find! 
Brand spanking new 6ft high drain under Chullora, man made 
wetland outfall. 

The actual drain is here... 

[GPS:-33.885102,151.052942] 


East St, 


drain 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 
6ft 


To-Do: 
seems to be 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
one. 
Access: 
Greenhills 


[Mel:9H-10] 
Region: 
Country: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


drains in 


Water Level: 


Best way to access it is via the corner of Weeroona Rd & 


Roockwood here... 
[GPS:-33.884414,151.051664] 
Valk south form there towards railway embankment & there 


exit & wetland should be very visible near th 
Alternatively you can enter gate her 
[GPS:-33.883672,151.065224] 

And make your way through the rail yards, but this is only 
recommended in small numbers late at night. 

Chullora 

NSW 

Australia 

On active rail land, major fines & buttpain if caught. 

ive rail lines, workers, golfers, avoid ‘em all. 

Shoe - Ankle 
New, just rebuilt (2011). 

Vas a 5ft concrete culvert, recently has been opened up to 


new bridge. 


with added man made wetland outfall. 
See what else they are building around there as there 


major ongoing earth works. 
Blakjak, Bulk - 2011 
0.0/5.0 

2011-07-02 14:00:00 


Bundoora 
6ft RCP. 
Split, not much more. Dont go out of your way to do this 


Just next to the pipeline bridge located north of 


Road. 


VIC 

Australia 

Lalor, Bunpoorer, Mill Park. 
1990 Camo/Cougar/Dougo/Woody 
155/50 

1995-12-31 13:00:00 
2005-12-31 13:00:00 


Bunker 
Easily one the most well 


ngineered and featur 


packed 


Features: 
big 

numerous 
circular 

15m a 

and at 
concrete gpt 


Access: 
Green 


From the 


Midstream 
brook 

The 
track. 
Locality: 
Region: 
Country: 


Care: 
wall 


rope. 
Eek!: 

Water Level: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
igneous Tuf 


Drains! 
Features: 
in 


the world. 

Mostly 7-9ft rcp and rectangle, has 4 staircases, all in 
rooms, a huge twin staircase up one side tunnel, 5 massive 
chambers with balconies and ladders, a single slide, 


bits of sewage pumping gear, The Plughole, which is a 


chamber with a hole in the middle that takes the flow down 


large stepped audatorium chamber with ajoining grille room 


the most d/s end, 


the amazing Bunker itself, a huge 


chamber with walkways and staircases. 
1: Upstream MH. Wrights Green. From the far south end of 


Lane head 100m up the dirt track to a gate on the right. 


gate head 80 or so metres down the track to a set of two 
manholes. Open the unbolted of the two. [AA:119F8] #2: 


MH's. Cobbs. Raised manhole, next to pathway, across the 


from Dale Lane, opposite the northern end of Hinton Cres. 


second manhole is behind bushes on the other side of the 
[AA:118D5] 

Warrington 

North West England 

United Kingdom 


Sections can be very slippery. B 


careful climbing up the 
next to plughole, use the chain and maybe even bring some 
Falling down the plughole. 


Dry with a few shoe/ankl 
1998 Drainrat/Oggy 


sections 


0.0/5.0 
1995-12-31 13:00:00 
2007-01-31 13:00:00 


Burford's Batcave 
Batcave, Burfords 
Huge rock blasted storm drain, NO concrete, 


all local 


rock. Home to thousands of bats. Most famous of Brissies 


Swarming Bats! Rock blasted up to 17ft high, big potholes 


Access: 
Cook 


at base 
comes out 


tight: 
Locality: 
Region: 
Country: 
Eek!: 

Big 


lots of 


Water Level: 


floor, becomes 9ft rcp then 9ft redbrick with big rooms in 
between, junction with little stairway 6ft redbrick. 
Outlet is rocky and tidal below cliffs, 200m past Captain 


Bridge. [160 A16] Inlet inside fence at end of Colin St, 


of railway line, go d/s, Highgate Hill [159 P20] this 


in big rep next to staircase and smaller tunnel to the 


Kangaroo Point, Highgate Hill 
QLD 
Australia 


Inlet has 8ft barbed wire fenc Slippery rocks in drain. 


potholes for you to break an ankle in. Lots and lots and 


Bats! (for Fishie!) 
Tidal, best to do at low tide. Drain full of shin to knee 


deep 
History: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


rope to 


Features: 
entrance 


Access: 
Enter 


Locality: 
Region: 
Country: 
Care: 
will need 


Water Level: 


Nearby: 
Rating: 
Created: 
Modified: 


potholes 
Built in 1890 to drain water holes under the old W'gabba 
railyards. 

1994 Burford 

0.0/5.0 

1995-12-31 13:00:00 

2005-08-09 14:00:00 


Burger NightMare 
1 x RCP, 5' high, flows out, gets taller at rooms. Bring 


get down waterfalls 
2 x 4 or more meter high bigah waterfalls, hardcore top 


through grille 
Near cnr Bundy's & Hackney roads, N bank of River Torrens. 


via grille to get to top of waterfall. In River Torrens 
[UBD:2L11]. Catch 281 bus. 

College Park 

SA 

Australia 

Passing two bigah waterfalls (4 meters high each), you 


a ladder to get in through the top grille. 

Dry to knee 

Adelaide Darkie*, St Peter's Twins*, Kaos Krypt 
3,579%0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Name: 


Description: 


Access: 
401 


Locality: 
Region: 
Country: 
Rating: 
Created: 
odified: 


IT SREP; 5" 


Burton 


Australia 
2.5/5.0 
1995-12-31 
2005-10-09 


Darkie 


, flows out 


13:00:00 
14:00:00 


Burton Rd at canal, 


flap over end [UBD:60B11]-catch 


Name: 


Description: 


Access: 
beside F3 


Forget 


#9,AX: 


Locality: 
Region: 
Country: 
Nearby: 


Found: 
Rating: 
Created: 
Modified: 


Bush-bash to 


Bush 


Bashing Shortcut 


5' RCP drain 


(E- 
0,UE 


At 


[Sw:215G02, 


UBD:133014, 


W) under F3. 


Grg:192E14, 


trying to find W end 


from 


service road. 


Hornsby 
NSW 
Australia 
Bush 


UBD:133012, 


Bashing Shortc 


MPL=64m. 
E end of ChickenPox turn N and follow causeway 


TEL=64m. 


BDID. 


GPS:-33.6968016242,151.120395936]. 


ut Rides Again. 


CowPox u/s end to fencelin 


ChickenPox service rd. 
the ChickenPox 


Head S from 


Grg:192E12, 


GPS:56H 325740 6270011, 


2002 dTrog. 
0.5/5.0 

1995-12-31 
2004-10-14 


13:00:00 
14:00:00 


X 


Keep heading S. [Sw:195G20, 


ED, XNL, XWPT]. 


Name: 
Alternate: 


Description: 


Take the 


Bushpig 


Penrith Panthers Drain 
Twin 5.5ft concrete culvert drain with interesting GPT. 


GPT. 


TEL=600m. 


Features: 
Access: 


southern-most tunnel, lest you swim through garbage at the 
Outfall is in a park behind Penrith Panthers. MPL=300m. 
U2. 


Windows between twin concrete culverts. Interesting GPT. 
Upstream, Cnr Jamison & Mulgoa Rds, [GPS:- 


33.760899,150.684465]. 


north of 


Downstream, Cnr Jamison Rd & Harris St, 
[GPS:-33.760003,150.681316]. 
4ft RCP continues 
underground D/S and can be accessed via a manhole 50m 


Jamison Rd (opposite Anakai Dr): [GPS:- 


33.759482,150.67833]. 


Locality: 
Region: 
Country: 
Care: 


barricade 


Water Level: 


To-Do: 


Found: 
Rating: 
Update: 
heads 


throughout 
avoid 


outlet 


Created: 
Modified: 


Name: 


Description: 


loooong 


shaft 


Jamisontown 

NSW 

Australia 

GPT needs to be navigated around. Do this by taking the 
southern-most tunnel, where you can easily jump over a 


at the end. 

Dry - Knee 

Explore 4.5ft RCP in the northeastern corner of the GPT 
downstream. 

Cactua, DC, Ghost, Ratter, Red & Swim (2013) 

3.. 07 5:20 

2014-10-09 13:00:00 (DC) - The 4ft RCP in main GPT room 


north under the Panthers Leagues Club car park. Grills 


carpark, but this section sort of smells like poo. Also, 


the GPT room after heavy rain and beware the terracotta 


pipe. 
4ft RCP continues underground D/S and can be accessed via 
manhole here: -33.759482,150.67833. 


2013-04-20 14:00:00 
2017-02-15 07:18:59 


Butterfly Tube 
3' RCP leading to 3'sandstone corridor that's realllllly 


then opens dramatically at the top of a 10' tubular sump 


bushland 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 


Vater Level: 


then shrinks back down t 


MPL: approx 100m 

big shaft! 
[GPS:-33.744208,151.0648 
u/s via 2' squeezeinto 
exit d/s on Sutherland R 
Beecroft 

NSW 

Australia 


sudden drop 


Found: 
Rating: 
Created: 


Slimey - Dry 

Rascal 

0.5/5.0 

2010-01-20 13:00:00 


o 3' RCP outfalling into natural 


97] 
3' infall 


d 


Name: 
Alternate: 


Description: 


Creek. 


Access: 
UBD:185! 


Em 


01, 


nearest 


thru knee 
of 


Locality: 
Region: 
Country: 


History: 
Found: 
Rating: 
Created: 
odified: 


Water Level: 


Byomoe 
Bring Your Own Means Of 
5.5'h rect under new ind 


No stepirons (unless you 
MPL=209m. TEL=209m. 
0,UE: Any of the 5 GBGs 


Exit. 


Stepirons Not Included. 
ustrial estate joining onto Byrnes 


want to wade knee deep in water). 


Cl 


in Neale St [Sw:227E17, 


Grg:269E01, GPS:-33.7707 


Putland St 
9,AX: Out 


CE CT 


of covered se 


844211,150.767183817]. The one 


would only need 1 milkcrate. 


ction around deep walled canal 


deep water to stepirons or further on to creek other sid 


Great Western Hwy. 

St Marys 

NSW 

Australia 

Boggy until construction 


sediment washes away 
r course. 


Name: 
Alternate: 


Description: 


sections 


None - entirely new wate 
2004 dTrog 

0.5/5.0 

995-112-371. 13400400 
2004-10-31 13:00:00 
Bypass 


Airport Link Drain 


A drain in Clayfield that connects very new concrete 


about the 


Features: 
floored 


and 


Access: 
in 


park 
you into 


the 


Locality: 
Region: 
Country: 
Vater Level: 
Cond: 
History: 
connected up 


tunnel. New 
of the 
Found: 


Rating: 
Created: 


Name: 
Description: 
(under) 


Features: 
just 
regularly. 


have an 


with a much older brick section. 
Most of the RCP's are 5ft. The older tunnel is probably 


same but shrinks down to a back breaking 4ft upstream. 
Moderately sized concrete chamber with grille, Red brick 


section, Junction where the older tunnel has been cut into 


merged with a newer RCP. 
1 Manhole at the end of Suckley Rd located next to grille 


garden bed. This entrance is in the main concrete chamber. 
[GPS:-27.411624,153.057039] 


2 Two double barrel RCP's at Schulz Canal outfall (in 


approx 50 meters from entrance #1). This entrance leads 


a tall concrete cavity that involves climbing up a rope to 


square concrete section. 


Clayfield 

QLD 

Australia 

Shoe - Dry 

Concrete - New / Brick Section - Good 

The old brick floored tunnel has been cut into and 


with a new RCP pipe. Unsure of the age of the older 


concrete sections were installed during the construction 


Airport Link tunnel. 
Japes and Keve 
340/540 

2013-10-15 13:00:00 


C-Town Shuffle 
Dead straight 4ft RCP running from the canal system into 


the CBD. 
Regular elevation changes. Drain steps up a foot or two at 
about every gutter box along the way. Which is pretty 


Gutter box directly next to train lines. Would probably 


150.818641 
Access: 


you. 
Locality: 
Region: 
Country: 
Care: 
common 


Water Level: 


ok view as trains wizz past. 
Takes a 90 degree turn to the right here -34.061919, 
and keeps going along Queen Street 


Walk in from the canal system here 
GPS:-34.059786, 150.816547. How you get there, is up to 


Campbelltown 
NSW 
Australia 

Canal is right at the back of numerous businesses. Normal 


sense should apply. 
Slimey - Shoe 


To-Do: 
marker 


Notes: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Features: 
Access: 
the 


Locality: 
Region: 
Country: 


Nearby: 
Found: 

Rating: 
Update: 


Created: 
odified: 


Name: 
Alternate: 


Description: 


Features: 
room, 


Description: 


Water Level: 


Follow along Queen Street and see where it goes. Take a 


and note that its actually been explored. 
Dont take a camera. Its not worth it. 
2010 - Sledgy 

1.0/5.0 

2010-05-08 14:00:00 


C02 Aid. 

Cunt Of A Drain. 

6ft RCP. Bloody long! 

Not much it seems. Last 20 minutes is only 3ft high. 
Small dry tunnel, which soon gets bigger located between 


trainlines on [Mel:180A-9]. [GPS:-37.66321,144.941751] 
Coolaroo 

VIC 

Australia 

Dry 
Funnel Web, 172 Steps. 
Cave Clan 
1.0/5.0 
2016-07-02 01:46:23 (Iso) - Update Name: C.0O.A.D. 


1995-12-31 13:00:00 
2016-11-01 01:31:52 


Cafe Dianetics 

Cafe D. 

2 x RCP. 6' high, flows out, gets taller. 

Changes shape, good side tunnels, waterfalls, big grill 


Doom II Sections, Party Room. 


Access: In park west of Golf Course. In Third Creek. [UBD: 107J8] 
Catch 


282 Bus. 
Locality: Campbelltown 
Region: SA 
Country: Australia 
Care: Climbing the waterfall (1.5 m). 
Water Level: Dry to waist 
Nearby: Boomerang (parrallel) 
Rating: 0.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 1994-01-09 13:00:00 
Name: Cake 
Alternate: Something Dox related? 
Description: Short drain under rail corridor near Artarmon Station 


Ends up in a tiny triangle of land with discrete access to 


Rail 

Corridor or adjoining properties (one with some dudes 
garage 

along the fence). 

Only short with MPL/TEL of 50m with a Height of 5ft 
Features: Interesting entrance chamber, discreet access to Rail 
corridor. 


Access: Entrance (off walking path) 
[GPS:-33.810026,151.187948] 


Exit (Triangle Portion) 
[GPS:-33.810341, 151.187699] 


Parking on nearest road or Artarmon Reserve Parking lot 
Locality: Artarmon 


Region: NSW 
Country: Australia 
Care: Obviously take care on Rail land, Local residents could 
potential 

observe undertakings from housing, less likely at night. 
Water Level: Dry - Slimey 
Cond: Reasonably Tagged/Graffed 
To-Do: Revisit to confirm details of dimensions 
Notes: Named so because it was found whilst trying to eat a huge 
and 


particularly memorable cake. 


Listed despite its size for its interesting entrance 
chamber and 
it's cheeky exit 


Found: 
Rating: 
Created: 


2014 - Siege 
2.0/5.0 
2015-08-12 14:00:00 


Name: 
Alternate: 


Description: 


from 5ft 


style'. 
Features: 
of 


escaping 


between 


Access: 


canal 


and 


gets 


Locality: 
Region: 
Country: 
Eek!: 
Soiled 


looked 


Water Level: 


Cond: 
History: 
creek. 
To-Do: 


Notes: 


Found: 
Rating: 


Calculus 
Weird (can)Al 


Covered brick canal under warehouses ranging in height 


to 10ft. 230m MPL. 


Wooden roof with beams and rusted corro walls 'mine 


Unique wood section. Roof of canal is rotting floorboards 


businesses above. Can hear 
Small 3ft balloon rcp with 


into canal (unexplored). 
Old 20 gallon drum in wall 


buildings. 
Someones suitcase feat old 
Calculator. Junk. 
GPS:-33.946789,151.196234 
1 Hale St Botany. Near cnr 
See fenced canal. Jump in. 


and feel vibrations from above 


warm air (work days only) 


as support. Daylight gaps 


LP's and clothes. 


with Chegwyn St. 
Head Nth. Opens back to open 


then shrinks to meet with Bay St canal. 


South direction (ferom entry) 


may go back to larger siz 


to Cranbrook st. 
[GPS:-33.946790,151.196236] 
Botany 

NSW 

Australia 


Possible gay haunt going by Sexy 


matress in situ with Hatsumi's prints all 


(unexplored). 


like he'd "seen it all before". 


Dry - Shoe 
Clean and Weird. 


shrinks to 2ft under Hale St 


Is 3ft by time it 


over. Cryogenic 


Old canal. See Six Viewer and trace it back to it being a 


Explore Sth of Hale St. 


Is 3ft by time it gets to Cranbrook st. 
Average canal with interesing sections. 


Atmosphere. 


Fl@sh 2010 explored with Hatsumi /Cryogenic 


27:07-50 


Boy graff with ph numbers. 


Created: 


Name: 


Description: 


and 


Features: 
side of 


Some 


them 


the 
lizard in 
STUART 
first 


Access: 
western 


the 


Locality: 
Region: 
Country: 


Cond: 
To-Do: 
Hills 


Found: 
Rating: 
Created: 


Name: 


Description: 


Clantomb. 


Features: 
bluestone 


Vater Level: 


2010-06-18 14:00:00 


Cam Stuart and The Dude 
4-4.5ft RCP drain zig-zag'ing around Sanders Rd, Hilda Rd 


Flinders Ave. TEL=300m+. U2. 
There is a wooden section far upstream nailed into the 


the drain where an adjoining RCP seems to have collapsed. 


RCPs are uneven with the main flow of water between two of 


disappearing underneath and reappearing further down where 
RCPs have realigned. Spotted a large, yellowy-orange 


this drain as well! Graffiti further upstream says "CAM 


AND THE DUDE WAZ ERE "'91"" suggesting that I wasn't the 


one here : ( 
North of a park attached to Sophia Doyle Reserve on the 


end of Sanders Rd at 
[GPS:-33.758422,150.974102]. 
Concrete manhole cover in the park, a few metres north of 


swings and slide. 

Baulkham Hills 

NSW 

Australia 

Dry - Slimey 

Clean, smooth, minimal graffiti. 

Continue going upstream. Drain looks like it ends at Seven 


Rd from topside but who knows really? 
2010 Red (1991 Cam Stuart and The Dude?) 
1.0/5.0 

2010-08-16 14:00:00 


Camo's Tomb 
Old brick drain that empties into canal downstream of 


MPL=1km. 
Short 6ft Rcp leads to an 8' high waterfall lined with 


and redbrick. Climb the waterfall and continue through 7' 


redbrick arch. Tunnel reaches a knee deep GPT then splits 


into 
two 5' RCP's. Right one leads to a small redbrick chamber 
paved 
with bluestone - splits and shrinks again. 
Access: 1: On the southwest bank of Moonee Ponds Ck just 
downstream of 
Montague Street. [Mel:29A-5] [GPS:-37.760576,144.934232]. 
2: Gutter grill cnr Pascoe Vale Rd & Thomas St. Confirm 
with 
locals. 
Locality: Moonee Ponds 
Region: VIC 
Country: Australia 
Care: Slippery in parts. 
Vater Level: No 
History: Instead of turning at the bottom of the waterfall the 
drain 
continued straight to Moonee Ponds Ck. The cement section 
was 
added during the 1970’s. The ladder at the waterfall was 
added 
in 1996. 
To-Do: Confirm gutter grill entry point and pinpoint GPS. 
Nearby: Clantomb, Five Mile Creek, Dean and Wilson St's; Brunswick 
and 
Ormond Rd Bridgerooms. 
Found: 1996 Cave Clan 
Rating: 3.0/5:20 
Created: 1995712531 £1:33'00%:00 
Modified: 2005-12-31 13:00:00 
Name: Candle Room 
Alternate: Anzac '98. 
Description: A Canberra style drain. MPL=416m. TEL=1km. LSAA. 
Features: Twin 6' rounds, 7'h room w/ wood ceiling, grilled "canal" 
sections, two small slides, 10'h d/s entrance. 
Access: 0,UE: Jim Walsh park, on Balaclava Rd [Sw:254N01, 
UBD:193E05, 
Grg:281E05, GPS:-33.7855022182,151.091589394], park in 
Graham 


Ave. 
#9:UX: Terrys Ck between Vimera Rd & Davis Ave [Sw:234M20, 


UBD:193D04, Grg:281D04, GPS:-33.7827041396,151.088498228, 
XED, 
XNL, XWPT]. 
Locality: Eastwood 
Region: NSW 
Country: Australia 
Water Level: Shoe-Ankle at end 
Notes: The Candle Room, after which the drain was named, has been 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


TEL=800m. 
Features: 
Access: 
the 


Grg:335A13]. 


divided. 

1997 Drac. 

3.0/5.0 

1995-12-31 13:00:00 
2004-05-29 14:00:00 


Cannon 
Near dead straight 8' RCP, that slowly gets smaller. 


Rooms, small waterfall. 
9,UE: From the end of Dyer Cl, go W into park to canal, 


Cannon is a side drain [Sw:290N01, UBD:229A13, 


#1,UXs: Various grilles. 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


EREU- -EEn 
Features: 
works as 


Brook. 
section 
with 
splits 


Access: 
south 


you reach 
down 


grille, 


Wakeley 

NSW 

Australia 

Ankle 

1998 Hatchet. 
2.0/5.0 

1995-12-31 13:00:00 
2002-06-30 14:00:00 


Cantankerous 
Short, but large drain that has a lot of water passing 


Takes all the treatment water from the Chadderton Sewage 
well as another stream and upon discharging, becomes Wince 


12' high arch inlet covered by a big twin grilles, first 


full of rubble, becomes a reinforced steel tunnel, covered 


spraycrete. Emerges into a large chamber with balconies, 


to twin 9' arches. 
From where Foxdenton Lane crosses the Rochdale canal, head 


down the eastern side of the canal for about 200m until 


a fenced off staircase on your left. Head over fence and 


staircase. At the bottom of the staircase, climb down to 


then down rungs. [A-Z: 70 D03, AA:88C01] 


Locality: 
Region: 
Country: 
Cane: 
your feet 


Water Level: 


deep 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Access: 


Locality: 
Region: 
Country: 
Eek!: 


Notes: 
this 


Found: 
Rating: 
Update: 
foot one. 


full of 


do this 


Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 


Water Level: 


Middleton 

North West England 
United Kingdom 
Very strong water flow, strong enough to knock you off 


if your not careful. 
Very. In parts of the first section, water is nearly waist 


and very fast flowing. Stick near the walls 
Rubble filled at upstream. 

2004 Siologen 

4.5/5.0 

1995-12-31 13:00:00 

2005-06-09 14:00:00 


Canterbury Darkie 

Small rectangular cement pipe leading to smaller RCP. 
Deans Ave, opposite Lester Lane, in South Hagley Park, 
Canterbury. 

[GPS:-43.539128,172.612588] 

Canterbury, NZ 


CAN 

New Zealand 
Cold water. 
Dry - Shoe 


There are many drains surrounding the park all are about 


height. 

2004 Durgin/Nivelo 

0.5/5.0 

2014-02-08 13:00:00 (Kazman) - 5 foot drain next to a 3 


Water at the beginning of the 5 foot drain is black and 


oil. Take youe least favourite clothing with you when you 


drain. 


2010-01-11 13:00:00 
2014-03-30 13:00:00 


Capricorn One 

5ft rep in junction with smaller 2ft rcps. 

MPL 150mtrs+ 

Gutter box near entry. 

Outside 1 Capricorn St Kings Langley. Jump in. 
[GPS:-33.750294,150.926464] 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 
Cond: 

To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Name: 

Alternate: 
Description: 
(2 

rail 


as 1 x 


Features: 
mean 


dead 
Access: 


XWPT]. 


Kings Langley 

NSW 

Australia 

See listing for Graf Hole re: neighbourhood. 

Was spotted entering drain so didn't hang around. 
Ist 150mtrs explored. 


Dry: = (Dry 

A little graff for lst 20mtrs. Cobwebby. 
Explore further 

May be part of Graf Hole drain, but not sure? 
Fl@sh 2010 

2.0/5.0 

2010-09-07 14:00:00 


Captain GPS 
Preclippings. 
Starts off (d/s) as 2x5' RCP 1 x 4.5' sq. Changes from 1 


terminate on side of the rail line) to 3 x RCP (other side 


line). Back to 2 x RCPs (both skylights). Finally emerging 


4' RCP and 1 x 2'h RCP 3'w rect combo. MPL=336m. TEL=850m. 
Changes, skylights (in Hazelhurst Art Centre, which could 


skylights are arty - "put the f back into art"), GPTs, 


animal, maggots (at time of discovery anyway). 
0,UX: NW cnr Kingsway & Hotham Rd [Sw:354L11, UBD:333C03, 
Grg:491C03, GPS:-34.0316431488,151.081118823, XED, XNL, 


#2: GBGs opp each other E-W portion of Monai Ave. Avoids the wet 


section 1-2. 


#8: Either side of rail line (inside rail fence). 


#9,UE: 


Locality: 
Region: 
Country: 
Vater Level: 
blocked) 
Notes: 
Clippings 


U/s of 


The northern side avoids the wet bit (#8-#9). 


Clippings (N portion) [Sw:354M12, UBD:333D04, Grg:491D04, 
GPS:-34.0348521844,151.082216226]. 

Gymea 

NSW 

Australia 

Shoe-Ankle (d/s end to rail line section is partly 


Found while asertaining the property number of Mr Grass 


(see Clippings). Whole drain was GPSed as it was being 
discovered. Locals were amazed when a hand emerged from a 


Cook 


Nearby: 
River. 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


and 


which can 


road. 


at 


out in 


towards the 


Access: 
two 


holding a GPS in order to get a satellite reading. Captain 


eat your heart out. GFUAGPS - Get Fucked Use AGP S. 
*Dent's Ck Course: Captain GPS == Clippings ==<Hacking 


2004 dTrog. 

3.0/5.0 

1995-12-31 13:00:00 
2004-12-07 13:00:00 


Cardio 
lst - The left Outfall is ~4-5ft which veers to the left 


heads off in the direction of Homelands Reserve park, 
be found where Telopea St meets Homelands Ave just up the 


[GPS:-33.788412,151.042796] 
When taking the left pipe, less hard-core persons may exit 


various sections through small grills after ~50m which pop 


public parks, the distance of the rest is ~200-300m. 


2nd - The Outfall on the right is ~3-4 and continues 


train line. 
Access to both the Outfalls are at Telopea St (Between the 


off-streets Garden St & View St). [GPS:- 


33.791698,151.041192) 


Locality: 
Region: 
Country: 
Care: 

2m 


Water Level: 


Found: 
Rating: 
Created: 


Known grill exits (with GPS)... 

[GPS:-33.790479,151.042418] 

[GPS:-33.789985,151.042757] 

[GPS:-33.789791,151.042753] 

Telopea 

NSW 

Australia 

Shorties may have to walk all the way back, grills are ~1- 


high. 

Dry - Ankle 
2008 Cupid 
2.0/5.0 
2012-10-01 14:00:00 


Casle's Tomb 


Alternate: 


infamous HHH. 


Description: 
Features: 
few big 


Access: 
Opposite a 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Update: 
-37.755543, 


Created: 
Modified: 


Short, easy, 8' 


Vas previously called Zen 


rep drain. 
Vet outlet with churnblocks, 


grille rooms before shrinking. 


ith, presumably after the 


passes on up a slide thru a 


North side of Templestowe Rd, ast of Helene St (F-5). 
housing estate. [Mel:32F-4] 

TE 

VIC 

Australia 

Entrance is ankle deep 

1993 HHH 

2 DASO 

2016-07-02 01:47:33 (Iso) - Update Access: Coords: 
145.092320 

1995-12-31 13:00:00 

2005-12-31 13:00:00 


Name: 
Description: 
roof. 


Features: 
Access: 
Australian 


the 


Locality: 
Region: 
Country: 
Care: 


in the 


Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Catholic drain 


4-5ft cut and cover sand stone wit 


25meters long. Ups 
mini stairway, gia 
Jump the fence at 


Catholic University on Riley st. Walk up the st 


drain. 

North Sydney 
NSW 
Australia 

Un 


Dry - Slimey 
Curly 2008 
2.0/5.0 


tream drain that 


iversity staff and students. 
currently under construction, 


nt fungi and bat 


the south western corner of 


future preventing further access. 


1995-12-31 13:00:00 
2008-04-28 14:00:00 


th a corrugated iron 


t feeds DTRT. 
ts 


the 


tairway into 


This area of the campus is 
the stairway may be covered 


Name: 
Description: 


Cats Mouth 
Short, 


7ft high arched tunnel. 


Features: 
sharp 


Access: 
branch. 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
the 


Features: 
Manhole 


Ramped 


of 


pretending to 


Access: 
Jump 


[NDR]. 


Remains of an old grille over outlet, including razor 


teeth. 
Upstream of the split in Gore Brook, follow the northern 


East off Tan Yard Brow. [AA:129H3, A-Z:111G2] 
Gorton 

North West England 

United Kingdom 

Shin deep, bit muddy 

2005 Siologen 

1.5/5.0 

1995-12-31 13:00:00 

2007-02-28 13:00:00 


Cave-In 
Low backbreaking 5ft drain for about 200m then 5.5ft past 


collapsed section. Three level ending.MPL=250m. TEL=250m. 
Large black 2ft steel pipe that cuts across main passage. 


lid marked 'SEWER' though this drain is for stormwater. 


gutter drains. Section of drain that was collapsed at time 
discovery and was used as exit point. Screen doors 


be grills. 
Upstream of 'White Rabbit', take right hand side drain. 


fence into canal adjacent to football oval in Maquarie St. 


#1,PX1: Climb out of hole in roof of collapsed section which is 


in a vacant lot. 


#2,PX: Napier street midway between Bourke & 


Locality: 
Region: 
Country: 
Care: 
opening 


Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Darling St's. 

Tamworth 

NSW 

Australia 

Collapsed section of main passage (drain). Crawl through 
on right hand side to further. 
Dry 

2006 Ghost. 

30/520 

1995-12-31 13:00:00 

2007-01-14 13:00:00 


xplor 


Name: Cecilia 


Description: 7' rect that becomes 5' RCP. TEL=300m. 

Features: Big GPT system just in from entrance, huge vertical 
grille. 

Access: 5,UE: From the strip of Campbelltown Rd, between 


Glenfield Rd 


and the South Western Fwy turn NW onto one of the unnamed 


roads 
that go into an undeveloped residential area [Sw:330A01, 
UBD:288D05, Grg:423J05]. Follow NW till you reach an cross 
road. 
Follow the cross road SW until you see a fenced off 
driveway. 
Follow this to the drain. 
Locality: Glenfield 
Region: NSW 
Country: Australia 
To-Do: Check out other drain nearby. 
Found: 2000 Trioxide. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2002-06-30 14:00:00 
Name: Cemetery drain 
Description: Located in Mountain View cemetery. 
Features: The drain runs under a cemetery. Features a slide, 
corrugated 
steel tube, a garden gnome, brick ceilings, an odd 90 
degree 
turn, then shrinking to about 3.5 feet tall. 
Access: 5000 Piedmont Avenue Oakland, California 
(37.8316241999914, -122.237008810043) 
Locality: Oakland, CA 
Region: FL 
Country: United States of America 
Vater Level: Dry 
Cond: A lot of graffiti at the start. But graffiti disappears as 
the 
tunnel shrinks. 
Found: Various, Listed by Dodger, 2016 
Rating: 3.5/9 4.0 
Created: 2016-05-26 07:09:36 
odified: 2016-06-01 12:58:31 
Name: Centennial Park #1 
Description: Drain, 5.5' round entrance, leading N. 
Features: No change for a long way, then 4'h x 8'w rect. 


Access: 


Locality: 
Region: 
Country: 
To-Do: 
bends. 


Notes: 
causing 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Access: 


Locality: 
Region: 
Country: 


Nearby: 
Pond. 


GPS:56H 


open. 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
10'h. 
Access? 
and 


Locality: 
Region: 
Country: 


Water Level: 


Water Level: 


9,UE: Cnr Darley Rd, Alison Rd, in Centennial Park 
[Sw:298B14/077B14, UBD:256N10/020K03, Grg:376H10]. 
Centennial Park 

NSW 

Australia 

One side dammed off and dry, (heading SW? and down) with 


Looks fairly old but where the hell does this go?. 
Need a skate board or something to follow this without 


thighs to explode. 
1992 Diode. 

0.5750 

1995-12-31 13:00:00 
2004-09-19 14:00:00 


Centennial Park #2 

Backbreakingly low drain, 4'h x 8'w entrance, leading W. 
9,UE: Drains into Busby's Pond, near Lang Rd entrance 
[Sw:298A10/067A10, UBD:256M06/016H11, Grg:376G06/021C12]. 
[GPS:-33.897825,151.228345] 

Centennial Park 

NSW 

Australia 

Dry 

Low short 41m drain that connects Duck Pond to Willow 


[Sw:298D12/077D12, UBD:256008/016015, Grg:376K08/021K15, 


336978 6247199, XED, XNL, XWPT]. The Duck Pond end is 


1992 Diode. 

0.5/5.0 

1995-12-31 13:00:00 
2004-09-19 14:00:00 


Centennial Park #3 
5'6" rect drain with a huge 5' deep GPT at its entrance. 
Walkways at side of drain, gives the illusion of being 


9,UE: Outlet on W side of the Park, near cnr of York Rd 


Queen's Park Rd [Sw:298F11/077E11, UBD:257A07/025B13, 
Grg:377A07/022B13, GPS:-33.8988795717,151.240338632]. 
Centennial Park 

NSW 

Australia 

Boat 


Nearby: 
6247199, 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
4'h, 


Features: 
window of 


Access: 
Musgrave Ave 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Golf 


Features: 
round. 


twins. 


Access: 
of 


Grg:376F09]. 
Locality: 
Region: 
Country: 
Found: 


Unnamed outlet into Willow Pond [Sw:298D12/077D12, 
UBD:256Q08/016015, Grg:376K08/021K15, GPS:56H 336978 


XED, XNL, XWPT]. 
1997 Ogre. 

2.0/5.0 

1995-12-31 13:00:00 
2004-09-19 14:00:00 


Centennial Park #4 
The Net. 
Network of old and newer drains under Queens Park. Mostly 


but plenty of standing spots. 
Some sandstone walls, interesting tree root formations. 
Occasional ducks who accompany explorers. Nice viewing 


passing cars. 
9,UE: SE cnr of Centennial Park. 


In canal, near cnr 


and Avoca St [Sw:298G12/077G12, UBD:257C08/025E15, 
Grg:377C08/022E15]. 

Centennial Park 

NSW 

Australia 

Ankle 

1997 Ogre. 

0.5/5.0 

1995-12-31 13:00:00 

2004-06-24 14:00:00 


Centennial Park #5 
Drain flowing out of Centennial Park, Towards Australian 


Course. 


Starts as three 3' squares, quickly changes to one 6' 


Changes to redbrick round, redbrick loaf then 5' square 


Ends under Roma St Kensington. D/s is Eel Pit. 
9,UE: In canal flowing out of lake, adjacent to Nth end 
Alison Rd. [Sw:297R13/076R13, UBD:256L09/020F01, 


Centennial Park 
NSW 

Australia 

1997 Ogre. 


Rating: 
Created: 
Modified: 


Name: 
Description: 
Creek. 


Features: 
Access: 
the 2nd 
left. 


#9: Erina Ck 


Locality: 
Region: 
Country: 
Care: 

Vater Level: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
spanning 


Features: 
kids 


cars 


Access: 
There are 


local car 
Ooglegay 
Locality: 


Region: 
Country: 


0.5/5.0 
1995-12-31 13:00:00 
2004-06-24 14:00:00 


Centre Waste Management 
Drain from utillity tunnel under Erina Fair to Erina 


TEL=400m. 
Possible access point to Centre Management. 
0,UE: Enter Erina Fair Carpark from Terrigal Drive. At 


round-a-bout (past McDonalds), go into the garden on your 


Walk down towards McDonalds. Large Grill in ground. 


[Sw:NDR, UBD-CC:088L08, Grg:NDR, 
GPS:-33.4341341582,151.396843388]. 
Erina 

NSW 

Australia 

Erina Fair security are FUCK'n C*NTS. 
Maybe a trickle 

2004 Dayv. 

OV 5/520 

1995-12-31 13:00:00 

2006-04-11 14:00:00 


Cessnock Supporters 
Cessnock Snake 
Extensive open air and underground storm water drains 


Cessnock and its smaller surrounding suburbs. 
Snakes, Trolley, Miniature golf course (man made, possibly 


on school holidays, next storm and its gone) You can drive 


into this!! Covered areas to extend car parks 
Stephen st Cessnock West Car: William st Cessnock West 


too many to list, If parking, Park a street away or in 


parks in town, then head to drain. Look up Cessnock in 


or Ixsay Iewervay and explor ntries via satellite 
[GPS:-32.83430827354381,151.34352564811707] 
Cessnock 

NSW 

Australia 


Care: 
Eek!: 
Water Level: 
To-Do: 
finds to be 


BlakJak 


ominous 


end 


edge 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
Access: 


Region: 
Country: 
History: 
changes it 


Found: 
Rating: 
Update: 
flooded RCP, 


Update: 


Created: 
Modified: 


Dorothy Laver 


Snakes 

In plain view 95% of the time 

Dry - Death 

Drive car in. Needs to be small. Explore it all, More 


had. 


UPDATE 2011, Meekrat, Chameleon, 


Bastion, Scarecrow and 
drove through the drain at speeds exceeding 65km/h in an 


black jeep. 
Made it the entire way down the left branch from the lower 


and back again. 


And use the 


NEW TO DO: Organize a car race, Grease lik 


of the canal as a driveway. 
2009 Goretex Apr 28 

4.0/5.0 

0000-00-00 00:00:00 
2008-06-30 14:00:00 


(just ask Blakjak). 


Chameleon 

8ft Rep, nice shape changes early on, but gets boring. 
First room. 

Follow creek that runs between Glen Iris Wetlands & 


reserve against the flow. [Mel:59K-10] 

VIC 

Australia 

Chameleon was named by Woody because of the amount of 


has in the first few minutes (?). 

1989 Sloth/Woody 

29169 2-0 

2016-07-02 01:49:13 (Iso) - Update Description: 8 ft 


changes to 4 ft rectangle after a waterfall 100 m in. 


2016-07-02 01:48:20 (Iso) - Update Water Level: Waist. 


1995-12-31 13:00:00 
2005-12-31 -13:400:700 


Charity Creek 


Description: 


of. T 


branches, 


Access: 
Rd 


entrance 


Grg:311E01, 


UBD:192016, 


Locality: 
Region: 
Country: 


Water Level: 


Good under-rail tunnel, short open creek, 7' rect (eels), 
flattened round, 6' side rounds with lots of turns and 
waterfall in side drain, large chamber under Victoria Rd. 


TEL=800m. 
0,AE: Creek next to independent petrol station, Victoria 


[Sw:254P12, UBD:193F16, Grg:281F16, 
GPS:-33.8104547119,151.094081235, XED, XNL, XWPT]. 
3,UE: Big grille, in TAFE carpark, Rhodes St, right 


boom gates [Sw:254N13, UBD:213E01, Grg:311E01]. 
5: Meadowbank TAFE carpark [Sw:254N13, UBD:213E01, 


GPS:-33.8121726371,151.09147206, XED, XNL, XWPT]. 
7: Bank St, near Meadowbank station [Sw:254H12, 


Grg:280K16, XED, XNL, XWPT]. 
[GPS:-33.814469,151.089635] Outfall 
Meadowbank 

NSW 

Australia 

Slimy-Ankle 


Notes: 
for 


Nearby: 
River. 
Found: 
Rating: 
Update: 


Created: 
Modified: 


Name: 


RHS has 


LHS 


RHS 


Description: 


Side tunnel in this leads to Soylent Green. S 


also entry 


"Unpadded Room". 
*Course: (Unpadded Room) == Charity Creek ==<Parramatta 


1990 Dougo/Melb Clan. 

4.0/5.0 

2011-03-02 13:00:00 (Fl@sh) - -33.814469,151.089635 
Outfall 


1995-12-31 13:00:00 
2011-03-02 13:00:00 


Charles Hackett Drain 
D/S two Large 6Ft RCPS, as you get closer you'll see the 


been bricked up! (Acts as a GPT for the LHS) and the the 


after 1Metre changes to 4Ft! 
TEL = 280 


Traveling further can you see how they have segmented th 


drain for multiple GPT's, dirty dirty water. 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


History: 
To-Do: 
or 


Found: 
Rating: 
Created: 


cool looking litter trap 

Stairs leading down to the RCPS 
[GPS:-33.767711,150.768605] 
Charles Hackett Dr St Marys 


closest Side street 


The Kingsway, St Marys 

St Marys 

NSW 

Australia 

It's St Marys - be out by sundown. 


Wolfs Intel 
Drink the GPT water, 


die. 


GHOST / WHAT - 
0.5/5.0 
2011-03-27 13:00:00 


2011 


you'll either be stronger then ever 


Name: 
Alternate: 


Description: 


section 


5foot 


Features: 
except for 


two 
section 


Access: 


Clarendon rd, 


creek 


vegetation, 


would 


Chastity belt 
(Upstream) Alpha Sierra. 


An 8 foot rcp that turns to 6 foot after 40metres, 


6foot 


is approximately 200metres in length which then turns into 


knee deep section. 
MPL=300metres 


TEL= unknown 
8foot entrance is always nice, 


old shit at the entrance. 


relatively graff free 


gutter grills which give lovely natural 


(during daylight). 


8 and #10 


Access is an absolute bitch, in between 


Peakhurst (-33.957535, 151.049844) 


which at this stage is ridiculously overgrown with 


About 200metres in there are 


lighting in that 


- Is an open natural 


times the bougainvillea and bamboo ar 
name). 

There ar 
47 Jacques avenu 


gutter grills near and opposi 
Riverwood (-33.95876 


provide access and exit points. 


impenetrabl (henc 
te 
9, 151.053441) that 


Locality: 
Region: 
Country: 
Care: 

in view 


iets in 


neighbors. 
Eek!: 


5foot 


Cond: 
To-Do: 
the 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


Features: 
redbrick 


chimney, 


Access: 
#2:Inlet in 


#3:RMH in 
#4:Grille 
#5:Inlet 
tiny 
shifter 
below), 


Locality: 
Region: 


Vater Level: 


Riverwood 

NSW 

Australia 

Gutter grill entry and exit points in Jacques avenue are 


of Riverwood police station. 
Daytime entry 


through Clarendon rd is recommended because of the fact 


between houses and torch light might be seen by the 
Spiders, eels, thorns and snakes. 
Police 

station 
Knee deep in creek heading in. 


Was knee deep in upstream 


section. 
Excellent 
Follow further upstream under peakhurst park and pray to 


drain gods (the one and only God) that it opens up. 
DB aka The Drain Bandit 2016 

257520 

2016-09-06 06:29:36 

2016-10-31 22:41:48 


Checkmate 

Vooloongabba Darkie 

Stormwater drain 

Entrance with the namesake. Two sets of twin arched 


tunnels 5m apart, joining gaps, numerous big grilles, 


flaps, topside exit 
1:Outlet on creek near bend in Lerna Ave, W'gabba 


council yard, cnr Jurgens & Walker St W'gabba [160 C20] 


ditch in middle of freeway near Ipswich Rd [180 B1] 


behind shops in Morrisey street off Ipswich rd [180 B2] 


6:Grille in 


under train lines near PA hospital [180 B3] 


canal between trainlines and O'Keefe St [180 B3] May need 


for this. #7:Hole in bottom floor of Novelty Shop (see 


may be gone. [180 B6] 
Woolloongabba, Buranda 
QLD 


Country: 
Eek!: 
that are 


Water Level: 


Australia 
Need more than one person to open heavy concrete flaps 


in room near end. 
Tidal Knee-Swim at #1, mostly dry otherwise 


s 


[o-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 


road. 


Locality: 
Region: 
Country: 


Water Level: 


Go further than novelty shop exit 

1997 Azza (re-found by Green & Illon 2002) 
4.5/5.0 

1995-12-31 13:00:00 

2005-08-09 14:00:00 


Cheesegrater 

Huge 14' bifurcated drain. TEL=300m. 

Huge structural support, in roof of large room. 

0: River Rd W btw Arthur St & James Ruse Dr [Sw:253D16, 
UBD:211K04, Grg:308K04, [GPS:-33.816713,151.021125]. 
1-#4: Grilles (any of the 4) in industrial estate across 


9: Parramatta River [Sw:253D15, UBD:211K03, Grg:308K03, 
GPS:-33.8149425165,151.021828747, XED, XNL, XWPT]. 
Harris Park 

NSW 
Australia 

Tidal, Boggy-Knee 


Nearby: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


access) 


explore 


*Cliff Ck Course: Hassall St == Why Hasn't This Been Found 


Cheesegrater ==<Parramatta River. 
1998 Mr India. 

3.0/5.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Cheltenham steps 
Drainenham 
A short but sweet drain under the rail-line. 


Twin 5' RCPs under the rail line (upstream from 


and twin 4' RCPs leading under the road to the outfall. 


The retardation basin (outfall) on the 
eastern side of the road is very wet, but you can easily 


the whole thing without touching a drop of water. 


graffiti. 
Features: 
featuring 
if you 
top and 


room is 


sounded 


Access: 
below 


the 


is in 


Locality: 
Region: 
Country: 
Care: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


TEL=203m. 
Features: 
sections. 


Midway, 


Vater Level: 


One star because of the grille-rooms, but 
otherwise pretty average. 


Upstream 


room is untouched, however downstream room contains 


MPL=50m. TEL=80m. 
The main feature is the upstream large grille-room, 


person-height steps leading north. You can climb the steps 


so choose. If you really want, you can squeeze out at the 
walk along the new canal inside the rail corridor. This 
untouched. 


Also a short (5m long) 
black plastic pipe leading into this room (yawn). It 


funny walking in it. 
Lift the section of grille with plastic-coated step-irons 


it at [GPS:-33.758518, 151.081306]. You may need to pivot 


fasteners near the hinges. 


Alt 
access upstream [GPS:-33.758647, 151.080850], however this 


a live rail corridor. 
Cheltenham 

NSW 

Australia 

Don't fall down the steps. 
dry 
Aydun, 2016 

1.0/5.0 

2016-02-27 03:23:13 
2016-02-27 05:21:21 


ChickenPox 
Massive inverse parabolic stormwater drain (15'). 


Drain alternates between clear and turbulence-blocked 


entrance. 


(zal 


Rather good graffiti can been seen at the 


there are two metal boxes at the top of the tunnel. BDID. 


Access: 
Freeway, 


to drain 


#0, Other side 


Locality: 
Region: 
Country: 
Water Level: 
Notes: 

to the 


Nearby: 
Found: 
Rating: 
Update: 
topped 


along 


of 


around 


Chickenpox and 


Created: 
Modified: 


Name: 
Description: 
a 

in the 


access 


weeds 


9,UE: Around fence and down service road parallel to F3 


cnr Burdett and King Sts until it dips. Follow track LHS 


[Sw:215F04, UBD:133P16, Grg:192D16, 
GPS:-33.7009953835,151.117488638]. 
of F3, in bush 
[Sw:215G04, UBD:133016, Grg:192E16, 
GPS:-33.702484755,151.118772371, XED, XNL, XWPT]. 

Hornsby 

NSW 

Australia 

Shoe 

ChickenPox is the "“odd-man" of all 3 Poxes. The water runs 


West, and it has the churn blocks. 

Its sisters: CowPox & CuttlefishPox. 

1995 Pied Viper/4 Stooges. 

4.0/5.0 

2015-04-26 14:00:00 (Scarecrow) - There is a new RMS fence 


with barbed-wire at the corner of King and Burdett. Access 


the service road is no longer a walk-in. Gate contains a 
multitude of padlocks for various services. 


Alternate access is from the end of the pathway at the end 
Coonanbarra Rd (other side of the freeway). 

There is also Sydney Water 'Odor Reduction' work happening 
Magic's. Temporary site huts are located between 

Magic's (April 2015). 


1995-12-31 13:00:00 
2015-05-18 14:00:00 


Child-Catcher / Icky Sump 
Filthy sump, followed by 200m of 4’ & 3’ rcp leading into 


12’ tall chamber with a ladder leading up to a heavy steel 
grate in the middle of Sterling Cct, Camperdown. 2 bends 


RCP capped with manholes - the less disgusting means of 


for the future explorer. These must be somewhere in the 


outside the perimeter fence of the early 2000’s housing 


Alexandra 


and 


from 
turned 
97 


portals. 


cage is 
orifice, 
cavity is 
feeding 
only a 
Cats 
Features: 
still up 


Access: 
canal 


emptying 


from 


beyond 


Sterling 


Locality: 
Region: 
Country: 
Care: 

is 


new 


Eek!: 
trash, junk 


development topside, on the former site of the Royal 


Children’s Hospital. This was demolished in the mid 90’s 


the land gradually re-developed. A large cavity below the 
northernmost bend of Sterling Cct may have been left over 


the time when this was a 100-yr old hospital. Not so as it 


out - rather this is a twin cinderblock-walled chamber - 


tall and 20’ wide, divided by a wall with rectangular 


Access is blocked by two 9’ cages designed to trap garbage 
coming into the downstream section of the drain. The left 


bent out by the force of the water to form a foot-wide 


which is unfortunately not wide enough for passage. The 


about 20m long with circular pipes on the other side 


water into it. If the place was flooded with children, 
trickle of the smallest ones would fit through this hole. 
and dogs may do better, but since this was a children’s 


hospital, the location is christened “Child-Catcher.” 
Hard-core access, the big chamber, possible old section 


ahead. 
Next to the Orphan School Creek outfall in the wall of the 


- 4' RCP leading to the Icky Sump. 2 guys with buckets, 


out the sump to get underneath the buffer. We got it down 


ass-level to knee-level in about an hour, but the manholes 
further upstream are a better idea. Access to the chamber 


the cage is through a 3' pipe underneath a gutterbox in 


Cct in full view of paranoid residents. 

Camperdown 

NSW 

Australia 

The housing development is private property - Stirling Cct 


well-lit and in full-view of dozens of apartments with big 


windows. Security, cars going over the grate in the road. 
That fucking sump! It's full of evil crap - oil, mud, 


and garbage. Also: leeches (apparently). 


Water Level: Waist - Ankle 


Cond: brand-new 

History: Possible old section left over from the Royal Alexandra 
Children's Hospital. 

To-Do: Get into the big chamber & parts beyond. 

Found: 2007 Loop / EvilJ / Alone 

Rating: 1.0/5.0 

Update: 2010-01-09 13:00:00 (Scarecrow) - To Do: Get into the big 

chamber 


& parts beyond. DONE. 


Also, this is probably the best worst drain in Sydney. 


Should be 

rated higher. 
Created: 1995-12-31 13:00:00 
Modified: 2010-01-10 13:00:00 
Name: Chim Chimney 
Description: Long stoopy round redbrick drain. 
Features: Old redbrick, lots of high manhole "chimney" shafts. 
Access: Climb through outfall at the bottom of the back garden of 
units 

at 56 Thorn Street. [GPS: -27.475865,153.040745] 
Locality: Kangaroo Point 
Region: QLD 
Country: Australia 
Care: Climbing down to the outfall is very slippery. 
Water Level: Shoe - Ankle 
Found: Audacia, Spoz and Hijynx - 2012 
Rating: 4.0/5.0 
Created: 2013-10-08 13:00:00 
Name: Chimney 
Description: Short drain. TEL=198m. 
Features: Unusual exit/entrance, 6'. 
Access: 0: Twin grilles, N side of Parramatta Rd between 


Gallipoli St & 


Bachell Ave. Behind fence, base of M4 embankment 


[Sw:274C12, 

UBD: 232K04, Grg:340E04, GPS:-33.8543776171,151.06124328]. 
#9: Go 

around the other side of the M4 to the canal, but you'll 
need a 

few milkcrates to get yourself out. 
Locality: Lidcombe 
Region: NSW 
Country: Australia 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Twin grill 


les may hav 


1998 Hatchet. 


2.0/5.0 


1995-12-31 


13:00:00 


2004-09-21 


14:00:00 


been r 


placed. 


Name: 
Alternate: 


Description: 


land 


10'h 


4'w 


Access: 


Chisov 
Chisov 


Rubolution 
Rezonuniblool 


lution. 


A clear demonstration of drain evolution through modern 


rezoning for unit bl 


rect, 


0,UE: 


[Sw:256N07/081aN07, 


UBD:195G11/023D12, 


then short 6'd RCP, 


deep throat. MPL=80m. T 
Pathway between 


33.8005137388,151.177860825]. 


D/s is 


between 


the 


going down 


the 

The 

ppl...) but 
however, 


At bottom 


of hill, 


9'h chamber. 
t via DEV under High School oval into Swaines Ck 


9,AX: Exi 


[Sw:256 


08, UBD:195E12, 


locks. 


GPS:-33.8027739434,151.172779285, XED, XNL, 


UPDATE 2009 - Fenix: 


Oliver 


turning 


toa 


lowest 


is 


about 10 


Ginger an i found the easiest 
infested. .) 


entry 


Grg:284G11, 


look for grate E. 


followed by 4'd RCP, 


Short 4'd RCP evolves into 50m x 


then 2.5'h 


EL=568m. 
Eddy and Oliver Rds 


GPS:- 


Some waterfalls u/s. 


Grg:284EF12, 


XWPT] or back. 


(and least spider 


to be at the bottom of Freeman Road the road in 


and Eddy. 


On the left going down Freeman Road, 


just before 


circle at the bottom there's a set of stairs 


grassed area between 2 appartment buildings. On 


left of this 


is a large grill th 


section of this can 


xtremely heavy, an 


at looks into the main room. 
be opened 


(by at least 2 


d isn't hinged. There is 


right side 


Swing open 


furtherest 


as the 


up can 


post 


the 


you 


milkcrates at 


couldn't get 


Locality: 
Region: 
Country: 
Care: 
ground 


purchase for 


Eek!: 

Water Level: 
History: 
dTrog 


Found: 
Rating: 
Update: 


all 


though. 


feet away and directly opposite this on the 


as you go 


down, a smallish, light grille that you can 
and prop 

against the fence, that drops down into the 
downstream 

part of the drain that's worth exploring. As far 
whole 

"crates' issue dTrog suggested, the first climb 
be 

achieved by propping the heavyduty road dividing 
that's to 


be found in this section of the drain up against 


corner and 


as long as you have someone to boost you or lift 


in, you 
should be right. We got to a point far upstream 
however, where w 
couldn't go any further and a number of 
this point 
may have saved the day - we saw more but 
atit: 
Chatswood 
NSW 
Australia 


Building now completed. One owner can look down from his 


floor balcony into one end of the chamber. Be a nice 
a CC member - their own drain. 

No step irons on d/s falls. Take three milk crates. 
Shoe. Permanent water flowing 

Explored many years ago by a little dTrog. 


Both drain & 


have definitely increased in size. 
2003 dTrog. 

2.0/5.0 

2010-06-21 14:00:00 
Upstream end grills, 


(Hatsumi) - GPS:-33.800737,151.179117 


the waterfalls to main chamber and tank tracks etc 
don't think anyway has bothered any further u/s of here 


from here you can go all the way down 


Created: 1995-12-31 13:00:00 


Modified: 2010-06-21 14:00:00 
Name: Chlorinated 
Description: Nice network of RCPs. MPL=959m. TEL=959m. BDID. 
Access: 0: Grille across road from Rose Gardens, cnr Park Rd & 
Mileham 
Ave. 


#1: Grilles in Rose Gardens. 

#2: Grille N of oval 

[Sw:232H04, UBD:170N04, Grg:247H04, 
GPS:-33.7447807475,150.991049975, XED, XNL, XWPT] 


#3: Grille S 


of oval [Sw:232G05, UBD:170M05, Grg:247G05, 

GPS:-33.7465550786,150.9898212, XED, XNL, XWPT] 
#9,UE: Windsor 

Rd, opp Roxborough Park Rd [Sw:232F06, UBD:170L06, 


Grg:247F06, 
GPS:-33.7498226075,150.985610551]. There are two drains 


here. 
Chlorinated is the one closest to R.P.Rd. 
Locality: Baulkham Hills 
Region: NSW 
Country: Australia 
Water Level: Shoe (UE and #2-#3) 
To-Do: Take in a shovel to clear out the weed dam under the Pool 
so an 
intrepid explorer can avoid getting his feet wet. 
Notes: Smells like chlorine. Waste water from a Public Swimming 
Pool 
uses this drain. 
Found: 1999 Trioxide. 
Rating: 2407/540 
Created: 1995-12-31 13:00:00 
Modified: 2006-09-10 14:00:00 
Name: Chompino 
Alternate: Nutty Chops 
Description: 5ft rectangular box bending up hill in Allambie Heights. 
3ft side branch rcps. 
MPL 250mtrs 
TEL 350mtrs 
Features: Small side branch to capped rcp with GBG. 
Grill rooms. 
Vaterfall at downstream entry. 
Access: Opposite 62 Owen Stanley Ave Allambie Heights. 
Enter downstream here: 
[GPS:-33.760563,151.250398] 


Locality: 
Region: 
Country: 
Water Level: 


Exit same way or by GBG's. 
Allambie Heights 

NSW 

Australia 

Slimey - Shoe 


Cond: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
It was 


Begins as a 
100m or 


tall 


too, kinda 
5 lO? -6r 
SiO" 
several 
fully 
more 

the 
Features: 
and 
sections (See 
one 

that 

across 


Access: 


between the 


Clean 

Open grills 
Fl@sh 2010 
2.0/5.0 
2010-06-04 14:00:00 


in grill room for exit. 


Chopped Liver 
Liverpool Trunk Drainage 
This is the main drainage network for the 


Liverpool CBD. 


built 


in 2015 with TBM's and pipe jacking techniques. 


6.8' RCP outfall into the Georges River and heads in for 


so before reaching a decent ''circle' shaped room with a 


manhole shaft which is pouring out water (quite loudly 


freaky). It then splits of into two drains. The left is 


so, the other is around 4ft and curves off quickly. The 


tunnel head for several hundred metres and splits off 
Didn't 


times upstream 'till it shrinks away to 3ft or so. 


explore all the smaller side tunnels, though may be some 


decent bits to this I suspect. Several 3' & 4' ones along 
way. 
Several "Rounded" rooms (a few square ones too), TBM rock 


sections and floors (especially it some junction rooms) 


swirling patterns on some of the upstream concrete 


pic). Several slides, pretty tall manhole shafts in parts, 


acting as a lovely waterfall feature, many street grills 


need to be sussed from above, as one had car shadows going 


Ets 
Head down to the old bridge and weir here: 
[-33.9250318,150.9279817], then bash through the bush 


river and the railway fence until you reach the outfall 


here: 
[=33%:9230:332, 15029295025)". 
Enter 
the drain. 
Locality: Liverpool 
Region: NSW 
Country: Australia 
Care: The way to this drain is very overgrown, wear long pants, 
watch 
for rail staff etc. 
Eek!: Car shadows going across street grills, open with caution. 
Vater Level: Dry to shoe. 
Cond: Looks new enough to me, no evidence of prior explorers of 
any 


description either. Very clean drain. 
History: Some pics of the building of this drain here: 

[LINK] (http: //www.botharboring.com/key-project/liverpool- 
cbd-trunk-drainage/) 


To-Do: Explore all this side pipes, and find and explore the 
other 

drains in the area. Have a few interesting looking GPS 
points I 

may add into comments. 
Notes: Originally chucked in intel by Lb, but was on my watch 
list also. 
Found: 2015-17 Lb, DC and Cactua 
Rating: 33.59/53 4.0 
Update: 2017-02-25 14:53:52 (Ratter) - Update Access: Hinged steel 
gutter 


grille at SW cnr Moore & Macquarie St [- 
33.922572,150.923521). 
This is at a pedestrian crossing - watch and wait for the 


lights 
to change before you lift the grille. 
Created: 2017-01-07 13:16:21 
Modified: 2017-02-15 07:19:54 
Name: Christies Beach Darkie 
Description: 2 x Rectangular, 5ft, flows out. 
Features: Strange entrance, changes to RCP and becomes very boring 
Access: At intersection of Beach Rd & Esplanade North. [UBD: 
185F11]Catch 
741 bus. 
Locality: Christies Beach 
Region: SA 
Country: Australia 
Rating: 1.5/5.0 
Created: 1995-12-31 13:00:00 


Modified: 


Name: 


Description: 


6ft 


across 


Access: 


the- 8Ft 


Locality: 
Region: 
Country: 
Care: 
canals. 


Water Level: 


1994-01-09 13:00:00 


Chullora Drainage 
Starts as an open canal going D/S South come across Three 


corridors going under Hume Hwy Ends in a Marsh. 
Take main Canal back - travel East in the open canal, 
Three more 6ft corridors into 2nd marsh area. Traveling 


the mash see one 8Ft RCP and another 6Ft corridor. 
8Ft'er wasn't followed all the way as the water level was 
reaching around hip with a lot of Decaying matter. 
6Ft'er Enters into a 3rd marsh maybe continues on? 


MPL = 1.2Km 
] 1.0Km 


E] 
Tj 
| 


Hole in Fence [GPS:-33.88896,151.057456] 
Bring rope! - makes it a lot easier getting up and down 


Canal wall. 

1 Worth St 

Chullora NSW 2190 

Chullora 

NSW 

Australia 

You're in SRA Property - Avoid Being seen in the open 


Slimey - Chest 


History: 
door, 
along the 
Hwy and 


To-Do: 
entered 


Notes: 
decaying 


Found: 
Rating: 


Rumor goes - 
"Chullora WWII storage facilities access was from a steel 


bolted into the side of a stormwater drain which runs 


old RTA building in Chullora, it then runs under the Hume 


eventually under the rail workshop." 
Follow system the complete way and travel NORTH once you 


the first open canal and find the Door! - If it exists! 


the 8Ft'er RCP get very unpleasant with about 30cm of 
matter. 


DIODE GHOST WHAT 2010 
20/50 


Created: 


Name: 
Description: 
Access: 

282 


Locality: 
Region: 
Country: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
oviform 


Ltt 


Access: 
[Mel:1laG-11] 


Region: 
Country: 
Care: 

Water Level: 


2010-07-18 14:00:00 


Church 
5ft RCP 
South bank of River at end of Church St. [UBD:107L3] Catch 


bus. 
Campbelltown 
SA 
Australia 

125/540 

1995-12-31 13:00:00 
1994-04-11 14:00:00 


Old drain that runs under Melbourne CBD. 
8ft rect outlet, becomes 8ft arch, splits to large brick 


and arch tunnels. Has old gates, becomes much bigger, 10- 


high. Runs under Elizabeth St. 
Near footbridge on the north bank of the Yarra River. 


Valk along ledge to get in. 
VIC 
Australia 
Do at night, try to avoid being seen. 


History: 
Nearby: 
Bridge 
Found: 


Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
river, 


Features: 
the 


Tidal, do at low tide, knee deep 
New entrance built in early 1990's 
Bobs, Melbourne, Ruscos Bridge, Shrine Cavities, Swan St 


1988 


Barnes/Cannibal/Cobra/Dougo/Gilligan/Rusco/Sandman/Sloth/W 


4.5/3.0 
1995-12-31 13:00:00 
2006-02-28 13:00:00 


Claisebrook 

CMD (Claisebrook Main Drain) 

The largest system found in Perth to date. Once an open 
Claisebrook has long since been buried. MPL=3km+ 

Large box culvert section, similar to gobbledox, runs from 


GPT 

outlet 
round red 
brick pipe 
Junction 

a 


Access: 
Glyde 


situated 


the 


entering 


Locality: 
Region: 
Country: 
Care: 
sections. A 


have 


couple of 


level 
Darkie, in 


upstream 


Eek!: 

river. 

Water Level: 
Cond: 
History: 
from 


Lagoon 


tributary of 


original outlet to the modern day Claisebrook Cove. Unique 


and Pumping equipment at far downstream end. The original 


from when the river was buried in the late 1800s - a 3m 


brick pipe. Shape and size changes - a lot of 8ft red 


and 6ft red brick pipe upstream. Interesting side pipes. 


rooms and splits. Old chains, bolts and latches. You're in 


buried river - feel her flow - she's a beauty! 
1 . Open rectangular manhole off Brook street (opposite 
street) [GPS:-31.952060, 115.875230] - This manhole is 


close to two others, the round manhole leads to a sump and 


other rectangular one close to the road is a sewer. It is 
recommended to use Hi-Vis and witches hats/barriers if 


during the day. 


2. Padlocked 

access hatch to far downstream end GPT/Pumping equipment 
[GPS:-31.952213, 115.877737] 

East Perth 

VA 

Australia 

The flow of water is quite strong and deep in some 


few potholes in the red brick sections. No emergency exits 


been found to date. Do not do after rain - give it a 


days. There is believed to be a weir to control the water 


of the lake in Hyde park, similar to the one in Perth 


the Northbridge branch (right hand pipe) at first major 
junction room. 


Don't fall into the GPT pit! You'll be sucked out into the 


Shoe-knee / Death 
Excellent. Untouched. 
Claise Brook was an ephemeral fresh water stream which ran 


Irwin and 
Tea Tree 


Lake Monger through Lakes Georgiana, Sutherland, 
Kingsford, and drained down Wellington Street to 


at what is now known as Claisebrook Cove. Another 


Square), 
at Water 


To-Do: 
Explore to 


Found: 
2016 
Rating: 
Created: 
Modified: 


the drain ran from Lakes Thompson and Poulett ( 
through Stones Lake (Perth Oval) 


Street (now Royal Street). 
Check out side pipes. 


the end. 
Cave Clan 


5.0/5.0 
2017-01-04 01:18:04 
2017-01-20 12:54:57 


Birdwood 


to join the main stream 


Find alternative access points. 


- First explored by Delo & Tyger December 18 


Name: 
Description: 
favourite. 
Features: 

of 


rectangle, go 


you are 
about 


Plenty to 


Access: 
Moonee 


large 


Locality: 
Region: 
Country: 
Water Level: 
Nearby: 
Bridgerooms. 


Found: 
Rating: 
Created: 
odified: 


Clantomb 
10' dia drain emptying into 5 Mile Creek Canal. 


Large rcp outlet, becomes a large mummy tunnel 


stairways. 


splitting to a 7' and 5' 


up a slide to a 5' rcp. 


It wil 


in the mood for a long walk underground. 


90 minutes to do the whole tunnel (all over 1.7 


see along the way including the ‘Piss Holes’ & 
Graf’ from the 1960’s. It’s 
Just north of the Albion St bridge on the east 
Ponds Creek. Jump down into 


rcp entering the canal from 
[GPS:-37.756678,144.934650] 
Brunswick West 
VIC 
Australia 
Feet 

Camos tomb, 


the right. [Mel:29A- 


5 Mile Ck, Dawson, Dean and Brunswi 


Eek: Footage of this drain in flood is scar 
1987 Dougo/Sloth/Woody/Banger 

0.0/5.0 

1995-12-31 13:00:00 

2006-02-28 13:00:00 


Changes into a large concrete rectangle, 
rcp. These rejoin at a 6' 


This drain is a good one 


Old CC 


with lots 


before 


to do if 


l take you 
m high). 


‘Drainiacs 


fun getting out too. 


bank of 


canal and head upstream to the 


4] 


ck St 


y! 


Name: 


has 


throws 


Notes. 


section. 
Access: 
bushes, 


RCP, -OT 


Locality: 
Region: 
Country: 
Notes: 
"Mr 


Nearby: 
River. 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
sand, 


St, 


Access: 
UBD:237C13, 


#9: E end 


XNL, 


Locality: 
Region: 
Country: 


Description: 


Water Level: 


Clippings 
Two 6' round drains, with 40m gap in between. U/s entrance 


backyard fences abutting, one of which has an owner who 


his grass clippings into the canal. Toss them back or see 


D/s section has bats. MPL=405m. TEL=405m. Excludes open 


5,UE: President Ave, 80m E of North West Arm Rd, in 


[Sw:354L13, UBD:333C05, Grg:491C05, 
GPS:-34.0373418698,151.081131177]. Head upstream for u/s 
downstream for d/s RCP. 

Gymea 

NSW 

Australia 

Write a letter to, or subscribe to junk mail on behalf of, 


Grass Clippings, 74 Hotham Rd, Gymea". 
*Dent's Ck Course: Captain GPS == Clippings ==<Hacking 


1997 Diode. 

0.5/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Clogged Clam 
A Covered canal drain. MPL=479m. TEL=600m. 
10' entrance with black metal bracing on roof, lots of 


encrustations in their millions, big chamber under William 


two 5'5 branches, graffiti from construction in 1950's. 
0,UE: Cnr Kaiora & Leura Sts, [Sw:298G01/067G01, 


Grg:347C13/014E10, GPS:-33.8775218847,151.245037235]. 


Double Bay beach, [Sw:278G19/057G19, UBD:237C11, 
Grg:347C11/014F06, GPS:-33.8733470604,151.24631196, XED, 


XWPT]. 
Double Bay 
NSW 
Australia 

Tidal, Shoe-Waist 


Notes: 
Nearby: 
Clogged 


Clogged Clam begins after Havyatts but ends before it. 
*Course: Mass Extinction == Vault Drain == Havyatts/ == 


Clam ==<Double Bay. 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
Access: 
ountain 


Region: 
Country: 
Vater Level: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Coalcliff. 
Features: 

is near 


next to 


the other 
clamp 


Access: 


landscaped at 
mouth of 


u/s 


is under 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Notes: 


1997 Siologen. 
3.0/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Tomb 

rcp. 

few good exits. 

at the northwest corner on the intersection of 


Clown's 
2 X TE 
Quite a 
Located 


Highway and Bayswater Road. [Mel:64G-3] 
VIC 

Australia 

Ankle deep pit 

25/50 

1995-12-31 13:00:00 


2006-02-28 13:00:00 


Coalcliff 


Large concrete arch drain, under mine tailings dump at 


Huge, flat floored. Slopes, has two slides, one of which 


5m high. Entrance also has two 5' dia steel drain exits 


One is 


it, but they are difficult to enter. very steep, 


is just plain awkward to get into. Could be done with a G 


and rope. TEL=498m. 

9,UE: Stoney Ck at Lawrence Hargrave Drive 
UBD-Wg:016L02, Grg-Wg:016F03, Outfall- 
[GPS:-34.245732,150.972866]. Has apparently been re- 


[Sw:NDR, 


outlet, incorporating a large deep pool, right at the 


the tunnel. Access may now involve finding a way up to the 


inlet. 
To reach inlet, 


walk up the hill to the Cokeworks. Drain 


the rail bridge [GPS:-34.245369,150.968322] 
Coalcliff 

NSW 

Australia 

Need rope for first slide. 

Shoe 

To cross the pool at the bottom either swim or boat. 


Found: 1993 Diode. 


Rating: 5.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-01-25 13:00:00 
Name: Cobra's Tomb 
Description: 3 x 8ft rectangles, lead from the most d/s end of Elster 
ck canal 
to the beach. 
Features: Nice view of the beach at the d/s end. 
Access: On the east side of New St opposite Bent St. [Mel:67E-4] 
Region: VIC 
Country: Australia 
Care: Drain often honks of seaweed. 
Water Level: Do at low tide 
Nearby: Tommy's Hole, Blades and Underworld. 
Found: 1987 Blade/Cobra/Dougo/Sloth/Woody 
Rating: 2737540 
Created: 1995-12-31 13:00:00 
Modified: 2006-02-28 13:00:00 
Name: Cocaine 
Description: Mostly 5.5ft RCP. Bends. TEL=328m. 
Access: 9,UE: Cockayne Park. Park at the end of Facer Ct 


[Sw:212F19, 


UBD:150L15, Grg:217F15]. Look for creek and you will see 
the 
outfall within 30m of the cul de sac, at 
[GPS:-33.7324086639,150.987118831]. Liftable swing grill 
here, at 
[GPS:-33.732525,150.987087]. 
Locality: Castle Hill 
Region: NSW 
Country: Australia 
Eek!: Bats and possible bat colony. 
Water Level: Shoe at entrance 
Found: 1998 Pandaman 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-10-16 14:00:00 
Name: Cocaine East 
Alternate: Cocaines Older Brother 
Description: 7ft RCP drain in Cockayne Reserve that shrinks moderately 


in size 


at each manhole chamber, becoming 6ft, 5.5ft, and finally, 
splits 
into a 4.5ft, 3ft and 2x 1ft RCPs. 
Access: 0 Outfall, at [GPS:-33.73329,150.99047], outside 45 
Middleton 
Avenue. 
Park along Middleton Avenue, where possibl Otherwise, 
park 
along the western end of Ashford Ave, and walk south 
towards 
Cockayne Reserve. 
1 Manhole, at [GPS:-33.733289,150.99056], outside 45 
iddleton 
Avenue. 
2 GBG, at [GPS:-33.733348,150.990713], outside 48-50 
iddleton 
Avenue. 
3 Manhole, at [GPS:-33.733413,150.990989], outside 50 
iddleton 
Avenue. (Unconfirmed above but seen from below -Red). 
4 GBG, at [GPS:-33.733829,150.992101], on western side at 
the 
southern end of Fishburn Crescent. 
5 GBG, at [GPS:-33.733861,150.992178], on eastern side at 
the 
southern end of #6 Fishburn Crescent. 
7 Main passage ends at a junction room somewhere along 
Parsonage 
Road with GBG above. 
Locality: Castle Hill 
Region: NSW 
Country: Australia 
Vater Level: Dry - Shoe 
History: Tags: Predator (1997), Die Sprengrer?, Yoda (1998), Seeker 
(2005), Prowler (Unknown), Funboy (Unknown), Zoo 
(Unknown). The 
latter two may not have been in Cave Clan. 
Notes: This drain seems to have been forgotten, or misinterpreted 
at the 
Cocaine drain to the west. 
Found: Predator (1997) 
Rating: 2.0/5.0 
Created: 2013-08-10 14:00:00 
Name: Cockpump Darkie 
Alternate: Cobbler Creek Darkie, Parawae Darkie. 
Description: 1 JEt RGP. 
Features: Large RCP, big waterfall, cool gutterboxes, and a 
cockpump. 
Access: Under road (on east side), In Cobbler Creek. [UBD:71N03] 


Locality: 
Region: 
Country: 
Care: 
without a 


History: 
lived 


Nearby: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Access: 
corner of 


Sts 
Locality: 
Region: 
Country: 
Care: 
5'6. This 


Water Level: 


Nearby: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 


Region: 
Country: 
Nearby: 
Rating: 
Created: 
odified: 


Salsbury 

SA 

Australia 

Climbing waterfall (bring boat), no way out of drain 


big jump if it rains. 
Cobbler Creek named after Edward Barnet - a cobbler who 


nearby in the 1850s. 

Follow upstream to Air Hangers* + Initiation Darkie*. 
2.5/5.0 

1995-12-37 -1370000 

2003-07-04 14:00:00 


Cockthorpe 
Long 6' RCP changes to unexplored 5'6" RCP. TEL=300m. 
9,UE: 50m up canal from upper end of Ghost Train near 


Water St and Livingston Rd On R [Sw:273316, UBD:231008, 
Grg:339E08]. [GPS:-33.861848,151.038662]. 
3,AX: Via gutter grille near cnr of Cockthorpe Rd & Water 


Lidcombe 
NSW 
Australia 

Presence of gas at upstream section where it changes to 


has been gassy Since before 2009. 
Dry-Shoe 

*Course: Cockthorpe == 
==<Homebush Bay. 

1993 Diode. 

0.5/5.0 

1N995=12-31) 13400400 
2004-09-27 14:00:00 


~ 


Beads) /Ghost Train ==<Haslams Ck 


Coffin 

5ft rectangle, becomes 6ft rcp. 

Various grilles and splits, coffin shaped pit. 

In the tennis courts car park on the southeast side of the 
Boulevard. [Mel:31G-9] 

VIC 
Australia 

Donaldsons ck, Deathstar, Id and Ego's, Glass Ck Triplets. 
2 S730 

1995-12-31 13:00:00 

2006-02-28 13:00:00 


Name: 


Alternate: 
Description: 


Features: 
connect 


Access: 
and 


ave 
small 
State 
opposite 


man 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 
To-Do: 
into 


Found: 
Rating: 
Update: 


right at 


from coin 


starts off 


RCPs 


the 


Vater Level: 


Coin Drop 

Three sisters, Blakjak is a Goose 

Large system of varying shapes and sizes that runs through 
Parkes, Barton and Forrest. MPL=2.1kms 

Waterfalls. Shape changes. A few decent chambers. May 


into the "LecageAuFolles" drain listed by 
Fil in the 90s. 
Closest intersection to the outfall is National Circuit 


Brisbane ave. Lots of street parking along Brisbane ave. 1 


*Very hardcore* Enter the canal in the middle of Brisbane 


before National circuit. 2 - *Hard* Pop man hole near 


square grille in median strip of Brisbane ave just before 


circle. 3 - *Medium* - Pop manhole on top of Gutter box 


DFAT near the corner of John Mcewen Cres. 4 - *Hasy* - Pop 


hole near footpath of Jewish Memorial centre on Canberra 


[GPS:-35.309162,149.133586] 2 [GPS:-35.308716,149.12996] 3 
{GPS:-35.311582,149.130397] 4 {GPS:-35.313557,149.128635] 
Parkes 

ACT 

Australia 

Low for the first Km using entry method one. 

Spiders. Earthworms. 

Dry - Knee 

Untouched - No graffiti 

Unsure. 

Check near Entry method 4 and confirm this system joins 


another that was listed by FiL in the 90s. 
2013 Delo 

2.0/5.0 

2014-05-20 14:00:00 (Delo) - 21-05-2014 Delo 


1. The 4th sister or Cent Slot. This is the pipe on the 


the out fall of this system. It is completely separat 


drop. It does not share any interconnecting pipes. it 


as a low weird shaped 4.5ft before splitting into 3x 3ft 


that meet up in a junction room. From the J room onwards, 


followed 


Folles. It 
access 


right. 


Created: 
Modified: 


Name: 


Description: 


Features: 


Access: 
side 


Rd, 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


long, 
Features: 


Access: 
the 


and keep 


of the 


directions the one I 


pipes split and go in separat 
contained a series of waterfalls. 
2. - Confirmed that system does connect to Le Cage au 


connects via small 2.5 ft high by 3m long rectangle. To 


this connecting pipe use entry 4 and take 6ft RCP on the 


Was flooded/blocked with debris at last visit. 


2013-09-22 14:00:00 
2014-07-22 14:00:00 


Coit 

7ft high brick arch tunnel. 

Lots of rubble, brick and stone protrusions from walls, 
stalagtites. 

At the bottom of a deep steep sided gully on the south 


Fitzgeorge St the park on cnr of Eggington St and Rochdale 


next to flats. [A-Z: 
Collyhurst. 

North West England 
United Kingdom 

Is fed by the turdy flow from Inhospitable. 


95G01] 


Shin 
2004 Siologen 
5 79)0.0 


1995-12-31 13:00:00 
2005-05-11 14:00:00 


Colliery Nonsense 
Large brick arch tunnel about 6m high and around 70m or so 


in Camp Gully. 

Heavily eroded channel down the centre of the floor, short 
(length) brick side-pipes. 

Same access as Watership Down and Lilyvale Tunnels; Down 


driveway for the Metropolitan Colliery, off Parkes St, 
Helensburgh. 
Once at the bottom, stick to the right side of the road 


following it around to the east, along the southern edge 


road 
worn bush 
about 


Locality: 
Region: 
Country: 
Care: 
night. 


holiday. 
Eek!: 
mine 


Water Level: 


grounds. When you get to the large mounds of coal take the 
that goes downwards towards the gully, until you see a 


path down to the creek. Now follow the creek upstream for 


100m. [GPS:-34.188127,150.996212] 

Helensburgh 

NSW 

Australia 

There are mine workers there at all times of the day and 


Don't be seen by them. Probably best to do on a public 


Leeches if walking in the water, slippery rocks, deer, 


workers. 
Slimey - Shin 


History: 
established 


To-Do: 
Notes: 
Down. 


Found: 
OLDJesse, 
Rating: 
Update: 
another 


Update: 


Have no idea what this might have been for, there is 


natural bush above the tunnel. 
Find out why it was built. 
Group lead by Scarecrow who thought it to be Watership 


Everyone was glad to leave and go back to their cars. 
25-04-2010- Bullwagon, Fenix, Ghost, Ginger, Phobic, 


2-0/5 20 
2016-02-03 15:52:03 (Ratter) - Update Notes: There's 


similar (but smaller) drain a short distance downstream 
[-34.1880264,151.001717] 


2016-02-03 15:49:46 (Ratter) - Update Access: GPS 


coordinates are 


Created: 


Name: 
Description: 
TEL=606m. 
Access: 
Grg:338E02, 


#0,UX: Exits in park. 


Locality: 
Region: 
Country: 
Found: 
Rating: 


slightly off - it's closer to [-34.1882338,150.9968957] 


2010-04-25 14:00:00 


Colquhoun Park 
3" x 5' round, parallel drains. Long echo. MPL=202m. 


9,UE: From canal in park [Sw:272010, UBD:231E02, 


GPS:-33.84859939,151.007111378]. 


South Granville 
NSW 

Australia 

1993 Diode. 
0.5/5.0 


Created: 
Modified: 


Name: 
Description: 
Features: 
Access: 


Locality: 
Region: 
Country: 
Water Level: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
under 
waterfalls 


end of 


Access: 
[Sw:235F05, 


1995-12-31 13:00:00 
2004-09-04 14:00:00 


Colyton Triplets 

3 RCPs 4-5'h with side RCPs. 

Interesting Bunker style room. 

9,UE: In Park cnr Great Western Hwy and Whitcroft Place, 
[Sw:227P18, UBD:185P02, Grg:270D02, 
GPS:-33.7740500079,150.792310158]. 


Colyton 

NSW 

Australia 

Shoe 

Not fully explored. 


2001 Bullwagon/Maddog/Drac. 
30/5 20 

1995-12-31 13:00:00 
2004-11-01 13:00:00 


Comenarra Falls Forward 
6' RCP under Comenarra Playing Field turning into 5.5 


Forward Ave, with an unexplored series of 4.5' RCP 


(needing milkcrates) near the unenterable /unexitable u/s 


the main passage. MPL=424m. TEL=500m. 
9,UE: Comenarra Parkway opp Comenarra Playing Field 


UBD:173P05, Grg:252D05, GPS:-33.7500686362,151.11703112]. 


#0,NEX: Heavily grated u/s end at Forward Ave means no exit. 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


South Turramurra 
NSW 
Australia 

Hinged grille in Forward Ave is not hinged. 

Deep pool d/s end, if you fall in, otherwise shoe 
Explore the waterfalls. 

2004 dTrog. 

0.5/5.0 

1995-12-31 13:00:00 

2004-10-27 14:00:00 


Como Falls. 


Alternate: 
after the 


plus 


"the' 


Description: 


Features: 
very 


Access: 
(north 


Locality: 
Region: 
Country: 
Care: 


Cond: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


180m, 


TOO 


through a 


chamber 


as 
and at 


trek it 


Vater Level: 


Was known as Yarra Drain from 1987 till 2002, renamed 


natural falls that existed before the drains construction, 


it only one of many drains on the Yarra and therefore isnt 
Yarra drain. 


Long 9' rcp/rbp drain that used to join onto Anzac. 
Various splits, the bricked up connection to Anzac, three 


high waterfalls in large chambers. Long drain, alternating 
between big bore rcp and redbrick. 
Opposite Williams Rd on the southeast bank of the Yarra 


side of Alexandra Ave) [Mel:2mC-3] 
South Yarra 

VIC 

Australia 

Dodgy waterfalls 

No 

Fairly old. 

1987 Dougo/Sloth/Woody 
4.5/5.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


Constipation 
A decent shrinker. Starts off as a nice 7ft rcp for about 


nice and cosy junction room with a mini waterfall through 


rcp. There's an rcp that appears to be going underneath 


tracks but it has been filled in - hence the nam Going 


the rep's get gradually smaller, there's a gpt with a 
strategically placed trolley to get across without getting 


wet (no idea how it got there though!). You can exit 


gutter box thats in the side of a road in the last small 


befor 


the pipes get crawly. MPL:650m 


The smaller rcp downstream is boring as batshit, long with 
nothing to see, lots of rubbish (almost stepped on a knife 


well.. welcome to the west!), smells funky at some parts 


the end the grill is locked so the lucky explorer must 


Features: 
as it 


Access: 


Beames Ave 
more 


near 


a few 
with 


Locality: 
Region: 
Country: 
Care: 
aftera 


you see 
good.. just 


Eek!: 


To-Do: 
seems like 


grills 
Found: 


Rating: 
Created: 


Vater Level: 


back the same way. 


Cosy chambers, blocked off rcp.. 
in the west, hah! 


-33.774055,150.837693] 


gets 
[GPS: 


Exit 


is only safe in the late hours of the night. 


that's about as exciting 


through gutterbox on corner of Rupertswood Rd & 


There may be 


exits recently made for us during th 


there, it's on the todo list. 


recent development 


Beames Ave. Se 


If done at night, try to avoid parking on 


Park in the sid 


streets 


dodgy looking guys around there. 


houses around. 
Rooty Hill 
NSW 

Australia 


I know the majority of you think the west is dangerous 


certain incident long ago, 


this part isn't too bad but if 


any groups of people that look like they're up to no 


Bring a book, you may get bored :P 
Shoe - Dry 


keep to yourselves and don't grab their attention. ;) 


There has been construction within the last year which 


the drain could be extended a bit along with some added 


for easier exit. Must go back and see what the deal is. 


Listed 2010 Xsv 
2.0/5.0 
2010-07-21 14:00:00 


n 


Name: 


Description: 


round, then 
a very 
Features: 


Access: 
Beamish St 


Cook's River 
8' x 6' rect feeding onto the Cooks River. 


rises to 3', with twin 5' 


Becomes 8! 


off to the R that open out into 


old parallel spraycrete tonkin. MPL=708m. TEL=708m. 


Interesting end. 
9,UE: 


[Sw:295A14, UBD:253J10, Grg:371J10, 


Sth side of Cook's River between Sixth Ave and 


GPS:-33.9036408332,151.097923234]. 


#0,UX: Rather dodgy grille on 


Grg:371H12, 


near a 


Locality: 
Region: 
Country: 


Vater Level: 


cnr of Ninth Ave and Loch St [Sw:294R16, UBD:253H12, 


GPS:-33.9098280729,151.096282371, XED, XNL, XWPT], very 


roundabout. 
Campsie 

NSW 

Australia 

Tidal, Ankle-Waist 


Found: 
Rating: 
Created: 
odified: 


Name: 


Alternate: 
Description: 
cooked will 


Features: 
- low 


cool 
cracked 


and half 


incline. 


of the 


highest 
30m 
exposed 
gathered 
bags 


of the 


1990 Dougo/Melb Clan. 
3.0/5.0 

1995-12-31 13:00:00 
2004-08-31 14:00:00 


Cooked 
Drop out of life with drain in hand 
The sober may look. The buckled may try. But only the 


survive. MPL = 1km~ 
The boiled crab step - 3-4ft high by 3ms wide box culvert 


outfall section after the decent brick rail culvert - very 


arched roof with a channel exposing a sewer pipe that is 
in places, causing a mixture of sanitary napkins, feces 
digested carrot to float about. 


Crawl of the 
poached - Brick paved floor section that greets a small 


At the top of the paving you'll find a foot deep channel 
directing the flow of water. A cross pipe marks the start 


crawl. 2ft by 3m box culvert. 
The chamber of the 
Cooked - A large sandstone block chamber which at it's 


point is roughly 10ft and 2.5-3m's wide. It is approx. 25- 


long. Built in the early 1900's. The natural creek bed is 


and elements of the past and elements of the future have 


in the multiple rock pools to cook in peace. Kandos cement 


line the roof. A 6ft sandstone tub continues the journey 


exit / 


to 5ft 


section are 


gates of 


you 
gate leads 
apartment 
Access: 
Head 
point 
grille at 
Tub 
Fortress 
fence of 


canal, 


canal 
best 
of 

leads to 
Locality: 
Region: 

Country: 


Care: 
night try 


if 


drain while the RCP at the end of the chamber provides an 
alt. entry. 

Tub of Cookery - A bending and 

curvy sandstone tub section that changes from 6ft to 5.5ft 


before staying at 5.5ft. Papers on the roof of this 


dated 1912. Leads to the 'crawl of the buckled' RCP. 


Crawl of the buckled - a 2ft-3ft RCP that leads to the 


"bucklers pillars room’. 
Bucklers pillars rooms 
- A newish addition to the drain. A group of pillars greet 


with more cross pipes. A side pipe to the right of the 


you to the 'void of sobriety' - A large cavity under an 
complex. 
1. (Cooked) Enter the open drain channel from the top of 


Blackmore oval (near the corner of Darley and Canal Rd). 


upstream under brick rail culvert. Recommended access 


[GPS:-33.875111, 151.152196]. 2. (Buckled) Gutter box 
the corner of Francis St and Darley Rd. Drops you into the 
section just up from the sandstone chamber. Similar to 


entry. [GPS:-33.875480, 151.154214]. 3. (Sober) Over the 


the Leichhardt north light rail stop stairs into the open 


head downstream into RCP. Leads directly into the chamber 
[GPS:-33.875480, 151.154214]. You can also access the open 


from Darley rd through service hole in the fence - may be 
option for day trippers [GPS:-33.875480, 151.154214]. Void 
sobriety - grate in driveway of 32-78 Francis street, 


large cavity under the apartment complex [GPS:-33.878526, 
151.154601]. 

Leichhardt 

NSW 

Australia 

If entering through open channel near the light rail at 


to keep your torch light to a minimum. Be aware of traffic 


want to 


grille. 
Eek!: 

Vater Level: 
Cond: 
History: 
To-Do: 


According to an 


Memorial 
there is 
bolts 
people 


Notes: 
giving 


Found: 
Rating: 
Update: 
next to 
of the 
possible 
it's 


Created: 
Modified: 


Name: 
Description: 


sections - 


Access: 


Eames 


Hills 


entering GBG on the corner of Francis and Darley - may 
use traffic cones / same goes for the sobriety entry 


May be raw sewerage at the outfall. 
Dry to Shin 


Excellent. Untouched. No graffiti. 


Explore further up the 4ft from Bucklers pillars. 


old map it runs over Norton street and through Pioneers 


Park. If the rest of the drain is anything to go by - 


gold at the end of the crawl. 


Bring shifter to loosen the 


on the GPT trap at the void of sobriety so bigger boned 


can fit through and see the cavity. 
Close to an excellent drain, only thing stopping me from 


it the highest rating is the low sections. 
Delo 2016 

4.5/5.0 

2016-07-15 11:41:27 


(Ratter) - Update Access: The canal 


the light rail station has been replaced with RCP and most 


surrounding vegetation has been cleared. Access is still 
at the point where the RCP joins the existing drain, but 
much more exposed than it used to be. 


2016-03-24 14:00:13 
2016-03-27 00:20:01 


COOMF Drain 
6ft RCP with few small rooms, Splitting into twin 4ft RCP. 
Explored from 6ft upstream end. Did not explore 4ft 


because small drains are crap. 
U/S: Creek in park at kink in Coronation Rd 
[GPS:-33.758716,150.984480] 
D/S: Empties into Sophia Doyle Reserve along Eames Ave 

(immediately opposite western corner of Doreen Cres and 


Ave) . [GPS:-33.757511,150.97986] 
Manhole cover in Jasper Road Public School at 
[GPS:-33.760855,150.982562] and a drain opening on Seven 


hardcore 


Locality: 
Region: 
Country: 
Water Level: 
To-Do: 
Notes: 


stream ina 
into a 
southerly 
one 

Pipes 


result, 


Road at 


upstream exit 


Road at [GPS:-33.76269,150.982923]. Drain finally has a 


upstream exit her [GPS:-33.763893,150.983183]. 


Baulkham Hills 

NSW 

Australia 

Dry - Ankle 

Get super keen explorer to confirm D/S exit. 


First Explored by Cody the Drain Dog 
Rating updated to Average from Boring. 
Cody 2010 

2.0/5.0 


2010-07-19 14:00:00 (Red) - I have completely 


xplored th 


part of this drain and partly explored the side pipes and 


was my description of it pre-clan member days: 


Description: 6ft RCP drain beginning in a reserve. Soon 


into a room with two smaller connecting pipes (4.5ft) with 


main water flow diverting down the left hand side tunnel 


the right tunnel, slightly elevated, remains relatively 


These twin pipes soon become, after another room, a low 


4ft rise running underneath a road. Low rise soon returns 


6ft RCP. Towards the end, side pipe appears going up 


southerly direction. Main flow continues north and exits 
nearby creek. A 4ft side pipe continues upstream in 

direction with many grills to stick your head out of. At 
point, 


you can see a substation (Jasper Rd Substation). 


keep going south without a change in direction and, as a 


exploration was soon abandoned. 


Following this drain above ground I have determined it has 


concrete manhole cover in Jasper Road Public School at 
-33.760855,150.982562 and a drain opening on Seven Hills 
-33.76269,150.982923. Drain finally has a hardcore 


here: -33.763893,150.983183. 


"guess' is 


=33../59751 1,150: 


Eames 


of 


gets 


Average. 


01/07/2010. 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


TEL = 


Features: 
pipes, 


Access: 
overflow 


either 


145.146091). 


Ave, 
Unbolt 
37.868284, 


Locality: 
Region: 
Country: 
Care: 
job. 


Access: Upstream access is correct but the downstream 


way off. This drain actually exits at 

97986. This 

drain empties into Sophia Doyle Reserve along Eames Ave 
(immediately opposite western corner of Doreen Cres and 


Ave). 
Care: Watch out for rusty concrete support poles stick out 
concrete overhead at places. Some rather large tree debris 


caught down here too from bushland upstream. 


Personally, after exploring this, I would give it a 3 - 


Explored on 24/06/2010 by Red/Toothpick and again on 


2010-04-01 13:00:00 
2010-07-22 14:00:00 


Cordyceps 
Scotchman's Creek Main Drain, Green Drain 
1.4 m RCP that gets bigger quickly, flooded 2.4 m outfall. 


2.2 km. 
Small steps, 3 m high waterfall, sewer overflow, plastic 


weird overflow room with incomplete, parallel tunnel. 
1. Lift grille (locked but unbolted) and enter webby 


pipe on corner of Elm Gr and High Street Rd, walk in 


direction until features are exhausted (-37.871834, 


2. Wade up outfall on corner of Falconer St and Fiander 
waist-chest deep for ~50 m (-37.879678, 145.149037). #3. 
grille at end of Tawonga Ct and head downstream (- 


145.152204). 

Mount Waverley 

VIC 

Australia 

Hidden by embankment - grille at overflow may be a two-man 


Water Level: 


Cond: 
History: 
wasn't 


outfall as 
in 


LOo=DoO# 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
high, 


horseshoe arch 


over 35 


Access: 
of the 


steps 
road. 
manhole 
need 
wide 

[AA: 
Locality: 
Region: 
Country: 


Care: 
chamber is 


that 


Vaist-chest at outfall, but dry feet after 50 m. 
Excellent, almost graf free and quite clean. 
Frequently looked at by MelbClan in the early days, this 


explored until 2015 due to the depth of water at the 


well as the apparent shitness of the overflow entry. Named 


honour of mouldy dead spiders upstream in grille section. 
Unbolt upstream grille for smoothness of access. 

Iso & Thongs, 2015 

3.5 /56.0 

2016-10-05 12:35:00 

2016-10-31 22:50:38 


Corn Brook 

Only The Penetant Man Shall Pass 

Longest drain in Manchester at 5.6kms long. Very old 
shapechanger. 

Hardcore drain, multiple shapechanges, varying from 3'-14' 


mostly arch or rectangular. Includes long 9' brick 
and 14' high brick and sandstone section. Changes shape 


times. Has one side tunnel. Mostly 6-7ft high. 
O:Inlet is grilled over, outlet is a 5-6ft rect, just NW 


Corn Brook Syphon Pit, next to the Bridgewater Canal, down 


from the Pomona Strand, which is a disused, blocked off 
This gets bigger after 50m. [A-Z:08-A5/108-Al] #1: Hinged 


in Wigley St, Gorton, opposit 


laneway between houses. May 


barricades. [AA: 128Bl, A-Z: 96A6] #2: 


Hinged manhole in 
section of pavement on nth side of bend in Parsonage St. 


126D3, A-Z: 108C2], Moss Side 

Gorton-Moss Side 

North West England 

United Kingdom 

Very long! Lots of low sections. Just after the first 


a 75m long section that is over knee deep in nasty mud 


releases gases when disturbed. Both manholes are in dodgy 
neighbourhoods. 


Water Level: 


sections. Very 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Coronation 


Features: 
Access: 
entrance 


Locality: 
Region: 
Country: 
Eek!: 
200m 


Water Level: 
Cond: 

To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
connecting 
for the 
Super 
carpark. 
Features: 


light, a 


graff 


Ankle to shin whole length with lots of knee deep 


deep pit at atart of side tunnel 

Old and very decrepit. Full of potholes and rubble. 
2004 Siologen 

4.5/5.0 

1995-1231. .13°300'00 

2005-06-09 14:00:00 


Coronation's Unseen Nasty Terrors 
CUNT 
Two unused, very rusty, very hot drains underneath 


Drive 
The Evil Spike of Death 
Coronation Dve Bikeway, 150m from Oxleys On the River, 


in side of retaining wall 

Auchenflower/Milton 

QLD 

Australia 

Very, very hot, 4' all the way.Left tunnel probably sealed 


down 

Dry-shoe 

Good, very interesting and untouched rust 
Follow through to end 

2003 Quantum-X 

0.0/5.0 

1995-12-31 13:00:00 

2003-05-05 14:00:00 


Corrugoree 
Twin 5' Corrugated tin pipes with several grill rooms, 


them, at regular intervals. This is the drainage system 


South Penrith 'homemaker complex', including Bunnings, 


Cheap Auto, etc. It would mostly drain the massive 
TEL=400m. 

Dead ends at concrete wall, with backfilled 1' pipe and 
step-irons that lead into the roof. Lots of nice natural 


torch would only be needed right at the end. Not a spot of 


when first found. 


Access: 
Auto! 


road 


Locality: 
Region: 
Country: 


To-Do: 
flood 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


160m. 


Features: 
top. 


with 


Access: 
along the 


Vater Level: 


On the opposite side of Wolseley Street to 'Super Cheap 


there is a small, grassy flood plain that is below the 


level. On one side is a single square 4' pipe with a short 


wall across it, enter here. It quickly turns into twin 


Follow up until the dead-end, turn around. There are two 


corrugated pipes on the opposite side of the floodplain 


locked cage covers [Sw:224C16, UBD:161016, Grg:234E16]. 
[GPS:-33.770076,150.672073]. 

Jamisontown 

NSW 

Australia 

Dry-Shoe 

Get into twin 5' corrugated pipes on opposite side of 
plain. They must drain the other sid 
2006 DrainBiz/StrayKat. 

2.0/5.0 

1995-12-31 13:00:00 

2006-10-14 14:00:00 


of the complex. 


Cotton Top 
South Belmont Main Drain (section of) 
Short enclosed section of the Belmont Main drain. Approx. 


Mostly 5.5' RCP. 
Concrete box outfall, with two concrete beams across the 


Millions of spiders and webs lining the roof of the drain, 
many spores stuck within the webs. 


Brick section where the drain curves. Large grilled inlet. 
From the corner of Francisco St and Newlyn St, walk 30m 


red-brick path on Severin Walk. [GPS:- 


31.954404,115.921742]. 


Locality: 
Region: 
Country: 
Care: 
upstream 


Upstream end- About 80m down Newlyn St, from the corner of 
Francisco St, at the other side of the parking area. 
[GPS:-31.955496,115.922517] 

Belmont 

VA 

Australia 

Various old engine parts and pieces of metal in the 


section. 


Eek!: 

Water Level: 
History: 
would've 


Notes: 


mode. 
Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
with 
raillines. 
true 


style 


Access: 
[Mel :42D-7]; 


[Mel:42 C-5] 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
more 


Access: 
King Rd 


Lots of spiders. 
Shoe - Knee 
Found using Dept. of Water Docs., though it probably 


been found regardless. Just a matter of time. 
Department of Water Documents found by Dougo. 
Outfall spotted by Hatsumi whilst in armchair explorer 


Jan 2011, Scarecrow 
2.0/5.0 
2011-01-09 13:00:00 


Cougars Tomb 
Short, old arch drain that runs under the railway. 
Low outlet, 5' rect... Becomes 7' bluestone/brick arch, 


v-shaped floor. Opens out briefly, crosses under 


Lowness makes this drain a bit awkward at first but the 


explorer will get rewarded by the old 2.5 meter Gothic 


mummy. 
1: Cowper Street, between You 


& Lyons Streets. 


[GPS:-37.808398,144.899875]. Follow canal upstream. 
2: Opposite 22 Raleigh St next to the train lines. 


[GPS:-37.802685,144.896210] 
Footscray 

VIC 

Australia 

Open section is often littered with junkies' needles. 
Stoopy! 

No 

1988 Cougar/Dougo/Gilligan/Woody 
325/550 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


CowPox 
Best described as ChickenPox without the churn blocks. Has 


of those weird metal boxes though (4 of them). MPL=213m. 
TEL=213m. BDID. 


0,UE: Down same service road near cnr of Burdett St and 


as ChickenPox, Bush Bashing Shortcut and Magics Linear 


into 
until you 
downhill 


creek, 


Accelerator, at end of road where it does a U turn, head 
bush following faint track. Head uphill towards freeway 
strike fence, follow fence until it drops suddenly. Head 
away from fence & freeway until you get to creek. Follow 


[Sw:195G20, UBD:133012, Grg:192E12, 
GPS:-33.6926719948,151.121003757]. 


#0,AE: Follow road to the end 


follow that 


- to the sewerage pumping station, get into creek and 


downstream. 


#9: Opens other side of freeway. 


Locality: 
Region: 
Country: 
Water Level: 
Nearby: 


325740 


Found: 
Rating: 
Update: 
topped 


along 


of 


around 


Chickenpox and 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Shrinks 


Asquith 

NSW 

Australia 

Shoe/dry 

Its sisters: ChickenPox & CuttlefishPox. 


*Bush Bashing Shortcut 
Rides Again. Head S from CowPox u/s end to fenceline. Keep 


heading S. [Sw:195G20, UBD:133Q12, Grg:192E12, GPS:56H 


6270011, XED, XNL, XWPT]. Found 2004 dTrog. 
1995 Pied Viper/4 Stooges. 
ZOSO 


2015-04-26 14:00:00 (Scarecrow) - There is a new RMS fence 


with barbed-wire at the corner of King and Burdett. Access 


the service road is no longer a walk-in. Gate contains a 
multitude of padlocks for various services. 


Alternate access is from the end of the pathway at the end 


Coonanbarra Rd (other side of the freeway). 


There is also Sydney Water 'Odor Reduction' work happening 


Magic's. Temporary site huts are located between 
Magic's (April 2015). 


1995-12-31 13:00:00 
2015-05-18 14:00:00 


Crab Cakes 
Canada Bay Drain 
Starts as 6 foot rectangular drain for about 70 metres. 


small 


Doug 
Features: 
Access: 
Queens 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Vater Level: 
Cond: 
History: 
LO=DOs 

after 


Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
swivelling 


before a T 
goes 
and dead 


Access: 


Gardens, head 


structure. 
find 


Locality: 
Region: 
Country: 
Water Level: 
fairly dry 
Rating: 
Created: 


to twin 4 foot rectangles under Parramatta Rd. Only one 
graff found anywhere in the drain. An undated tag from 


Not much...small crabs 
Entry via canal in car park Five Dock Leisur 


Centre, Cnr 


Cl 
5 


Rd and William St, Five Dock 
GPS:-33.868356,151.118773 

Five Dock 

NSW 

Australia 

Crabs 

Vierd multi legged water cockroaches 
Shoe - Ankle 

fair 

unknown 

crawl up 4 foot twin rectangle to see if the get bigger 


Parramatta Rd 
Unknown Doug, 
LE 0/9%.0 

2009-11-01 13:00:00 


refound 2009 Scarecrow, Wolfman, Ghost 


Cranberry Gardens 
New system draining a very new part of town. 
Large collector pool at outfall, 10ft dia rcp with 


grille, various steep 8ft sections, funny little rooms 


junction. Right goes to a waterfall before shrinking, Left 


thru a fancy high tech weir, before dead ending at a pit 


end. 
At the intersection of Cranleigh Way and Cranleigh 


west into parklands, 
leading down to river, 


towards river. There should be a path 
follow it to large outfall 


[Mapart:154 U34] Grille may be bolted, if so unbolt of 
manhole. 

Cranston 

AB 
Canada 

Outfall pond is shin deep, 


weir is knee deep, rest is 


4.5/5.0 
1995-12-31 13:00:00 


Modified: 2003-12-31 13:00:00 


Name: Crashout 
Description: Drain with interesting room and two old drains beyond. 
MPL=641m. 

TEL=900m. 
Features: Old overbridge beneath Botany Rd (the 'crashout' room 
which gave 

this drain it's name), concrete 'plaque' made in the 
1940's 

naming the workers who built the drain. 

Conects with Depot Drain, Triple Donger, & Troll lands, 
far 

up-stream. 
Access: Canal in fire station grounds adjacent to cnr Wyndham Rd 
and 

Bourke St [Sw:297G14/075G14, UBD:256B10/019C03, 


Grg:375G10, 


GPS:-33.9057983605,151.201230648]. Walk u/s. 

Take L/H passage. R/H goes on & on. 

Grille in factory car park off Joynton St, Zetland. 
[Sw:297J15/076J15, UBD:256D11/019H05, Grg:375J11, 
GPS:-33.9076617046,151.207810239 


Note: This has been fucked up. Try Webforge manhole in 
little 

tunnel just before grille. 

Emergency exit tri-mar manhole upstream in left-hand side 
tunnel 

after the Crashout Room comes out in Ghostlands (see KD). 
Manhole 

is here... 

GPS: -33.906719,151.203628 

A few manholes yet to be located but definitely on roads 

somewhere. 
Locality: Alexandria 
Region: NSW 
Country: Australia 
Care: Stay on E wall of exposed canal when entering drain to 
avoid 


being seen from security post. 
Eek!: Entry is on NSW Fire Brigade land, use caution while 
entering & 


exiting. 
Water Level: Ankle - Shin 
Cond: Good. 
History: Was once an open canal with overbridges where roads 


crossed. Was 
capped over in the 1940's to make a continuous covered 
drain from 


Bourke Rd, Alexandria, to Epsom Rd, Rosebery. see names & 


dates 


on the concrete plaque in the main 'crashout' room (which 


is in 

fact an ancient [pre 1940's] over-bridge beneath Botany 
Rd. 

When first explored by Melbourne members of the Cave Clan 
during 

the great Sydney expedition of 1991, the distinct sound of 

crashing water could be heard at the entry, giving this 
drain 

it's name. 

This drain is a major branch of the vast drain system 
who's 

catchment stretches from Cleveland St, Surry Hills to the 

Alexandra Canal. This system includes Pumping Station 
drain, 


Dok's Death/Bender drain, Depot Drain, Triple Donger 
drain, & 
Gunbarrel (see KD). 


Found: 1991 Dougo/Rusco. 
Rating: 3.0/5.0 
Update: 2016-12-19 12:13:20 (Ratter) - Update Features: No longer 


connects to Depot Drain and Triple Donger. The right-hand 
upstream tunnel from the crashout room now leads to a 


dead-end 

concrete wall. Behind it, Depot Drain is diverted into the 
new 

(unnamed) Green Square drain. Troll Land can be reached 
via the 

left-hand tunnel. 
Update: 2015-09-12 14:00:00 (Evilcowgod) - The Joynton Ave end of 
the 

drain now opens up in the middle of a construction site 
full of 

large earth movers. There's a sign on the fence warning of 
guard 

dogs, but Oriface and I didn't encounter any. 
Update: 2012-06-13 14:00:00 (Blakjak) - Emergency exit tri-mar 
manhole 

upstream in left-hand side tunnel after the Crashout Room 
comes 

out in Ghostlands (see KD). Manhole is here... 

-33.906719,151.203628 
Update: 2010-03-22 13:00:00 (Spider) - Update regarding: #4,AX: 


Grille in 

factory car park off Joynton St, Zetland 
[Sw:297315/076315, 
UBD:256D11/019H05, Grg:375J11, GPS:- 
33.9076617046,151.207810239, 
XED, XNL, XWPT]. This has been fucked up. Try Webforge 


manhole in 


little tunnel just before grille. 


I used an iron grill in the loading dock of 


"ecomanufacturing' to 


st 


go 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
connected by 


of 

mama' 
Features: 
Access: 
Wylie 


head 


6ft and 


Locality: 
Region: 
Country: 
Care: 
outfall 


rabbit wire 


Eek!: 
little 


n 


Tharwa 


Water Level: 


Elizabeth 


exit and it was fine. This is on Joynton rd opp. 


like on the map. If this was fucked up once it is good to 
again. 


Spider 


1995-12-31 13:00:00 
2015-11-30 13:00:00 


Crawlterfall 
Your mums bits 
Long system containing multiple waterfalls that are 


short sections of varying size pipes (mainly 4-5ft), some 


which require you to crawl. The system includes one 'big 
waterfall along with numerous 'children falls'. MPL=800m 
Waterfalls, small to medium sized rooms, small side pipes. 
Park in the Cul-de-sac of Robin Place (corner of Mina 


crescent). Walk down the path towards Tharwa drive and 


south. Take the 5ft directly in front of you. Ignore the 
dual pentagon openings, as they lead else wher 

Outfall: [GPS:-35.468419,149.090431] 

Gordon 
ACT 
Australia 

The grounds keeper at the retirement village behind the 


of this drain has tried to prevent access by placing 


over the pipes. Best not to be seen entering by him. 
Going from the step irons to the 5m high waterfall is a 


tricky and slippery. The concrete manholes open along 


drive which is a busy road during the day. 


Cond: 
History: 
Notes: 
a pen. 


Slimey - Shoe 

Untouched. 

NA 

If you do visit this drain can you put my name up I forgot 


Found: 
Rating: 
Created: 


Name: 


Description: 


section. 


they jut 


entire 


turns! 


Features: 
Access: 


as an 


Locality: 
Region: 
Country: 
Eek!: 
industrial 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


upstream to 


Access: 
its about 


River. 


Region: 
Country: 


2014 Delo 
2.0/5.0 
2014-06-22 14:00:00 


Criss Cross 
Twin 5' RCP's with 7' & 6' junction rooms and 6' RCP 


The RCP's are not placed parallel/side by side. Instead 


out and butt into it each other at weird angles for the 


length of the drain. Makes for interesting bends and 


MPL: approx 300m 

Junctions, chambers. 

Enter via outfall on Junction St, Clyde 
GPS:-33.836834,151.030297) 


first gutterbox you pass on the way upstream can be used 
exit if you need it. 


Manholes are 6 seg and fairly tightly wedged. 
Clyde 

NSW 

Australia 

eels, fertilizer caked on the ceiling of one RCP, 


waste, RCP's imploding 
Shin - Dry 

falling in in some places 
Curly & Rascal 2010 
2.0/5.0 

2010-02-23 13:00:00 


Critters's Tomb 
Critt's Tomb. 
6ft rep drain with a small slide and staircase. Heads 


eventually join Bourbon drain. 
Easiest to explore from within bourbon drain. Otherwise 


200m north of bourbon on the west side of the Maribyrnong 


[Mel :28D-7] 
VEC 
Australia 


Water Level: 
History: 
years 


entrance, 


by two 


Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
Access: 

of 


Region: 
Country: 
Care: 
club 


Water Level: 
Nearby: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
of 

old 
Southgate 


Features: 
stepirons at 


reach at 
Nice eel 


photo 


Knee at outlet 
Burbon and Critters Tomb were found at the same time many 


ago but Critt’s, due to the low and often flooded 


wasn’t done until a year later. The two drains were given 
individual names before we realised that they are joined 


overflows. 

IAS 

1995-12-31 13:00:00 
2005-11-30 13:00:00 


Cro's Tomb 
‘EC ECP. 
The opposite end. 


Follow side creek through Box Hill Golf Course to the rear 


Bowater Scott. [Mel:61E-3] 

VIC 

Australia 

You have to walk thru a private golf course. Take a golf 


with you and pretend you’re Tiger Woods. Then you probably 
won’t get hassled by groundskeeper Willie. 

Ankle deep in parts 

Gets Bigger and Fochnbeaver. 

275/570 

1995-12-31 13:00:00 

2006-02-28 13:00:00 


Crowsgate 
An interesting specimen found to be a virgin with no sign 


graff anywhere. This is a difficult entrance and exit via 


style heavy iron grilles. Take ladder. Goes underneath 


Shopping Centre and has an outfall 
MPL Approx 1km 
"Almost' impossible exit. Do not 


in Sylvania Waters. 


xplore alone, th 


the exit are almost uselessly positioned and you have to 


least 7' high to remove a heavy grille from underneath. 


resident, largish slide, massive grille would make great 


op. with light streaming in- can see AMF bowling from it 
also. 

10' by 6.5' 'hallway' that goes under the shopping centre. 
Access: Off the Princes HWY, at Sylvania McDonalds by Southgate 
shopping 

centre. From there walk south down Formosa St. Keep going 
till 

you pass the parking lot and are near the loading docks. 
Look 

across the road to your right and there is a small 

alleyway/shortcut between the houses. In the middle here 
you will 

see 2 sets of grilles. 

Parking in Mcdonalds carpark or Formosa St. 

[GPS:-34.009822,151.102659] 

(Approx outfall location [GPS:-34.014225,151.105812]}) 

Red 2012: Additional entry/exit via grill at eastern end 
of 

Jupiter Pl, where the lane ends, here at 

[GPS:-34.009741,151.102154], is relatively easy to get 
into the 

upstream part of the drain without the need of a ladder. 
Simply 

remove grill (and cover it or park car next to it so no 

pedestrians fall in), grab onto steel girder supporting 
the GBG, 

and lower yourself down into the drain using the pipes as 


footholds. To get out, pull yourself up via the steel 
support and 


use the pipes and footholds. Can be done quite quickly 


with a bit 

of technique. 
Locality: Sylvania 
Region: NSW 
Country: Australia 
Care: Don't explore on your own, may be trapped, or stuck inside 
during 

high tides. Stay close to the left wall when going down 
the 

slide, seems to be least slippery. Be quick to get in/out 
Lf 

using the alleyway/shortcut entry, locals walking up and 
down 


there during the day. 
Eek!: Don't slip down the slide, watch out for protruding wires 
sticking out of the gutterbox when you pass the slide 


going d/s. 

Lots of roaches and some spiders. Careful when opening 
grilles. 
Water Level: Slimey - Shoe, Kn - Head at outfall 
Cond: Pretty good condition, doesn't look like anyones ever been 
in 


this. 


Notes: 
ladder 


outfall 


past the 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Access: 
between 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
tunnels. 
Access: 


intersection of 


Q12] 
Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Access to Crowmart via this drain. If you've brought a 


then you'll have no trouble getting there. 
Hallway walls lined with tea-candles. 
Check the tides if using the outfall, have seen the 


become completely submerged. 
Not much upstream, gets smaller. Not much explored (U/S) 


"Historic Scarecrow Junction". 
2007 Scarecrow 

3.0/5.0 

1995-12-31 13:00:00 

2008-01-04 13:00:00 


Croydon Ovuloid 
Sideways oviform drain heading S from Hume Hwy. 
0,UE: Jump fence into canal next to Caltex on Hume Hwy 


Wetherill & Lion Sts [Sw:295G07, UBD:253003, Grg:372E 
GPS:-33.888451411,151.116360648]. 

Croydon 

NSW 

Australia 

1997 Ogre/Mr India. 

0.5/5.0 

1995-12-31 13:00:00 

2004-09-04 14:00:00 


iE 
je) 
Ww 

~ 


Cryptkicker 
6-9ft Hallway tunnel. 
Weirs, small slides, junctions, graff room, disused side 


In on western side of Nose Creek, just north of 


Edmonton Trail and 32 Ave. Opp Totem carpark. 


Greenview 
AB 
Canada 

Shin in weirs 
1980's Blackie 
2497/940 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


[Mapart: 129 


Name: 


Description: 


Features: 
large 


Access: 


Access to 


although this 


property 
the 

of 

up the 
of any 
Locality: 
Region: 
Country: 


Care: 
Vhats with 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


about 100m 
concrete 


ages and 


Features: 
cube 


CSI Baulkham Hills 
Crappy 5'RCP under Windsor Rd. MPL=50m. 
Contains many 2x4 support beams, several knives, anda 


amount of police tape. 
Opposite Chelsea Ave [Sw:232G09, UBD:170M09, Grg:247G09]. 
GPS somewhere here??? [GPS:-33.755589,150.989504] 


Drain entrance here, at [GPS:-33.754943,150.989702]. 
property either by jumping fence along Windsor Rd, 


is highly exposed by street lights. Alternative access via 
jumping the fence in The Cottell Way at the west of the 


or by going through Suburban Farm Drain at the south of 


property. Drain still has wooden support beams anda lot 


garbage wrapped around each one. Build-up of mud further 


drain which is holding back a large body of water. No sign 


knives. 

Baulkham Hills 

NSW 

Australia 

Vhy are there so many knives amongst the flood debris? 


the police tape?. 

Shoe - Ankle 

Contains support(?) beams. 
2006 Seeker. 

0.5/5.0 

199512731 13400400 
2006-10-14 14:00:00 


Cube 
5' RCP outfall leading to 2x GPT baskets that choke fairly 
heavily making entry a chest deep occasion. 4' RCP for 


then opens into a big square cavity (about 8' high) with 
pillars and roof support beams, treks on as 4' RCP for 
ages up to St Leonards somewhere. 


MPL: 150m 
lovely mossy outfall, room to fit 30 people easily in the 


Access: 
Crs), take 


nearby 


Russell 


the park 


park 


grille is 


Oxley 


33.829255,151.195199] 


brick 
This is 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Vater Level: 
To-Do: 

shaft in 


Notes: 
weren't 


Found: 
Rating: 
Update: 
flooded; 


few 


Update: 
upper brick 


room, not so much the tiny RCP 
Enter via outfall in reserve on Russell St (cnr Milner 


left RCP. No exit before the cube room, maybe there's on 
upstream? While walking above ground, spied a shaft in 


newland park, perhaps it connects. 
1. Outfall; [GPS:-33.829263,151.192594] in reserve on 


St, half way between River Rd and Miner Cres. 
2. (Upper) swing grille; [GPS:-33.826099,151.194263] in 


opposite 17 Canberra Ave. 
3. (Upper) manhole; [GPS:-33.827827,151.193269] in the 


opposite 35 Canberra Ave (next to the end of footpath) 
4. (Upper) swing grille; [GPS:-33.825348,151.195108] 


located half way on each side of rail fence, 100m north of 
St, on Lithgow St. 


Grille at the bottom of Carlyle Ln [GPS:- 


leads to 4' RCP and a short slide, then a section of 4.5' 


arch under the rail line, after which it becomes 3' RCP. 


probably the right-hand branch from the GPT basket room. 
Wollstonecraft 

NSW 
Australia 

tight squeeze 

Choked GPTs 

Chest - Dry 

explore upstream wher 


the drain may connect with a deep 


park near traintracks 
don't really know who's been up here but noticed it 


listed so here it is 

The cube room is situated under River Rd. 
Rascal/Pandaman 

0.0/5.0 

2014-02-09 13:00:00 (Ratter) - The outfall is no longer 


entry is easy. 
A brand new CDS unit has been installed in the park just a 
metres upstream of the manhole. 


2010-01-15 13:00:00 (Scarecrow) - Total MPL including 


filled 


deep 


the deep 


travel to 


Created: 
Modified: 


arch sections, 
Gets bigger upstream; 


approx. 


500m. 
5' brick a 


by-pass which loops around. 


To Do: 


explore upstream wher 


th 


rch. Features dry rubble 


shaft in park near traintracks. 


shaft, 
Note: 


the to 
2010- Curly, 


"Cube' 


room. 
Rascal, 


2010-01-11 13:00:00 
2014-03-30 13:00:00 


Scarecrow 


drain may connect with a 


DONE. it does connect to 


and it goes under the rail lines. 
The manhole is by far the shortest distance to 


Name: 


Description: 


grilles as 


Features: 
filled 


Access: 
next to 


Locality: 
Region: 
Country: 


History: 
To-Do: 
Notes: 
churn 


Found: 
Rating: 
Created: 


Water Level: 


CurlietteDox 


Series of 5' 


-6! 


RCPs pass under Gore Hill Fwy. s 


well. 


Multi-coloured RCP sections 


dry overflow RCPs, 


(Sti 


GPT outfalls. 


Access from Punch St, Artarmon. 


the freeway, 


Artarmon 
NSW 

Australia 
Dry > Dry 


RCPs with rooms and chambers. 


ome large sky-light 


ll in progress), furniture 


From the pedestrian path 


jump the fence down to the outfall. 
[GPS:-33.813582,151.190841] 


The first paint series expo was held on Sunday 30/08/2009. 
Finish painting the rest of the RCP sections. 


This is located on th 


other sid 


block outfall to Diodedox lies. 


2006ish Curl 


3.0/5.0 


2010-01-10 1 


Yy 


of the road of where the 


Name: 


Description: 


apartments. 
Features: 
amazing 


Curly's Resonate Soundlab 
Strange stormwater basin underneath newly developed 


3 rooms (10' 


Zadon) y 


sound properties. 


adjoined each with 3 windows with 


Access: 


Grille in pathway in Railway St opp Day St 


[Sw:256P05/081aP05, 


Locality: 
Region: 
Country: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
parabolic 
have churn 


weird 


Access: 
hill 


Yellow 


beside 


hill 


should 


the 


trail to 


oocality: 
Region: 
Country: 
Water Level: 


UBD:195H09/023E07, Grg:284H09]. 
Chatswood 

NSW 

Australia 

Bring along speaker and test out tunes. 
2005 Curly. 

0.5/5.0 

1995212531 1330000 

2005-03-01 13:00:00 


CuttlefishPox 
The 3rd and final Pox in Pox Valley. Massive inverse 


stormwater drain (15'). Like CowPox, this one does not 


blocks. Unlike the other two Poxes, this one does not have 
metal boxes. Why? Dunno!. MPL=157m. TEL=157m. 
0,UE: At cnr Chelmsford & Eden, follow concrete road down 


(public access) to gated fire trail. Follow fire trail to 


Brick Road (neither yellow, nor made of brick) that runs 


the F3. You'll know it when you come to it. Follow it down 


(naturally) until you get to the creek. At that time you 


see your Pox-goal. [Sw:195G17, UBD:133009, Grg:192E09, 
GPS:-33.6869025681,151.12051458]. For a shorter route, do 


same but when you see a track leading downhill off the 


the left, take it. 


#9: Opens other side of F3. 


Asquith 
NSW 
Australia 
Slimy-Shoe 


To-Do: 
outlet 


Notes: 
downright 


& 


in 


Pop the bolted manholes on that stormwater distribution 


thingy behind the tennis Court Complex. 
Found by a combination of reference and probability and 


poxy determination. All 3 street directories (UBD, Sydways 


Gregory's) showed a third creek in the valley under the F3 


than the 


it was 


other two 


that area. That portion of the F3 was built much later 
main portion Hawkesbury to Mt.White (1967). Named before 
found, and the name was based on series formula of the 


Poxes. 


* As this is easier to get to than CowPox and not near 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


shrinks 


Features: 
in. 


chamber 
features 
spot 


after 


fencing, 
permits 
above. 
large 
air 


Access: 
cnr 


side 


the R and 


houses like ChickenPox therefore better for a party. 
Its sisters: CowPox & ChickenPox. 

2004 dTrog. 

4.0/5.0 
1995-12-31 13:00:00 
2007-01-26 13:00:00 


CXIV 
Large covered canal, 10'h x 12'w, with 8'h side branch, 


to 2 x 6' RCPs after 450m. MPL=1.791km. TEL=2.500km. 
Hardcore structural support, big enough to have drag races 


UPDATE Ghost 2012: 
Large and well supported 10 meter x 50 meter x 20 meter 


with down ramp. The chamber still has the old canal 
still with views and access to mall carpark. You can play 
the survey marker upstream. Cavity reasonably lit even 


dark. 
On the left side of the canal there are 2 sections of 


The most upstream of the two has an unlocked gate. Which 


unhindered access to the 'basement' of the shopping center 


Height is from crouching to standing height. This area is 
in size and has all sorts of walls, trenches, pipework, 


ducting and other cool features. 
9,UE: U/s of Windowville, on S side of McFarlane St, near 


with Pitt St, look for the big Spotlight sign [Sw:272J04, 
UBD:210P12, Grg:307J12, [GPS:-33.835003,150.991112] 
3,AX: Main drain shrinks to 4' after the Pillar Junction, 


tunnel ends after 200m into a canal with a 3' tonkin to 


50m onward the canal is covered again by a 200m long 12'h 


and 

very badly built concrete cap. This shrinks to 4' then 
opens 

again after 20m. 

UPDATE Ghost 2012: 

1. Climb over 6ft fence here: GPS:-33.832746,150.993288, 
Care 

required, sharp wire. 

Valk Right along fenceline for 90 meters. Find a hole cut 
into 

the fence here: GPS:-33.833289,150.994079 

Valk to this location: GPS:-33.834125,150.994409 and 
traverse 

down embankment to drain. 

Entry here: GPS:-33.834259,150.994458 

Head upstream. 
Locality: Merrylands 
Region: NSW 
Country: Australia 
Care: UPDATE Ghost 2012: 

The cavity is still incomplete and maintainence workers 
are in 

this area during business hours. 

Security systems maybe installed in the cavity under the 
shopping 


center in the near future. Be considerate of stray 
torchbeams and 


high noise. Active shopping center above. Onsite Security 


exists 
in Shop. 
Water Level: Dry-Ankle 
Notes: Extensive waypoint & reference list available from dTrog. 
*CXIV could be an alternative for major events such as 
GTAsS. 
Graphers have finally accessed the cavity under the 
building. 
Nearby: *Beckett Ck Course: CXIV == Windowville == (VeeZedOne) == 
(Reo) 
== (Misguided) ==<Duck Ck ==<Duck River ==<Parramatta 
River. 
Found: 1998 Siologen. 
Rating: 3407540 
Created: 1995-12-31 13:00:00 
odified: 2004-09-27 14:00:00 


Name: Cycleway 


Description: Big drain that stays big its entire length. TEL=689m. 
Features: Long 8' rect, big slide, more 8' rect, various rooms, 6' 
RCP; 

Access: 9,UE: Cnr Hillgate Ave & Woodgrove Ave [Sw:213G15, 


UBD:151N11, 


Grg:219C1l1l, GPS:-33.7256705813,151.031672977]. 
0: U/s end has had a weirdo grille made up of old fence 


and 
trellis section. Erected by the owner of the land in which 
the 
u/s section starts. Use a grille. 
Possible exit here: [GPS:-33.732105,151.03162]. Definite 
exit 
here: [GPS:-33.732625,151.031595] - no padlocks. 
Locality: Cherrybrook 
Region: NSW 
Country: Australia 
Water Level: Shoe-Knee 
Found: 1998 Trioxide. 
Rating: 4.0/5.0 
Update: 2011-10-28 13:00:00 (Red) - Possible exit here: 
[GPS:-33.732105,151.03162]. Definite exit her 
[GPS:-33.732625,151.031595] - no padlocks. 
Created: 1995-12-31 13:00:00 
Modified: 2011-11-07 13:00:00 
Name: De TSERE 
Alternate: Do The Right Thing. 
Description: 5'8" round drain with big litter trap in room and 9'h 
natural 


rock slide, that becomes a loaf then a 5'8" red brick, 
then a 5m 


crawl section finishing with The Sydney Stairway. MPL=91m. 


TEL=120m. 
Features: Memories of a dangerous old lady. 
Access: E shore of Waverton Park: 
#0,UE: Wollcott St [Sw:277F05/045F05, 


UBD:216A13/007A09, Grg:315F13/005A09, 


GPS:-33.8403655951,151.199675676]. Down the stairs until 
the 

brick retaining wall ends. Walk across property until next 

retaining wall. Step onto that level & listen carefully 
for the 


sound of water as the grate is hidden by grass. 
#9,AX: Eastern 
drain outlet Waverton Park [Sw:277F05/045F05, 
UBD: 216A13/007A10, 
Grg:315F13/005A10, GPS:-33.8411270793,151.199335493, XED, 


XNL, 


Locality: 
Region: 
Country: 
Care: 
History: 


thought you 


Notes: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


drain, 


Features: 


into a 


system 


Access: 


above 


bolted 


Locality: 
Region: 


XWPT]. 

Waverton 

NSW 

Australia 

Slide is very slippery and steep. 

Old lady whose property has the grate got cranky, but her 
property has no fence, so you just told her that you 


were in the park. 

Old lady musta died. The hous 
Waverton Drain. 

1997 Siologen. 

4.0/5.0 

1995-12-31 13:00:00 
2007-01-15 13:00:00 


also has had a fire. 


D/C's Dissapointment 

Wirraway Estate Drainage System 

A drainage system running beneath a new housing estate in 
Lithgow. Pipes range from 5.5 to 6ft at either end of the 


but shrink to twin 2ft in the middle of the system. 


TEL= 500+ metres. 
Large junction/grille rooms at either end, interesting 
overflow/outfall. 


The twin 5.5ft 
padlocked outlets, are actually just an overflow system 


retention pond for during very heavy rain. 


The drain also continues downstream to an older 


via a 3ft sidepipe in the first junction room. 
The twin 5.5ft outlet/overflows are here: 
[GPS:-33.498790,150.135590]. (Padlocked). 


Best access is probably the easy to open grill 


outlests here: [GPS:-33.498910,150.135712]. 


Upstream entrance via street grill beside large 


grills here: [GPS:-33.500915,150.134716]. 
Lithgow 
NSW 


Country: Australia 
Care: Watch out for nosey neighbours. 


This system would probably carry large amounts of water in 


heavy 

rain.. 
Eek!: Lots of Kangaroo's hanging around at the outfalls. 
Vater Level: Dry - Shoe 
Cond: Basically new 
History: Vhen we found this drain, it was night time and raining. 
We 

decided to ignore the lst rule and have a quick look.. 

We crawled down through a street grill into 

the main junction room and seen two seperate 5ft branches 
heading 

off. We quickly exited the drain and followed it along 
topside 

till we reached the 6ft bolted inlet. We got all excited. 

Revisited the drain a few weeks later and to my 
dissapointment, 

it shrinks in the middle. Making this drain nearly 
pointless 

other than chillout rooms at either end.. : ( 


To-Do: Not bother crawling through this drain, although 
drainboard races 
here may be fun.. 


Found: 2014 DC and Cactua 
Rating: 1.0/5.0 
Update: 2014-05-12 14:00:00 (DC) - Damn, so after the second 


grillrooms, 
these main pipes shrink down to twin 4ft/4.5ft rcp. There 


isa 

slight downhill slope to 'em though, hmmm, drainboard 
races? 

I still need to investigate a 5.5-6ft rcp down a deep 
grill 

further upstream of one system, but it is in somebody's 
backyard 

and will be quite difficult. 

Rating- Garbage 
Created: 2014-02-13 13:00:00 
Modified: 2017-02-15 07:24:34 


Name: Daddy-long-legs 


Description: 


Club in 


Access: 
Valley, and 


Pick one 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Found: 
Rating: 
Created: 


Name: 


Features: 
Access: 
Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
natural 


Access: 
Hornsby 


Locality: 
Region: 
Country: 


Water Level: 


Water Level: 


Description: 


Triple 5ft RCP underneath the car park for Viking Sports 


Dundas Valley. MPL=80m. TEL=240m. 
Park near Viking Sports Club at 35 Quarry Rd, Dundas 


walk towards the south-western corner of the car park. 


(or all) of the three RCPs and start exploring upstream. 


[GPS:-33.794867,151.052614]. Exit here, upstream, at 
[GPS:-33.794216,151.053067]. 

Dundas Valley 

NSW 

Australia 

Lots of cobwebs and daddy-long-legs spiders! 

Drain spiders with glowing eyes! 


Dry - Shoe 
2012 Raptor / Red / Swim 
0.5/5.0 


2012-12-28 13:00:00 


Dancing Rhummy 

1 x 10ft RCP 

Just a nice big tunnel 
Under overpass. [UBD: 145D12] 
Stirling 

SA 

Australia 

2003 Durgin 

2.50: 55-0 

1995-12-31 13:00:00 
2003-07-11 14:00:00 


Darkness in the Valley 

Square concrete drain, passing under housing. 

MPL 200m? 

Little waterfall at U/S end, continues further up as 


creek, behind backyards. 
Walk down the slope, on the NW corner of Valley Rd, 


(Right next to house number 26). 


[GPS:-33.702509,151.080972] 
Hornsby 

NSW 

Australia 

Slimey - Shoe 


Cond: 


Needs a good cleaning, spider webs in all the corners 


History: Introduced to clan members on drain exchange program, May 
2008. 


To-Do: Follow D/S, see large metal hatches along banks, open. 
Keep going D/S, see small side pipe on RHS, traverse 
(Strong 
current flowing out of it on last attempt). 
Found: 2008 - Clok Tower & Krayzie 
Rating: 2.0/5.0 
Created: 2009-12-30 13:00:00 
Name: Darling Harbour Drain 
Alternate: Hay St Drain, Lackey St Drain, Chinatown Drain. 
Description: Very old drain with some newer sections, flowing from 
Central 
Station to Darling Harbour. MPL=1.8km. TEL=2.8km. 
Features: Lots of atmosphere. Convict built sections, many side 
tunnels, 
balloon and arch shaped, some with old lights from 
construction, 


stalactites, wrought iron sections, slides, water sprays, 


GPTs, 

covered canal sections down overflow, huge roof grilles. 
Sydney's 

oldest and most extensive drain system. Has recently had 
laser 


survey reflectors placed all over the Convict Overflow. 
Access: 0,UE: Trimar, on NE cnr of Eddie Ave and Elizabeth St, 
[Sw:297304/028304/0663504, UBD:236D16/003H15, 
Grg:345316/003H15, 
GPS:-33.8823503906,151.208405073]. 
5: 3' side pipe u/s from where the main tunnel splits 


takes you 
to a safe exit under Haymarket mono-rail station on Quay 


St, this 
is currently welded shut. 
7: Grille at the end of the smelly 5' RCP located on the 
R side, 
400m down the overflow. This comes out in a lane at the 
base of 
the Peir St Overpass. 
*If you want, at low tide you can wade down the overflow, 
the 
water doesn't get as deep at in the main tunnels. However 
you 
still need a boat or to swim to get from the drain to the 
wharf 
ladders. 
9,UX Harbour: Near IMAX. Look for ladder on edge of 
boardwalk, 


2nd nearest the marina [Sw:277G19/025G19/055G19, 
UBD:236B11/003C06, Grg:345G11/003C06, 


GPS:-33.8727947509,151.201772678, XED, XNL, XWPT]. 


Requires 
inflatable boat to float out into Darling Harbour. Upon 
exiting 
climb over pollution boom. Exit via stainless ladders up 
onto 
wharf. Beware of security. 
Locality: Sydney CBD 
Region: NSW 
Country: Australia 
Care: Raging torrent during rain. 
Vater Level: Boat 
History: Old stone arches built in 1854. Newer arched diversion 
tunnel and 
Eddy Ave manhole tunnel installed during separation in 


1979, 

lower end replaced beyond recognition (old maps VERY 
confusing) 

in 1984. 
To-Do: Crack open Quay St Grille, explore the hidden Oviform off 
main 

tunnel near split. Find a way into the sealed off tunnel 
that 


used to connect at the overflow interceptor. 
Notes: Darling Harbour: 5 tunnels E to W: 


* Darling Harbour overflow twins (one with large grille 
over 
mouth) ; 
* Darling Harbour twins; 
* Sydney Tunnel; 
* (around cnr) Sydney Tunnel overflow. 
Found: 1991 Dougo/Predator/Diode/Mullet. 
Rating: 5.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-08-25 14:00:00 
Name: Dat Puddy Tat 
Description: 2 x Rect, 1.4m high, flows out, gets bigger to 1.6. 
Features: Small one has nice Gutterbox Room, big one changes to 
double RCP 
and has grey brick section at juntion room 
Access: Under Road (on South side) [UBD:176H16] 
Locality: Reynella 
Region: SA 
Country: Australia 
Nearby: Follow downstream to split, then upstream to Virgin 
Springs* 
Found: 2003 Elfen & DurgiN 
Rating: 235 Ong 
Created: 1995-12-31 13:00:00 
odified: 2004-05-10 14:00:00 


Name: 
Description: 
Access: 

Side creek 


37.719967,144.972532] 


A bit 


Locality: 
Region: 
Country: 
Vater Level: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
1.4m. 
Features: 
gutterboxes 
Access: 
Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
run up an 
rings 


water 


again, 


Dead 
7ft rep, gets bigger, goes a long way. 
1: Near the corner of Queens Parade & Derby St. 


Short 


off the Darebin Creek. [Mel:17K-6] [GPS:- 


2: Near the corner of Box Forest & Sages Rds. Fenced off. 


awkward. [Mel:17G-2] [GPS:-37.704159,144.958221] 
Hadfield - Coburg North 

VIC 
Australia 

Knee deep at upstream end. A bit murky 
Ayyyflooded 


2.9/5.0 
1995-12-31 13:00:00 
2006-02-28 13:00:00 


Dean Stanton 


Rectangular, 1.6m, flows out, gets smaller to 1.5, then 


Changes shape x3, splits x5, sidetunnel (1.6), weird 


Into canal from Cavan Rd. [UBD: 9308] 
Gepps Cross 

SA 
Australia 

Ankle 

1994 Zorga/Lite 
2:..5:/5.2.0 

1995-12-31 13:00:00 
1995-09-01 14:00:00 


Deathwish 
Crazy drain that run up an extremely steep hill. 
9ft outfall that is a vestibule for two 5.5ft reps that 


xceSsiv stainless steel 


ly steep hill. Pipes have hug 


mounted every 2m allowing them to be climbed while slowing 


down. Halfway up the pipes level out, before going up 


shrinking 


Access: 
is on 


N29] 
Locality: 
Region: 
Country: 
Care: 
leaving 


Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
rubble. 
Features: 
pool, 
crawling 
weird!. 
Access: 


XWPT]. 


#7,AE: 


the wet 


#9,UE: 


Locality: 
Region: 
Country: 
Water Level: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Hercules St Reserv 


leading to a room and 9ft rcp. Rcp goes on for ages, 


slowly, with a few side tunnels thrown in. 
Climb down hill from the north end of Evergreen St. Drain 


edge of creek. May need tools to unbolt grille. [Mapart148 
Shawnee Slopes 

AB 
Canada 
Very steep. 


moved in the earth, 


Section of pipes hav 


behind a gaping hole in the ground near top of hill. 
Lots of splash factor, Shin deep at outfall 

2003 MFD n Co. 

4.5/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Debris 
Drain, with varied sections, all clogged with rubbish and 


Brick horseshoe sections, two 40'h chambers, swimming 


television, misaligned and cracked RCP sections. 60m of 


up a dry side pipe sees you in a room with a dirt roof, 


MPL=414m. TEL=414m. 
0: Macarthur Pde near Keith St [Sw:295R15, UBD:254J11, 
Grg:373D11, GPS:-33.9075147242,151.140176935, XED, XNL, 


(gate at bend in Hercules St), 
[Sw:295R16, UBD:254312, Grg:373D12, 
GPS:-33.9088073674,151.139197111, XED, XNL, XWPT]. 


Avoids 


bit (#9-#7). 


Under rail embankment on Ewart St near Ewart 


Lane [Sw:295R16, UBD:254312, Grg:373D12, 
GPS:-33.9102473133,151.139014373]. 
Dulwich Hill 

NSW 

Australia 

Shoe-Knee 

*Cours Debris == 1924 ==<Cooks River. 
1999 Siologen/Dirge. 

32075%.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Name: Deckard's Voyage 


Description: 2 x Rect, 1.5m high, flows in. 
Features: Changes shape, average side tunnels, LHS has nice archway 
& is 

boatable. 
Access: SE. end of Eastern Parade. In Speedway Course Drain. [UBD: 
92M10] 
Locality: Ottoway 
Region: SA 
Country: Australia 
Water Level: Dry to waist 
Nearby: Follow downstream to Decepticon. 
Rating: 335/5.4.0 
Created: 1995-12-31 13:00:00 

odified: 2003-12-31 13:00:00 

Name: Deep Throat 
Description: Bloody long monotonous, low drain. Starts with 100m 6'4" 
rect, 

changes to flattened round (looks like a throat?) 5'h Goes 
on 

forever, finally emerging as a 4' oval in Darval Park. 
TEL=500m. 
Access: 1: cnr of Constitution Rd & Federal Rd [Sw:2541L14, 
UBD:213C02, 

Grg:311C02]. 

2: Top of the waterfall in Eternity. 


3,AX: Via gutter grille near Dunmore St. 
[GPS:-33.814683,151.083734] 


Locality: West Ryde 
Region: NSW 
Country: Australia 
Water Level: Dry-Shoe 
Notes: Has been mostly absorbed by Eternity. 
Nearby: *Course: Deep Throat == Eternity ==<Parramatta River. 
Found: 1992 Predator. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-09-27 14:00:00 
Name: DeJaNot 
Alternate: icrawledforloomsoimlistingit 
Description: Weird entry structure with heavy iron grilles on top. 


Drops into 


until 


rep. 


will 


protruding 


steel 


your 


before 


between me 


spider 


brighter 


the 


something more 


back 


not 


Features: 
pipe. 
Access: 
and 


channel 


courts. 


courts — 


old 


3.5ft pipe...crawl through here for 100m approx 


the pipe 
curves down and left and drops into a 4.5ft box 


Going left 
will take you via 20m to a 15ft slide/drop - you 


die, do not 
attempt. Three quarters of way down slide, 


from the 


middle, is a decent sized, jagged edge, piece of 


piping - 
this will cut you or splay you on the way to 


concrete death. 

Turning right into the drain there is 20m approx 
a right 

turn and possible increase in drain height - 
and this 

point was an impressive amount of unavoidable 
webs. Go 


good explorer...this may head off into a 


future..it does 
in fact head back into the workings of what was 


treatment 
plant..perhaps this actually leads into 
interesting..i may even be vaguely tempted to go 
and find 
out because the tunnel shape and materials is 


consistent with 
normal rcp. 
Slide of death which features is own ball splitting death 


[GPS:-33.82441,151.221039] if you park near corner of View 


Earle street and look down into the bush you will see a 


formed by water heading down the hill towards the tennis 


Drain entry is at lowest point 10m across from tennis 


alt entry grille alongside tennis court fencing also heavy 


style grille. 


[GPS:-33.824261,151.220101] somewhere here is a dirt path 


winding 
down to the tennis courts. 
Locality: Neutral Bay 
Region: NSW 
Country: Australia 
Care: Replace grilles, kids playing on tennis courts often, 
could 
easily become curious enough to climb in. 
Eek!: Slide of death. Do not tempt fate. 
Water Level: Dry - Slimey 
Cond: Fairly new rcp leading to junction ,becomes old 4.5ft box 
History: Probably has some. {Yes, "Head of this bay and the course 
of 
Willoughby Falls Creek were popular recreation spots until 
1891 
when construction commenced on the Folly Point Sewage Farm 
by 
reclamation of the head of the bay. These works operated 
from 
1899 to 1926 when replaced by the newly opened Northern 
Suburbs 
Ocean Outfall Sewer. The site was then 'rehabilitated' and 
the 
former sewage filter beds reformed as a series of sports 
playing 
fields by North Sydney Council, who purchased the site in 
1929..." 
See pic in Gallery - f1@sh} 
To-Do: turn right at junction and confirm if it goes into former 
sewerage treatment works. 
Notes: [GPS:-33.823708,151.220012] there is a creek in line from 
here 
down to the exit point of DeJaNot....DejaVoux is probably 
somewhere along this creek line. 
Found: Hatsumi and Sledgy 2013 
Rating: 05550 
Created: 2013-03-30 13:00:00 
Name: Dejavoux 
Description: Long Pipe, few bends. 5ft RCP, (gets larger), Cement RCP, 
Contains a C.D.S. 
Access: The drain is near Bridgeview Ave, not View St. Somewhere 
around 
here: [GPS:-33.819831,151.208213]. 
*Just before Road splits on bridge view Av. On left will 
bea 


massive park with stairs leading down. 


Then 


wacked one 


also a 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Vater Level: 


*On South side of Cliff. Walk down stairs, Onto pathway. 


take any side path into the bush. {Preferably the bush 


Anakaine and myself made about 25-30m from stairs}. 


Walk down path 10ft and Drain will appear 


If have no idea.. just follow creek upstream 


UPDATE RATTER 2013: 


This is less than 75 metres away from Nose Crest, 


long bendy 5-6' RCP featuring a CDS unit... 


Cammeray 

NSW 

Australia 

Don't do when raining. C.D.S can over flow. 
Be cautious of C.D.S 


Cond: 
History: 
To-Do: 
Notes: 
Found: 
Rating: 
Created: 
odified: 


Slimey - Ankle 
Never dry 


Explore more! 

Vhats the Dejavoux? 
2007 Neptune & Anakaine 
307570 

1995-12-31 13:00:00 
2010-07-22 14:00:00 


which is 


Name: 
Alternate: 


Description: 


hardcore 
Fawkes, 


Features: 
rooms 


shape 
many 


Access: 
Gungahlin 


wetland 


enter 


Delotarium 
Delo's tomb 


A great system with features galore. Caters both for the 


drainer and new comers. Up there with Squirrels, 


Belconnen and Penguins. MPL=2. 6km 
Massive system with multiple large chambers, 


Guy 


massive GPT 


(inluding large double GPT corridor), mini spillways, 


changes, size changes, weird manholes inside pipes, too 


waterfalls and sidepipes to count. 


Park at the "hall for hire" carpark near the corner of 


drive and The Valley avenu 


Walk north through the new 


system. Entry 1 - Walk though knee to waist deep water and 


North 


through either of the 5.5ft rectangular entries. Entry 2 - 


of Rectangular entry, look for small control pond 


furtherest away 


and 


Entry 3 


Locality: 
Region: 
Country: 
Care: 
constant 


Navigating from 


either 


Eek!: 
PEG 


pipe. 


Water Level: 


Cond: 
pencil in 


History: 
does not 


To-Do: 
the 


Notes: 
finished 


Found: 
Rating: 
Created: 


from road. 3m x 1m grille with mini spillway. Left grille 


nter. Requires a 12m crawl on stomach into the chamber. 


Swing grille into the GPT behind goodyear 


tires/beaurepairs. 
Entry 1 [GPS:-35.185898,149.124083] Entry 2 
[GPS:-35.185511,149.124866] Entry 3 [GPS:- 
35.185185,149.12551] 


Outfall (need boat/swim) [GPS:-35.175895,149.134646] 


Gungahlin 
ACT 
Australia 


Climbing up into 7ft RCP chamber, very slippery and 


waterfalling. Requires good upper body strength. 


the dual GPT chamber in the "corridor" into the RCP's on 


side. 


Old wasp nests in older section of drain. Spiders. Bits of 


sticking out in 5ft section after GPT corridor in left 


Dry - Swim 


Untouched. A few markings and measurements written in 


the new section written during the construction. 
Upgrade of an older system. Current google maps capture 


show the new sections of this drain. 
Scale 3m high water fall at inlet end of drain and explore 


side pipe up there. 


Explore more sidepipes 


I believe th 


in late 2012. 


2013 Delo 
4.0/5.0 


2013-08-17 14:00:00 


new rectangular and square sections were 


Name: 
Alternate: 


Description: 


South 


Depot Drain 
Honeycomb. 


A wide drain, 


formerly canal but now covered, with lots of 


voids/grottos that runs beneath the Audi dealership & 


Sydney Council Depot. TEL=500m. 


Features: 
various 


Many voids beneath the depot & dealerships that contain 


types of useless obtainium. 
*The honeycomb roof under council 


depot, and access to depot. 

Access: 0,UE: Canal between the Audi & Holden dealerships on Link 

Rd 
[Sw:297L17/076L17, UBD:256F13/019L09, Grg:376A13, 
GPS:-33.9118065933,151.211324961]. Beside Audi building Go 

d/s. 

#5,UX: Thru voids in the south side up to Epsom Rd. 

#7,EE: Into 
the council depot. 

Locality: Zetland 

Region: NSW 

Country: Australia 

Care: Seccers at the car dealerships. 

Water Level: Slimy-Shoe 

Nearby: *Course: Triple Donger == Depot Drain ==<?. 

Found: 2002 Blakjak/Drac/Millsy/Starla. 

Rating: ERA LIEN, 

Update: 2016-12-19 12:18:50 (Ratter) - Update Access: Connects 

downstream 
to new (unnamed) Green Square drain. 

Created: 1995-12-31 13:00:00 

Modified: 2004-09-27 14:00:00 

Name: Detention 

Alternate: Balgownie Detention System 

Description: Large Detention System for Mt Ousley runoff. Above ground. 
Includes one tunnel, and one bridge. 

Features: Bridge approx 10m off the ground above primary detention 

basin. 
Side tunnel for excess overflow. Tunnel is about 30m long. 
Overall detention basin size is approximately half a 
soccer/football field. 
Much local graffiti 
Excellent Echo in several areas 

Access: North: Cnr of Brokers Road, and Gore Street, Balgownie. 
South: Corner of Brokers Road and Lang St, Balgownie. 
Valk in on path, jump fence down grassy slope. 
[GPS:-34.385065,150.871545] 

Locality: Balgownie 

Region: NSW 

Country: Australia 

Care: During heavy rain this area is a flood basin and water 


detention 


detention 


lower 


Water Level: 


Cond: 
To-Do: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


up with 


Features: 
above 


continue 


Access: 


your 


under. 
Locality: 
Region: 
Country: 
Care: 


Water Level: 


system. Heavy rain produces enough current through the 
system to sweep you off your feet and smash you into the 


detention wall, and further into the sluice to the creek. 
Stay away during heavy rainfall. 

Dry - Dry 

Dry 99% of the time 

Create half pipe against sluice wall to create artificial, 
surfable wave during rain. 

Anakaine 2007 

2.0/5.0 

1995-12-31 13:00:00 

2008-01-04 13:00:00 


Detention Center 
4.5" outfalls down to some churn blocks which then meets 


the downstream end of ‘Triple Sliple' (an M2 underpass). 
MPL: 40m TEL: shrinks to 4' beyond MPL 
An uncovered section with observation maintenance walkway 


that looks down into the drain as if to keep an eye on the 
prisoners within. 
Bring a milk crate otherwise a boost is required to 


deeper into the drain. (about 5' high wall, no step irons) 
Over/around the fence, of the visible RCP outfall. 

End of Somerset Rd. [GPS:-33.764945,151.095142] 

Park at north end of Gloucester Rd, and take the walkway. 
Access to the drain 'walkway' is via the vehicle gate, if 


lucky they wont be locked properly and hinge up to slide 


Epping 

NSW 

Australia 

Houses opposite can see you pretty easy in the day. 
Slimey - Shoe 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Wire, 


Raptor & Phobic 2014 
2.0/5.0 
2014-05-11 14:00:00 


Diamond Backed Rattle Snake 
Ice-Cream Truck, Great Stains, Greystanes Maze, Bird on a 


That Drain With too Many Names, Clown Face, School's Out 


Description: 
few 


and 


other 


Features: 


form a 


the 


further 


Access: 


easy, just 


of the 


of 


that runs 


33.815954,150.946564] 


pass) 


west of 


Locality: 
Region: 
Country: 
Care: 

the 


car 
the 
Water Level: 


History: 
the 


Pretty interesting drain of decent size and length, anda 


surprises. 
Collection of 6.5' RCP, 6' RCP, 5.5' RCP, 5' RCP, 4' RCP, 


continuing on further upstream as 3' RCP. 
Grilled chamber at the D/S end (the 'rattle'), various 


chamber, including the U/S end with the snake's head. 
MPL=approx 700m, TEL=approx 850m. 


The 'rattle' chamber at the D/S end, 


two over-flows which 


diamond shaped loop-around, lots of GBGs, the 'head' of 
snake- a large smiling face U/S, and a single pillar even 


U/S. 
GBG at the southern end of Hackney St (western side is 


park your car infront of it) [GPS:-33.81637,150.946955] 


Alternatively, there's a concrete manhole just under one 


trees next to the fenceline, in the south-eastern corner 


Darling St Park. Next to the concrete drainage channel 


north along the edge of the park. [GPS:- 


D/S grille chamber [GPS:-33.814864,150.946548] 
GBG infront of 13 Gwydir St [GPS:-33.81741,150.947495] 
GBG infront of 11 Gwydir St (otherside of over-flow by- 


[GPS:-33.817436,150.947699] 
Grille in back garden of Genista Aged Care Facility 
[GPS:-33.817907,150.947964] 

Manhole into 'head' chamber on Old Prospect Rd, about 50m 


Cumberland Rd [GPS:-33.818974,150.947967] 


Greystanes 
NSW 


Australia 


The Hackney St grille or the manhole under the tr ar 


easiest and least visibl ntry/exit methods. Park your 


infront of the grille if you don't have a means of lifting 


manhole. 


Dry - Shoe 
Possibly constructed in the late 80s/ early 90s judging by 


tags and names. 


To-Do: 
coordinates 


Notes: 
out to 


chamber, 
was 
Found: 


Rating: 
Created: 


Someone take an iphone or something that can record 


and locate the other gutterboxes on a map. 


Found by looking for intel listed by Fl@sh, 


be small 


drainage, 


and fol 


found. 
Bastion, 
3.0/5.0 
2011-05-2 


lowed the drainage channel 


which turned 


then we saw the downstream grilled 


until 


a suitable entry 


Scarecrow- May 2011 


O 14:00:00 


Name: 


Description: 


as 


7£t RCP! 
then 5ft, 
Features: 


Access: 
the 


Enter 

few 

=the 

my 
including 


approximate 


liftable 


Diet of Worms 


Long, 


triple 6ft RCP, 
at a rather large chamber, 


finally, 


7ft secti 


then 4.5ft and, 


Several c 
Park in H 


outfall u 


any of th 


hundred m 


but interesting 7ft RCP drain in 


on continues 
final 
hambers, gri 
eart Pl, off 
sing the rai 


e three (3) 


left is current 
travel due east. 


gutter box grills, 


tres heading upstream. 


Ther 


Blacktown. Begins 


becoming a twin 6ft RCP at a junction and, 


becoming an awesome 


for 500m before shrinking to 6ft, 


ly, 4ft. MPL=2km. TEL=2.5km+. 
ll rooms, and more. 
Kildare Rd, Blacktown. Climb down to 


lings, [GPS:-33.768856,150.897241]. 


6ft RCPs. There is a split after a 


The right path was taken 


tly unexplored, but Google Maps suggests it 


several points of access, 


pa 


ar 


rk grills, and manholes. The 


areas of each of these is as follows: 


Craig St: 
Burke St: 


Grill room in park on cnr Archer St and 
[GPS:-33.784898,150.899098]. 


Newton Rd: 
Fitzsimmons Walkway: 
Bungarribee Rd: 
Matthew Cres (a): 
Matthew Cres (b): 
Vestern Cres (a): 
vestern Cres 


[GPS =3 37 


[GPS: 
[GP 
GP 


[ 
[GP 
(b): [GP 
[GPS:-33.78 
[GPS:-33.78 


72724,150.897661]. 
[GPS:-33.774838,150.897874]. 
-33.77607,150.897624]. 
§$:-33.778953,150.899302 
$:-33.779999,150.899797 
S$:-33.780697,150.899849 
$:-33.782321,150.899089 
3271,150.898945]. 
4095,150.898817]. 


] 
]. 
Ja 
] 


Barnes Ln: 
This grill room has several 


least 


[There are 


mostly as 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
seems to 


there are 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
Access: 
bridge 


Region: 
Country: 
Nearby: 
Dum 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


grills, which are sometimes padlocked or chained closed. 
GBG, in front of bus stop along Archer St: 
[GPS:-33.785029,150.899108]. 


NB. Each GPS coordinate above is approximate. There are at 


2-3 access points near or around each of these markers. 


numerous other access points along Fitzsimmons Walkway, 


concrete manholes and liftable concrete slabs. 
Blacktown 

NSW 

Australia 

Your back, further upstream. 

Albino worms, everywhere (especially downstream)!. This 


be characteristics of Western Sydney drains. Cobwebs, 
cockroaches, and daddy-long-legs spiders (harmless, but 


THOUSANDS of them in this drain). 

Dry - Ankle 

c. 1979-1981 (based upon tags and etchings). 
2013 Red & Swim 

3.0/5.0 

2013-07-04 14:00:00 


Dight's Falls 

7ft RCP, do it as a warmup to GOD. Very, very, very, very 
straight! 
It sits next to GOD. 

On the west bank of the Merri Ck between the Monash Fwy 


and the Yarra River. [Mel:2DB-5]. 

VIC 

Australia 

GOD and Nam; God's, Johnson St, Dungoy's and Dum Dum Dah 


Bridge rooms. 

1986 Dougo/Sloth/Woody. 
0.0/5.0 

1995-12-31 13:00:00 
2006-02-28 13:00:00 


Dimensional Parallel 
Aranda drain 
A drain system running under Aranda that contains some 


chamber. 
Features: 
internal 


Bizarre. 


sad, 


stretches of 


small 3ft 


Marvelous. 


this 


Access: 
Banambila 


look 


the main 
approx 
upstream 
wall 
Locality: 
Region: 
Country: 


Care: 
outlet of 


barking at 


Eek!: 
entering 


edge of 


Water Level: 


Cond: 


History: 
the 


occurred 


interesting and unique features. MPL=550ms to "the face" 


Brick walls to stem the flow of water - almost like an 


dam - Splendid. A rectangular section ON TOP of a RCP - 
The Face - A large junction chamber where 3x RCPs form a 
fish-like face - Terrific. A few beautiful, long, 


gutter-boxes - creating serenity in grime - Alluring. A 


side pipe that connects into the Belconnen way drain - 
Square, rectangle and RCP are all shapes you'll find in 


system - Variety. 
Park at the Aranda playing fields (Cnr of Kubura Pl and 


St). Walk north down the small unsealed service track and 


for the open canal. Enter through the solitary 7ft RCP. 


Outlet [GPS:-35.253474,149.081473] 


If entering from the Belconnen way drain: Head west from 


inlet entry point and take the 3ft side pipe to the left 


150-200ms in. Alternatively, continue on through the 


pipe as it changes to 4ft and you'll exit at the 2nd Brick 


section. 

Aranda 

ACT 

Australia 

A 2 story house has breath-taking views overlooking the 


this drain. They also have a small dog that is fond of 


strangers that walk too close to their fence. 
Knee deep water with added sludge for about 50ms when 


from the outlet. Don't lose your shoes! Walk close to the 


the RCP to avoid the worse bits. 

Dry - Knee 

Not visited very often - only explorer graffiti in the old 
sections 

It appears this system was originally a continuation of 


Belconnen way drain. It's possible after some flooding 


Rectangle, 


the 
with 
in the 


To-Do: 
Follow 


Notes: 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


TEL= 


Features: 
park if 


Access: 
fenced in 
in is 
Locality: 
Region: 
Country: 
Care: 
Cond: 


History: 
visiting my 


mm 


lane. 
Found: 
Rating: 
Created: 
Modified: 


Vater Level: 


ACTEW have added on newer sections - the Square, 


[ believe 


overflow sections, etc, to beef up distribution. 


majority of the system was a 4ft that's now been replaced 
the new larger sections to cope with storm water run off 


area. 
Bring a milk crate or two to scale the eyes in the face. 


the light in the left eye. 
Old sections explored by FiL and the Cave Men in 90s. 
New sections explored by Delo 2014 


2014 Delo 
3.0/5.0 
2014-04-29 14:00:00 


DINGLEBURN 
KFC 
Twin 5x8 foot box culverts. MPL= approx 


750-900 metres. 


unknown 
Not many, pretty boring but long. Right next to KFC car 


your hungry. 
Upstream access is at th nd (dead end) of Palmer st in 
ingleburn (-34.001448, 150.864971) although its heavily 


with cyclone fencing topped off with barbed wire, best way 


behind KFC on Macquarie rd, just down from the station 
(-33.995739, 150.867275). 

Ingleburn 

NSW 

Australia 

Watch out for locals....... Pretty scary. 

ankle in places 

Still works 

I used to ride my BMX through here when i was a kid 


cousins. 
I think there is lots to explore around this whole area. 


Take my sons bike down there and ride down memory 


DB first in 1987 and again in 2016 
245/540 

2016-08-27 00:10:00 

2016-10-31 22:25:24 


Name: 
Description: 
entrance. 


Features: 
sloping), 


nearby. 
Access: 


#2: Grille next to dirt mound 
behind Traction 4/Panavision/Ella 


DiodeDox 


Drain running under Warringah 


TEL=759m. 
Churn blocks 


8'h rect 


Expressway. 


at entrance, rooms, side round pipes (some 


various grille exits in expressway median areas and 


9,UE: 


Follow well 


[Sw:257B13/035B13, UBD:215M01/021J01, 


worn path opp 5 Parkes Rd, Artarmon 
Grg:315B0l, 


GPS:-33.8131906594,151.19063105] 


Blanch. McLaughlan St, 


Artarmon 
[Sw:256013/034013, UBD:2153901/021C02, Grg:314J01, 
GPS:-33.8133219471,151.182396363, XED, XNL, XWPT]. 
Locality: Artarmon 
Region: NSW 
Country: Australia 
Water Level: 9: Shoe-Kne 2: Slimy. Slimy & slippery throughout 
History: Used for drolf %%. 
Nearby: *Tunks Creek Cours == DiodeDox == unnamed under 
Predator's 
Bridge == MulletDox == GobbleDox == Gravel Socks ==<Long 
Bay. 


* (Tavern) /St.Leonards Interchange == 


Found: 
Rating: 
Update: 
to 


access 


day! 


Rd 


branch of 


from 


Created: 
Modified: 


1993 Diode. 
3.0/5.0 


2016-12-19 12:31:31 


(Tunks Creek Course). 


(Ratter) - Update Access: "Grille next 


dirt mound" is now asphalted over. Alternative upstream 


via grille in driveway of bus depot at 3 McLachlan Ave 


[GPS:-33.813239,151.181245]. 


Beware of buses during the 


Steel hatch in garden bed outside 


Artarmon 


[GPS:-33.816488,151.187426]. 
Leads to crawl 


stepirons. 
Diodedox (up 


the outfall) 


Bunnings, 


at end of Cleg St adjacent to Reserve 


May be covered by mulch. No 
pipe which joins the southern 


the slide on the left as you proceed upstream 


1995-12-31 13:00:00 
2006-10-26 14:00:00 


Name: 
Alternate: 
Description: 
about 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 

Vater Level: 
Cond: 

To-Do: 

Ghost 


Name: 
Description: 
Features: 
side 


to 


Access: 
Toowong [159 


Disappointment 2.0 
Burwood Drain 
Starts as promising looking 6 foot entrance, 


shrinks after 


2 meters to a 4 foot shrinker, thus the name. 

None 

Enter through canal next to Concord Oval, Gipps St, 
Concord/Burwood 

[GPS:-33.869304,151.11009] 

Concord 

NSW 

Australia 

Your back 

Shoe - Shoe 

Boring 

See it it connects upstream to larger drain explored by 


2009 Wolfman Scarecrow Ghost 
O37 S20 
2009-11-01 13:00:00 


Disc Slipper 
Newish, tidal drain, very desolate in atmosphere. 
9ft square doubles one joins the other further up, blocked 


tunnel, flat section, becomes 6ft rcp, then up waterfall 


discslipper section then onto cemetery inlet. 
Square doubles outlet on river near Moorlands Park, 


C16] Take right hand side, left is muddy. 


Locality: Toowong 
Region: QLD 
Country: Australia 
Vater Level: Tidal, shin at low tide, swim at high 
To-Do: follow flat section to end. 
Found: 1996 Azza/Possum 
Rating: 3.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2005-08-09 14:00:00 
Name: Discrace 
Description: Recently developed suburb in the northern part of the ACT. 


This 


grille 


Generally 


relatively short 


scraper. This 
been 

by but I 
hundred 
smaller. 
Features: 
Access: 

mud 

Closest 


drive) and 


vacant 


safe 


particular drain sits in a giant floodway with multiple 


rooms, gutter boxes and strange mini grille rooms. 


connected by 5 - 4ft RCPs, most rooms are all in 


distances of each other. Still a back breaker/knee 
drain system, as the suburb it's in, has only recently 


completed. I believe it connects to a larger system near 


have yet to find where the two join. I've explored a 


meters through one set of pipes and it gradually got 


Multiple grilles and chambers. 
Jump small retainer wall and cross the rocks, dodging the 


pits, enter the 4ft pipe and crawl into first chamber. 


street Medhurst Crescent (the side closest to gundaroo 


closest cross section is Nurdurr Drive. Parking - Many 


blocks around at time of writing, use one to park on the 
verge/inside the block. Exit - numerous mainholes that are 


to pop. Use one of them or the way you came in. 


Interesting note 


lot of 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Cond: 
History: 
To-Do: 
system 


Notes: 
Found: 
Rating: 
Created: 


this location looks nothing like it does on google maps. A 


developement has taken place in a short time. 
[GPS:-35.195461,149.106207] 

Crace 

ACT 

Australia 

Red clay / mud pits. 

Ankle - Dry 

Brand new. 

Brand new. 

Explore further. Find the connection to the large drain 


near by. 

Expect to get muddy. 
Delo 2013 

2.0/5.0 

2013-07-10 14:00:00 


Discrace 2 


Description: 
large 


chamber 
system. 
crawl 
Features: 
Access: 
with 
from 
Locality: 
Region: 
Country: 


Care: 
entry of 


Eek!: 

Water Level: 
Cond: 

Found: 
Rating: 
Created: 


ft RCP that conects to the Discrace system. 


Contains a 


chamber with a grilled roof with a long GPT splitting the 


in half. 


Few smaller grilles and rooms through out the 


Changes from 5ft to 3ft at the end requiring a 10 meter 


into the last room with a grille. 
Large grilled roof chamber. 
Park on verge of vacant 


Nudurr drive 


here. 


Nicholls 
ACT 
Australia 

Look out for 


this drain 


Shoe - Dry 
Untouched 

2013 Delo 

2.0/5.0 


Don't fall in the GPT pit. 


TEL=250m 


after exit 


Outfall RCP entry short distance from here. 
[GPS:-35.19546,149.106205] 


neighbors 


Mul 
t lot on Kangaroo Close 


from roundabout). 


tiple rooms with grilles. 
(intersects 


Grille visible 


Entry 


Exit the same way. 


in close vicinity to the out-fall 


LE 


2013-08-07 14:00:00 


's deep. 


Name: 
Description: 


Features: 
tunnel. 


Access: 
crosses the 


hand side 


Liverpool rd 


twin 


Disorientation 


Drain that starts as twin oft RCP' 


and goes through some 


interesting feature changes. MPL=300m+. 


Small room, 


5ft Wx 3ft 


H x 30ft L throat. 


80m crawl 


Chambers of doom. A grille room. 


cooks river. 


of canal. 


UPDATE: 


GI 


#1, 


that crosses 


the Cooks River canal 


6ft RCP on 


Enter the canal under 


[Sw:294K07, UBD:253! 


Walk upstream 15m. 


the bridge on liverpool rd that 


Enter 6ft RCP on right- 


B03, Grg:371B03]. 


Enter the canal 


under the bridge on 


Walk upstream 15m. Enter 


right-hand side of canal. 
[Sw:294K07, UBD:253!1 


B03, Grg:371B03]. 


at the 


Locality: 
Region: 
Country: 


History: 
overland 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


promising 


disappear 


Features: 
rains 


ferocious 
to bowl 


Access: 
Dobel Rd, 


service 


bush. Bush 


until you 


Locality: 
Region: 
Country: 


Water Level: 


#2, Gutter grilles on either side of the street 


crn of 
MacArthur & High St's 
Strathfield 
NSW 
Australia 
Dry - Shoe 
Explorer got lost/disoriented whilst on return journey 


and then had to refind gutter grill to follow drain back 


proper orientation. 
Explore further past entrance to throat pipe. 
May lead to a large grill room or to an unexplored drain 


vicinity of Homebush RD. 
2006 Ghost. 

3.0/9.0 

1995-12-31 13:00:00 
2007-01-07 13:00:00 


Dobel Downs 
The Pretender. Petageko. 
This drain begins with a big 7ft RCP and looks very 


from Dobel park where a number of large sloped drains 


into a visible pip 
Pretender, becaus 
breaking 4ft RCP. 
We found a big gecko who liked being petted :). 


system far below. Also known as the 
within about 25m you're back to a back 


When it 


hard the outlet of this drain creates a waterfall of 


force that shoots out into the valley below. Enough force 


you over and send you down the creek. 


Dobel Rd GPS:-34.05853, 151.02070. On the lower side of 


there is a reserve between two houses. Head down this 


track past the gate for 10m or so. Head left into the 


bash your way down to the creek (15m) Look up the creek 


see the big pipe above you. Good Explorer. 
Engadine 

NSW 

Australia 


Care: Slippery rocks, don't fall, you will be mince meat on the 
rocks 
below. No drains when it rains. This one especially!. 


Eek!: Huntsmans and Funnel webs enjoy this drain too. 

Water Level: Slimey - Ankle 

Notes: This drain outlet serves a large portion of northwest 

Engadine. 
This drain boring unless you're admiring the outlet during 

a 
heavy downpour. 

Found: 2007 Anakaine/Neptune. 

Rating: 2.0/5.0 

Created: 1995-12-31 13:00:00 

Modified: 2007-01-11 13:00:00 

Name: Docklands 

Description: 6ft rect that is very full of water. Not fully explored. 

Features: 2??? Extremely hard to enter. As work continues on the 
Dockland’s project, it may get harder or easier to enter 
although one would say harder which is pretty bloody hard 
considering we’ve already tried twice and failed due to 
waterlevels! 

Access: Under wharf into Yarra. [Mel:2eE-7] Need to swim of use 

flat lilo 
to enter. Transp: Walk from Spencer St station. 

Region: VIC 

Country: Australia 

Vater Level: Nearly full to the roof with water 

Rating: Cipro korn 

Created: 1995-12-31 13:00:00 

odified: 2006-03-31 13:00:00 

Name: Does Not Compute 

Description: Sydways, UBD, & Gregorys street directories all 


incorrectly show 
the upper portion of the creek feeding this drain. The 


truth is 


the upper portion acutally feeds Oatlands Orbital, 


therefore it 
"Does Not Compute". How's that for detective work? Huh?. 2 
x 5' 
straight RCPs changes into 1 x 5'h rect that snakes its 
way under 
Doyle Ground and close to the nearby cemetary. This drain 
is not 


part of Happy Ending. MPL=736m. TEL=1.100km. 
Access: 9,UX: Canal Brickfield st btw Fennell & Grose 
[Sw:252011/080011, 


[Sw:253A10, 


park @ 


Locality: 
Region: 
Country: 
Water Level: 


UBD:191E15/024M01, Grg:278E15, XED, XNL, XWPT].Downstream 
entrance/exit here, underneath bridge @ 
[GPS:-33.806642,151.01002]. Enter from either side of the 
road-bridge. 

0,UE: Creek on Isabella Rd btw Waugh & Macarthur Sts 


UBD:191G14, 


Grg:278G14 Upstream entrance/exit here, in 


[GPS:-33.803352,151.01529]. 
North Parramatta 

NSW 

Australia 

Slimy-Shoe 


Found: 
Rating: 
Update: 


the 


western side 


2004 dTrog. 
2.0/5.0 
2012-09-15 14:00:00 (Red) - Locked grill, here at 
[GPS:-33.806598,151.013759]. Shiny-new brass padlock is on 
crawl 


inside, not the outside. However, through the 


GPS:- 


pipe and you can pop a grill, here at 


338.069 317 Lo LOTI TL 


Update: 


either 


park @ 


Created: 
Modified: 


Name: 
Description: 
in 


Access: 
hole 


UBD:150J13, 


Locality: 
Region: 
Country: 
Nearby: 
e", 
Found: 
Rating: 
Created: 
odified: 


2010-11-11 13:00:00 
underneath bridge @ 


(Red) - Downstream entrance/exit here, 
[GPS:-33.806642,151.01002]. Enter from 


side of the road-bride. Upstream entrance/exit here, in 
[GPS:-33.803352,151.01529]. 


1995-12-31 13:00:00 
2012-09-15 14:00:00 


Doesn't Taste As Good 


5-6' RCP in Castle Hill "trading zone". Low 2' crawl room 


middle. Small waterfalls. TEL=400m. 
9,UE: Carpark, NE cnr of estate 15 Carrington Rd. Through 


in fence next to creek, turn L. First RCP [Sw:212D17, 
Grg:217D13, 
Castle Hill 
NSW 
Australia 


15m further on at creek entrance is "Tastes So Good To 


GPS:-33.7284009558,150.981341718]. 


2004 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 
2004-10-27 14:00:00 


Name: DogPin 

Description: 6' RCP leading into sewage storage and pump station, 

awesome 
place to scream obscenities at tourists 

Features: Winches, levers, penstocks 

Access: Kings Park, just off Paterson St, Launceston. 
[GPS:-41.439445,147.130623] 

Locality: Launceston 

Region: TAS 

Country: Australia 

Eek!: DEATH TIDAL 

Water Level: Death - Dry (Tidal) 

Found: Rascal 2011 

Rating: 30/5720 

Created: 2011-12-05 13:00:00 

Name: Dok's Death 

Description: Drain with low bits and squatter bits. 

Access: * Bowden St thru Dunlop Slazenger [Sw:297E13/075E13, 
UBD:255Q09/018Q002, Grg:375E09]. Go thru the gate at the NW 

or SE 
ends of the building on Bowden St. Look for canal near 

Bowden St. 


[GPS:-33.904 


1086,151.195291] 
* Jump in canal on Maddox St 


[Sw:297D15/075D15, 


UBD:255P11/018N05, Grg:375D11, GPS:- 
33.9075234288,151.194034874, 
XED, XNL, XWPT], walk u/s, take L split in canal, follow 
until 
you get there. 
* Enter canal from Botany Road between Wellington and John 
St. 
Head downstream [GPS:-33.899470,151.200360] 
U/S- Trimar in footpath; Park Rd next to tennis courts 
[GPS:-33.900259,151.196413] 
Locality: Alexandria 
Region: NSW 
Country: Australia 
Water Level: Dry-Ankl 
Found: 2000 Dok. 
Rating: 2.0/5.0 
Update: 2010-04-22 14:00:00 (Scarecrow) - If anyone else feels 
like going 


for a crawl this far, 
footpath next 


to the tennis courts on Park Rd. 


Also, 


there is a trimar exit in the 


[-33.900259,151.196413]. 


side of 


Created: 
Modified: 


Name: 


Description: 


brick arch 


Features: 
tag up 


Access: 
Campbell St) 


X28], 


Locality: 
Region: 
Country: 
Care: 

fun it 


History: 
LO=DOE 
Notes: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


road. 

new 

graff & 
the 
contains a 


u will 


giant key-hole-less spiderweb manholes in the northern 


the park along Buckland St. 


1995-12-31 13:00:00 
2010-04-22 14:00:00 


Domain Darkie 
25ft high rock blasted drain that turns into 25ft red 


like Anzac (melb). 
Also has side tunnel half way up drain thats interesting, 


wall there. 
Jump into canal next to hospital (Cnr Collins St and 


- D/S is Domain Darkie, U/S is Hobart Darkie. [Map 25, 


[GPS:-42.880186,147.331303]. Exit is here, at 
[GPS:-42.877415,147.339216]. 
Hobart 

TAS 

Australia 

The pit in the middle where th 


water runs, ask Drac how 


is to fall into it! 

Perhaps the oldest drain in Tasmania. 

Go right to the end and check out the plaque. 
Excellent for photos! 

Melb Clan 1992 

0.0/5.0 
NGOS -12=31 1.30000 
2007-01-01 13:00:00 


Domayne Drain 
Open canal that becomes a drain to pass beneath a major 


Heading downstream, the open canal is covered by a brand 


concrete roof about 9ft high, here are various home-boy 


CC tags. Further into the drain is the older section where 
drain is 4ft high for about 2m as the bridge above 


sewer main! Just before u stoop to go beneath this low bit 


about 4ft & 
urself in 
meters on, 
become an 
Canal. 
Features: 
DES 

gives the 
edged 
‘open' 
having 


Access: 
Gardeners 


walk 


Locality: 
Region: 
Country: 
Care: 
day!. 
Eek!: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


into 


Features: 
after all). 


Access: 


Vater Level: 


notice an old ramp, this drops the floor of the drain 


after about 2 meters u can stand up again where u find 
the downstream portal which is about 12ft high. A few 


just past some more graff & tags the drain opens up to 


open canal again. It eventually runs into Alexandria 

The original bridge containing a sewer main. For most of 
length this drain has a 'flat' terracotta floor which 
ramp an unusual 'round-ish' look opposed to the sharp 


concrete ramps usually found in drains. There is also an 


"room' under a bridge nearby that has evidence of ppl 


either lived or thrown a party there. 
Next to the Domayne shopping centre betw 


n Doody St & 


Rd. Enter carpark on either side of the canal, jump in & 


downstream to drain. 

[GPS:-33.917435,151.194226] 

Alexandria 

NSW 

Australia 

Shopping next door, lots of narky ppl about during the 


Roof dips to 4ft for about 2m. Nazi security guards are 
everywhere!. 

Shoe 

2004 Blakjak/Beachbum. 

30:75:50 

1995-12-31 13:00:00 

2006-07-27 14:00:00 


Don't Forget To Breathe 
TEL - Approx 50m 


Valk in drain from canal. Two rectangular pipes. splits 


three and finishes in twin 6ft RCP's 
Bit of graff. Nothing too special (it is Campbelltown 


Not really packed full of features this one. 
Valk in from canal here 
GPS:-34.060668, 150.814873 


Locality: 
Region: 
Country: 
Eek!: 
sure 


Water Level: 


Campbelltown 
NSW 
Australia 

Dont take far right pipe when it splits into 3. Im pretty 


someting died in there a LONG time ago. Its foul 
Slimey - Shoe 


To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
Access: 
via 


train to 


Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


Features: 


grill 
Access: 
there 


the 


33:3:893599;, 


Locality: 


Find a better drain. 

Move along people nothing to see here. 
2010 - Sledgy 

Disb 50 

2010-05-08 14:00:00 


Donaldsons Creek 

10ft and 6ft reps. 

Open section. Not worth going past this. 

On Della Torre Cres between Shaw St and Kenilworth Pde, or 


open section across the road. [Mel:31E-7] Transpr: Eltham 


Darebin. 

VIC 

Australia 

1986 Dougo/Woody/Sloth 
25/50 

1995-12-31 13:00:00 
2006-03-31 13:00:00 


Double Barrel 
DB 
Twin 6 foot rcps 

Mpl approx ~250m 

Tel 400m Some is still under construction 

Lots of rooms and bends 

Cool places to sit and chat 

Big retention room at drain end with inaccessible larg 


In between Hudson st and William st on old Canterbury rd. 


are 3 gutter grills (two were locked, Allen key needed) 


second one up from William st was unlocked. [GPS:- 


151.145544] 

Next to light rail station. 

Outfalls into the Hawthorne canal through a 3-4ft pipe. 
[GPS:-33.891769, 151.144533] 

Lewisham 


Region: 
Country: 
Care: 


will be 


Water Level: 


Cond: 
History: 
Lewisham. 


To-Do: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
tunnels. 


horseshoe 
graf in 
and 


Access: 
SLOTH’S 


Locality: 
Region: 
Country: 


Knee 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
8ft rep, 


overflow 


Water Level: 


NSW 

Australia 

Do after 9:00 pm. 

Pretty busy road, hopefully when system is complete there 


safer access and exit. 

Dry - Dry 

Brand spanking new. 

Part of the huge new development currently under way in 


Explore section still under construction. 
2015 DB 
3.0/5.0 

2015-08-27 14:00:00 


Dougo's Tomb 
10' high culvert, that becomes 14' in middle. 
700m long drain with a long, low stairway and a few side 


Starts as a 12' high rectangle, becomes a 14' high 


arch, then finally a 10' rcp. Some people like the weird 


this tunnel. We recommend doing Dougo’s then Sloth’s Tomb 


Great Stairway. 
11A Dawson St (approx). 


Follow Back Ck downstream from 


TOMB. [Mel : 60B-6] 

Glen Iris 

VIC 

Australia 

Dry except the last 200m of downstream end, which is up to 


deep 

Sloth's Tomb and Great Stairway. 
1986 Dougo/Sloth/Woody 

4.5/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Down Below, The 
Nice easy going drain with a few shape changes, chambers. 
Low outlet that gets bigger quickly, twin 5ft rbps, long 


numerous rooms, nice bright grille room, large sewer 


Access: 
Cliff Vale 


into 


Locality: 
Region: 
Country: 
Care: 

the past 


Water Level: 


dry, cept 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
gets 


several 


Access: 


concrete anal 


#35: Grille 


chamber. 
Head down behind the abandoned houses on the corner of 


Pl and Garner St (directly E of red post box), climb down 


channel, head 20m u/s to 5'5 rectangle. [A-Z:33-J4] 
Cliff Vale 

East Midlands 

United Kingdom 

Scary flow in channel. Looks like sewer has gone nuts in 


but seems to operate correctly. 
Channel is knee deep and fast flowing, drain is mostly 


near outlet 
2005 jJasonbirder 
3.5/5.0 

1995-12-31 13:00:00 
2005-02-03 13:00:00 


Drac's Poophole 

Drac's Pissflap. 

4'h-5'h RCP running under Dracs backyard. 

Great for skateboarding, starts quite small upstream and 


bigger d/s. Poopers and poopees can peer and poop out 


gutter boxes to oncoming traffic. 
2s: Contact Drac for entry from backyard. Lift her 


chasity belt [Sw:234R20, UBD:193H04, Grg:281H04, 
GPS:-33.7820076892,151.100025332]. 


#9,UX: D/s end 


Locality: 
Region: 
Country: 
Cond: 

lot of 


History: 
with 


Found: 
Rating: 
Created: 
Modified: 


iynelle Park. 


at Terrey's Ck end of Abuklea Rd (cross Vimiera). 
Eastwood 

NSW 

Australia 

Her poophole, now it has been listed is 


xpected to get a 


mileage. 
Poo poo poo poo poo poo poo poo poo poo poo poo poo -- 


sauce. 
1993 Drac. 

0.5/5.0 

1995-12-31 13:00:00 
2004-09-19 14:00:00 


Name: 
Alternate: 


Description: 


Features: 


Access: 
for 


just 


Locality: 
Region: 
Country: 
Eek!: 


Vater Level: 


Dragon Drain 

Puff the Magic Dragon Drain; Chapel Hill Drain. 

50 - 100 meters 5-6' RCP before getting too small 

Indiana Jones bushy creek entrance. A few small rooms. Big 
dragons (lizards) sleep here at night. 

Creek outlet, Greenford St, Chapel Hill, [157 gN20] Look 


vines growing over a fence beside the road on the left 


before a right turn into Chatburn St. 
Chapel Hill. 


Cond: 
metres 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


the 
else need 


Features: 
cheeky 


grille. 
Access: 
(closest 


Locality: 
Region: 
Country: 
Eek!: 


Water Level: 


QLD 

Australia 

Crazy cannibal lizards. 

Slimy Ankle deep at entrac Stagnant brown smelly water. 
Non-tidal 

Newish 6ft RCP with rooms. Goes down to 4/5ft RCP after 50 


or so. 

Photograph and befriend the lizard drain-dwellers. 
2003 Lesa/Magga 

157520 

1995-12-31 13:00:00 

2005-01-04 13:00:00 


Drainfield Tuggerah 

Full Metal Ball. 

Extensive stormwater system underneath Westfield Tuggerah 
Shopping Centre and nearby residential area. Triple rects. 
Triple, double & single RCPs. Chambers & junctions. Pity 


highest is 5'h/d. Oh well, it's included here so no-one 


bother. MPL=647m. TEL=2kms. BDID. 
Nice high skylight spot to stand in (relief) and make 


remarks at shoppers (humouresque relief) through raised 


m 


8,UE: Gaps in system 


ither sid 


of footbridge. The E 


to shopping centre) has a gate with no padlock. [Sw:NDR, 
UBD-CC:049B15, Grg:NDR, GPS:-33.3068353663,151.414473877]. 
Tuggerah 

NSW 

Australia 

Post-expo chiropractors bills. 

Slimy-shoe 


Notes: 
scientific 


Found a heavy metal ball and a tennis ball. Not-so- 


experiments within the drainage system proved that when 
thrown, 
full metal balls travel further than wet tennis balls. 


Lost full 


metal ball. Please find for me. TIA, dTrog. 
* Follow the triple 
RCPS for the raised grille. 


Found: 2004 dTrog. 

Rating: 0.5/5.0 

Created: 1995-12-31 13:00:00 

Modified: 2004-11-21 13:00:00 

Name: Drainwarehouse 

Description: 3 x 5.5'h rects under Bunnings Warehouse. MPL=146m. 
TEL=438m. 

Features: Eels, eels & more eels. 

Access: 0,UE: Patrick St. Enter canal near Pacific Hwy. Look d/s 


[Sw:NDR, UBD-Nc:163C16, Grg:NDR, 
GPS:-33.0237815001,151.664527431]. 
#9,AX: Opens into dammed 


creek. 
Locality: Belmont North 
Region: NSW 
Country: Australia 
Care: Sediment d/s end gives off methane gas. 
Eek!: Sediment d/s end gives off methane gas. 

Vater Level: Shoe-Shin 

Found: 2004 dTrog. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 

odified: 2004-11-11 13:00:00 
Name: Drink Me. 
Description: RCP - Kinda boring really, 1.6m high, gets smaller as 
fills with 
silt. 
Features: Fun to climb into, lots of silt 
Access: Enter from North side of Yo Mamma's So Fat. In Dry 
Creek [UBD: 821L14] 

Locality: Pooraka 
Region: SA 
Country: Australia 

Found: 2002 Elfen 
Rating: 1.5/5.0 
Created: 1995-12-31 13:00:00 

odified: 2002-08-31 14:00:00 


Name: 


Description: 


Access: 
off 


Driveway 
5' round drain. One room, some smaller branches. TEL=1km. 
9,UE: "Drainage Reserve" between Farah Pl and Diffey St, 


Hume Hwy. [Sw:293B15, UBD:251H11, Grg:368H11, 
GPS:-33.9051316792,151.014208884]. 


#0,UX: Dual triangular 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Runs 
system 
location I 
Features: 
water 
connects 
access to 
100ms 

and mini 
Access: 


places 


Locality: 
Region: 
Country: 
Care: 
high rise 


visible 


grilles in front driveway of 80 The Avenue. 
Yagoona 

NSW 

Australia 

1993 Diode. 

0.5/5.0 

1995-12-31. 13700300 

2004-09-04 14:00:00 


Drowning Horse 
Dual 6ft outlets spilling into the Yarralumla creek canal. 


under the Phillip light industrial area. The start of the 


appears to have been upgraded recently. Despite it's 


can't find any record of it ever being listed MPL= 1km~ 
Both 6fts meet up in a decent sized chamber/junction room. 
Junction room contains 2x 5fts and a 4ft pipe gushing with 


where a loud hum can be heard, I suspect this side pipe 
up with a recent high rise development and may provide 

a cavity under that building. The 2 5 fts run for about 
before amalgamating into a 6ft. Multiple junction rooms 


chambers further up stream. 
Corner of Callam St and Hindmarsh drive. Multiple parking 


nearby. Hard to miss really. 
[GPS:-35.348002,149.089736] 

Phillip 

ACT 

Australia 

Main entry/outfall is over looked by multiple domestic 


buildings and is near a legal graffiti area. It is also 


from Hindmarsh drive. 


Eek!: 


these areas 


Water Level: 


Cond: 
sections 


History: 
LO=DoO% 
Found: 
Rating: 
Created: 


Name: 


Description: 


but 


Features: 
that 


Access: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


diciplines. 
Features: 
grille 
besser 


way up 


Access: 
Evelyn St 


Stratton 


[160 


Some of the intersecting pipes have created loose bits of 
concrete over head. Try to avoid touching the roof in 


due to a risk of it collapsing. 
Dry - Shoe 
A little graffiti at the enterance and some in the older 


upstream. 

NA 

Explore the 4ft in the first chamber 
2014 Delo 

3.0/5.0 

2014-07-31 14:00:00 


Druids 
5' RCP on Torrens. A very cool entrance (one of the best) 


gets plain from there on. 


Awesome entrance with stonehenge style rocks, drain's not 


good though. Area: North East 
On the River Torrens [UBD:107E10] 
SA 

Australia 

Ankle 

2002 Durgin 

2.5/5.0 

1995-12-31 13:00:00 

2002-09-01 14:00:00 


dsanktuary 
dskty 
Stormwater drain, home to ultra nijiatic tekneek 


Arched redbrick doubles, pillared cavity, SCP triples, 
room, drain crossroads, round redbrick, stone coffin, 


brick, rusty gates. Great for boating as tide goes a long 


the drain. Enter at #4 
1:Double arched outlet on river, beside docks end of 


[160 G2] #2:RMH near grille in car park Cnr Longland & 


st [160 E3] 


3:Grilles on James St, opposite McLachlan St. 


C5] #4:SMH at city end of Little str 


t, behind K2 [160 


A6] 
5:RMH on Warren St, in reverse park bay. Need small 
crowbar [159 
R6] 
Locality: Fortitude Valley, Newstead 
Region: QLD 
Country: Australia 
Eek!: Knee/waist deep at crossroads. tidal water fills to main 
grille 
Water Level: 1 Tidal (shoe/death) 
History: SCP sections added late 2002 
Found: 12/2002 dsankt and ekweleks 
Rating: 0.0/5.0 
Created: 199512531. 130000 
odified: 2005-08-09 14:00:00 
Name: Dubbo Dubble 
Alternate: Dubbo Twin 
Description: Twin 5' and 6' RCPs with waterfalls. MPL 225m, TEL 450m. 
Features: Two waterfall shafts, ladders, central grille room, water 
dragons. 
Access: Western bank of the Macquarie River, opposite Talbragar 
St. Twin 
5’ RCPs 30m south of the train bridge. 
[GPS:-32.244302,148.599328] 
South of the train bridge where it crosses the Newell 
HWY/Whylandra St. Through the inlet grill off the canal 
[GPS:-32.243636,148.597013] 
Locality: Dubbo, NSW 
Region: NSW 
Country: Australia 
Care: May be water dragons inside the d/s end near the river. 
Eek!: Spiders, spider webs. 


Water Level: 
To-Do: 


Notes: 
grilles 


Found: 
Rating: 
Created: 


Name: 
Description: 
isa 


Dry - Knee 
Follow canal 
sections. 

Central gril 


upstream to see if there are any more decent 


le room is inaccessible/exitable. All topside 


have been welded shut. 
2013 Scarecrow 
30/540 

2013-03-30 13:00:00 


Duck River 


A pathetic set of drains. #1 has a promising entrance, but 


and newer 
has an 
First 


Access: 
Grg:338G15, 


Locality: 
Region: 
Country: 
Found: 


Name: 


Description: 


Park. RCP 


Features: 
it from 


water 


Access: 


western 


spills into 


deep shaft 


west down 


Locality: 
Region: 
Country: 
Eek!: 
isn't 


Water Level: 


Found: 
Rating: 


worthless, 


parallel rectangular, 


interesting 'anti-mini-racers' mega grille on the u/s end. 


9,UE: 


GPS:-33.8784421695,151 


Sefton 

NSW 

Australia 

1989 Melb Clan. 
0.5/5.0 

1995-12-31 13:00:00 
2004-09-04 14:00:00 


Duck, Duck, Mongoose 
Overflow for the lak 


shitty little round drain. 


about 6' but short. 


Drain found in Sydney by Cave Clan. 
Cnr Munro & Hel 


len St 


L.013087446]. 


at Bella Vista/Norwest 


sections 5' at best. 
MPL: Approx. 100m. 


The 


#2 and #3 are old 


"old' one 


[Sw:293A03, UBD:231G15, 


Goes under Munro St. 


Business 


6m tall chamber with overflow from the lake pouring into 


the overhead grille. 
RCP sections not 


gets deep. 


laid properly, 


Twin rectangular outfall. 


Through GBG on Solent Circuit, 


corner of the lake. 


the overflow; 


the GBG. 


under 


the grassy slope. 
Inlet; 
Bella Vista 
NSW 
Australia 
You'll 


very tall. 


Shoe - Knee 
June 2010, Rascal, 
2:0 752.0 


likely get wet up to your knees, 


Bella Vista, 


creating dips where the 


at the north 


the water 


You'll likely see wher 


[GPS:-33.730741,150.961717]. 
Alt entry/exit at the twin outfall; 


Scarecrow. 


cross the road and climb down the really 


just a bit further 


[GPS:-33.730644,150.961104] 


[GPS:-33.730941,150.96191] (Inaccessible). 


and the outfall 


Update: 
cool to 


from 
outfall 

of mud. 
caged room 
footpath is 
and 


Created: 
Modified: 


Name: 
Description: 
RCP 


Access: 
Dundas Park, 


corner of 
corner of 


There 


with 


Locality: 
Region: 
Country: 
Eek!: 

Water Level: 
Notes: 
sporting 


hectares and 


Found: 
Rating: 
Created: 


2011-04-08 14:00:00 (Red) - GBG is about 3m deep - pretty 


climb down. Pipe from the bottom of the GBG is about 2.5ft 


memory and quite the crawl - about 40m to where the lake 


is. Lake outfall is, at present, absolutely packed full 
This might change with a heavy flow; but for now, the 

is inaccessible from this pipe. Above lake outfall on 

a gattic which can probably be opened with the right tools 
step-irons beneath it to climb down into the caged room. 


2010-11-02 13:00:00 
2011-04-08 14:00:00 


Dundas Park Drain 
6ft RCP underneath Dundas Park, Dundas Valley, with 5ft 


extension upstream. TEL=160m (190m with extension). 
Park in, around, or near the south-western corner of 


42A Yates Ave, Dundas Valley. Walk towards south-west 
park. Outfall is north-west of the roundabout on the 
Quarry Rd and Fullford St, at [GPS:-33.796058,151.052847]. 
is a grill here, at [GPS:-33.795976,151.053088]. Upstream 


ntry/exit here, at [GPS:-33.795296,151.054325]. Upstream 
extension outfall here, at [GPS:-33.795153,151.054818] 


ntry/exit here, at [GPS:-33.795102,151.055138]. 
Dundas Valley 

NSW 

Australia 

Drain spiders with glowing eyes! 

Dry - Shoe 

Dundas Park is a large park which is a popular venue for 


activities. It covers an area of approximately 6.5 


has several facilities. 
2012 Raptor / Red / Swim 
0.0/5.0 

2012-12-28 13:00:00 


Name: 


Description: 


Features: 


rectangle, 


Allnut Pk 


one 


various 


Continues on as 


from 
the main 
Once 
take 


get to 


day 
trip. 
junction 


the LH 


RCP 10 
one 


Access: 
Rd, where 


near 


of the 


viaa 


Locality: 
Region: 
Country: 


Dungeon 
Longest storm drain in Australia. 
Nearly 9kms long. Main tunnel is a mix of 12' and 9' 


leading past slides, stations and side tunnels to the 


Grille. here the tunnel splits, and forms a figure of 8, 


tunnel crossing under the other, meeting again after 


shape changes, underpass chambers and staircases. 


a twin shape changer before reaching The Wall, a good 6kms 


the outlet. Twin 8' reps lead off from just upstream of 
outlet, passing thru numerous rooms, loops and overflows. 


you reach the grille up the rectangular tunnel you should 


the RCP on the left & follow the arrows. This way you'll 
do the whole tunnel. 


The 2 8' RCP’s at the start should be done on a separate 


as, unless bikes are used, they exist as a four hour round 
RCP's run parallel to each other, passing through a few 
rooms. The last stretch goes for lhr - watch your step in 


RCP as it is full of holes. It is possible to exit the RH 


min before the final junction where the two tunnels become 


via an overflow. 
1: Near the intersection of Union Street and Hawthorne 


Elster Canal passes underneath either scale the high fence 


the outlet, or climb into the canal on the downstream side 


intersection and head upstream. [Mel: 67K-10] 
[GPS:-37.909542,145.019435] 
2: Entry/exit possible to the far end of the RH long RCP 


gutterbox lid in the pavement. [GPS:-37.939294,145.045304] 
Brighton 

VIC 

Australia 


Eek!: 
LH one 


has 


Water Level: 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


The two long RCP's at the outfall become skanky upstream. 


has holes in the base of the drain, and RH one sometimes 


money floating in the skank. 


Blades Tomb, Tommy's Hole. 


Mostly dry, few ankle sections far upstream 


1987 Blade/Cobra/Dougo/Sloth/Woody 


3.5/5.0 
1995-12-31 13:00:00 
2003-12-31 13:00:00 


Name: 


Description: 


Features: 
yabbies, 


Access: 
the 


follow the 
into a 
second 
Locality: 
Region: 
Country: 


Care: 
and just 


Water Level: 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Durgin's Sinique 
4 meters high, flows in. 


Rock blasted caverns, mini waterfall, natural floors, 


and even an l have been s 


n! 


A large quarry, park @ Just 


off of Young St. and walk down 


hill, head west. Past the first and second quarries, 


creek from the collapsed bridge, and it will take you 


rock blasted cavern - follow on from first drain to 


drain. [UBD:176J4] 
Reynella 

SA 
Australia 


Watch out for pit infront of the waterfall in the drain, 


be cautious in general 
Shin to knee 
Follow downstream to M8N*. 


Located in Bruce Complex* 


2004 Bruce, DurgiN, Trendsetta. 


0.0/5.0 
1995-12-31 13:00:00 
2005-07-03 14:00:00 


Name: 


Description: 


finished 


Access: 


Dwarf's Delight 
3.5"h brick drain under rail 


lway line, very similar to the 


Trafalgarian. Red brick wall 


concrete floor. TEL=70m. 


[Sw:296K09/064K09, 


ls and roof with a roughly 


9,UE: Railway Ave, jump fence opp Warwick St 


UBD:255D05/013H09, Grg:374D05/016H09, 


GPS:-33.8938883187,151.16771137]. 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


carpark 


Concreted 


Features: 
Access: 
in the 


W. 


Locality: 
Region: 
Country: 
Care: 


twice a 


carpark. 


Water Level: 


Stanmore 

NSW 

Australia 

Watch ya knees the floor is quite rough. 
2001 Bullwagon. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-04 14:00:00 


Dwayne 
The Rock 
This is Dwayne. Dwayne is a wannabe drain under the CSIRO 


in North Ryde. 
It's actually a round corrugated-iron detention basin. 


off at both ends, with drainage through a mesh box. 


Standing height, even for the taller chaps. Around 3m(?). 
TEL=60m 
O 


utback style corrugated iron. 
Entry into Dwayne is via one of the many (4) hinged grates 


middle of the carpark. Corner of Delhi Rd and Julius Ave 


[GPS:-33.795254,151.140980] 
Probably best not to park onsite. 
North Ryde 

NSW 
Australia 

Don't get seen by eager beavers working into the night. 
Security guard will stop by to check building once or 


night, so keep an eye out for their patrol car in the 


Slimey - Ankle 


Cond: 
Notes: 
be 


not very 
Found: 


Rating: 
Created: 


The floor may be a bit rusted. 
Worthwhile visiting if in th 


area because it does seem to 


relatively unique. I probably wouldn't go out of my way to 
explore this alone, as although it's nice and wide, it's 


long. 

2015 Aydun 

2.0/5.0 

2015-06-06 14:00:00 


Dwellers 


Alternate: 
Description: 
four 


the 


Features: 
which 


caused by a 
with an 
the 


newer 


Access: 
Solway 


Locality: 
Region: 
Country: 
Vater Level: 
splits. Shin 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
to 7ft 


accomodate a 
underpass, 


Access: 
up 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 


Drain Dwellers Tomb Drain 
Long, large, mostly 10' rcp tunnel, infamous for drowning 


firefighters who were doing rescue excercises down it in 


1970s. 


10' rcp, long, lots of manholes, with graff pertaining to 
one the surviving fireman escaped up. Has an odd diversion 


chamber called The Waiting Room. Long flooded section 


pipe running across the floor. Eventually reaches a split 
Rep on the right and a stairway leading to a brick arch on 
right. Not a bad drain at all. Can be a bit off-putting to 
explorers. Lots of changes included. Don’t ask about the 


fireman! 
Follow Gardiners Ck though Malvern Valley Golf Course from 


St on the south bank. [Mel:69B-1] 
East Malvern 
VIC 
Australia 
Ankle at outlet unless your really good at doing the 


at blockage 

Mini Tenth, Chameleon, Warrigal Rd Bridge room. 
1987 Cobra/Dougo/Sloth/Woody 

4.5/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


DX4 


Large rect outfall, gets up to 12ft high, before shrinking 


after grille room. Really weird duck-under pit to 


large cross pipe. A few side tunnels, large old corro 


small slide, shrinker. 
Follow creek from the southern end of Wincott Drive. 


150m 


creek is the outfall. 
St Phillips 

OR 
United States of America 
Shin at outfall 

2005 Siologen 

3.5750 


[Mapart: 107 H7] 


Created: 
Modified: 


Name: 
Description: 
6'h 
Features: 

to a 


the 


Access: 
UBD:276N12, 


#9,UX: Canal in 
or 


Locality: 
Region: 
Country: 
Water Level: 
Notes: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
of 

Finishes 
you've 

from the 
Features: 
what 


Access: 


the 


1995-12-31 13:00:00 
2007-06-11 14:00:00 


Dynamic Duo 
3 x 6' sq concrete for 50m then 2 x peaked oval 5.5' to 


becoming covered canal. TEL=1.1km. 
Nice clean Water! Middle square ends in dam. Covered canal 
section at d/s end 8' x 25' x 150'. Drain comes out next 


waterboard compound! Interesting CDS unit in canal beside 


compound. 
0,UE: Canal, cnr Fitzgerald & Walsh Aves [Sw:318B12, 


Grg:406H12, GPS:-33.9471176179,151.23129537]. 


Matraville Primary School, cnr Bunnerong & Beauchamp Rds, 


continue d/s to Fat Tulip. 

Matraville 

NSW 

Australia 

Ankle 

Off-shoot tunnel on left heads 500m towards Maroubra. 
*Course: Dynamic Duo == Fat Tulip ==<Botany Bay. 
2004 Rodent/FeNix. 

3.07540 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Dyslexia 

Mostly 2-3ft RCP which is about as inspiring as the rest 
Rhodes, with a few good spots for heckling the locals. 
up in a large GPT but it's possible to keep on going if 


got legs long enough to reach across to the small pipe 


ladder (appears to lead out to an infall?) TEL=600m? 
Small drains, yeah! Couple of good gutter boxes, mildly 
interesting GPT's (that don't seem to work too well) and 


smells like a sewer overflow. 
-33.83434,151.083009 
Park your trolley on the corner of Shoreline Drive near 


it'll be 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Cond: 

TLo=Do% 
Found: 
Rating: 
Created: 


Name: 
Description: 
Busway 


pipes at 
grille room 
of 


construction 


south under 
heads 


and meets 


Features: 
with 


changes to 


traffic 
probably 


Access: 
Playing 


shopping centre and walk down 200m to the coastal walk, 


the first and southern most outfall you'll see. 
Rhodes 

NSW 

Australia 

Don't get stuck in at high tide! 


Ankle - Dry (Tidal) 
Clean 

Find the infall. 
2012 - Z 

1.0/5.0 

2012-05-19 14:00:00 


Eagle Containment 
Six foot twin rectangular section runs under the Northern 


near Brisbane Grammar School 


Playing Fields. 
Walk into twin six foot, rectangular, precast concrete 


27.456850S 153.019141E]. 


[GPS: Pipes head west to the 


at [GPS: 27.456750S 153.018220E], 


then change to three RCP 
size 5-3.5 feet. Google maps of May 2015 shows the 

site and rectangular concrete sections. 

left-most RCP heads 


From the grill room, the largest, 


the inner city bypass. The smaller right-most RCP probably 
north under the golf course next to Victoria Park Road, 


27.454911S 153.016410E). 


up at the grill room at [GPS: 


TEL > 300M 
The southern RCP connects with three high manhole rooms 


bright yellow ladders. At one point the concrete pipe 


a metal one, and tapping on the walls reveals that it is 
suspended above the ground, maybe in the roof of the 


tunnel. Pipe eventually meets up with an older section, 


under the rail line to the south. 
Walk in, at the culvert west of Brisbane Grammar School 


Inner 
[GPS: 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 
Cond: 
History: 
have a 


To-Do: 
Found: 
Rating: 
Update: 
Echo", 


The 
applies. 


Created: 
Modified: 


Name: 
Description: 
Features: 


Fields. Near wher 


the Northern Busway where crosses the 


City Bypass, south of the Victoria Park Golf Complex. 


27.456850S 153.019141E] 

Kelvin Grove 

QLD 

Australia 

No problems. 

No eeks. 

Dry - Shin 

New section is pristine as of May 2015. 

Completed early 2015. The rectangular concrete sections 


casting date of 2012/6/14. 

Scout out the pipe under the golf course. 
Majestic 2015 
3.0/5.0 

2015-09-14 14:00:00 


(Majestic) - Merge with "New School 


This one is th 


re-developed version of the older drain. 


access info in the "New School 


Echo" listing no longer 


2015-05-22 14:00:00 
2015-10-19 13:00:00 


Edge of Parnell 
1 x Rectangular Cement, 7' high, gets smaller. 
Changes shape, nice grill exit, side tunnel into 


Mitsubishi with 


Access: 


big slicer 


On east bank of Sturt Creek under Westminster. 


[UBD:141D14]Catch 


Locality: 
Region: 
Country: 
History: 
Nearby: 
Rating: 
Created: 
odified: 


Name: 
Description: 
wide. 


733 Bus. 
Marion 

SA 

Australia 
Named after th 


film. 


Follow Sturt downstream to Xirth*, upstream to Flinder Uni 


BD O40 
1995-12-31 13:00:00 
2003-03-31 14:00:00 


Eel Pit 
An rectangular concrete thing, ranging from 6!'-7'. 


Twin, 


Features: 
grilles. 
Access: 
Rd 


#0,NX: Ends be 


UBD:256K15/020 


XWPT]. 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
somewhat 


a 
redbrick 


smaller 


Features: 
Access: 
heading 


over 


Locality: 
Region: 
Country: 
Eek!: 

Water Level: 
Cond: 


History: 
"Vermont 


and Ath 


MPL=913m. TEL=913m. 
Eels, some pillars and a big room in middle, skylight 


9,UE: 


Cd 


Golf course carpark, cnr Isaac-Smith St & Gardeners 


[Sw:317P03, UBD:276J03, Grg:406D03, 
GPS:-33.9253407193,151.221242493]. 

hind spikey 

fence in Koorinda Ave [Sw:297019/076019, 


E13, 


Grg:376E15, GPS:-33.9173566311,151.22346368, XED, XNL, 


Better to return same way. 
Kingsford 

NSW 

Australia 

Ankle 

1996 Predator. 

3.0/5.0 

1995-12-31 13:00:00 
2004-09-04 14:00:00 


Eel Trap 
Vermont Drain 
Lengthy RCP drain, 2.4 m outfall flooded to thighs, 


hidden in creek. Gets dry after about 50 m, then leads to 


large, multi-chambered GPT with a section of vertical 
shaft (sewer?) protruding. Splits off and gets gradually 


after a number of rooms and grilles. MPL = ~1 km (upstream 
sections and entrances need to be verified). 

GPT room, grilles. 

1. Enter via outfall at (-37.858367, 145.200540) by 


north along the boardwalk from Burwood Hwy where it goes 


Dandenong Creek, the outfall will be on your right. 
Vermont South 

VIC 

Australia 

Eels! 

Thighs 

Quite good, depth of water at the outfall limits access to 
explorers. GPT room often has a bit of gunk in it. 

First found by Edgar on 15th September 1994 and named 


Drain' in a letter to the Cave Clan. Rediscovered by Pip 


mm 


lrap' 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


the 


Access: 
[160 J3] 


N8] 


Locality: 
Region: 
Country: 
Eek!: 


Water Level: 


in 2007 when it was extended and subsequently renamed 'Eel 


by Edgar. See thread on CCF here: 
https://www.caveclan.org/forums/viewtopic. php?f=68ét=2891 
Find out what the hell that redbrick shaft is for. 

Edgar, 1994 

3.0/5.0 

2016-10-15 11:48:55 

2016-10-31 22:47:10 


ekweleksotika 
Arched redbrick doubles, big arch, side tunnel chambers, 


pool. 
1:Redbrick doubles outlet on river at end of Oxford st 


2:RMH in bend of Oak st, Hawthorne. Need crowbar. [160 


3:RMH in side path of house, cnr Riding and Ison Road. 
Bulimba 

QLD 

Australia 

Sewer overflow on right hand side of flat section 
1:Tidal (shoe/swim) 


Notes: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


sandstone 
concrete 
5' dia 
a very 
Features: 


Access: 
Grg:312J04, 


Locality: 
Region: 
Country: 


3:Probably wont open from above. 
2003 ekweleks and dsankt 

4.5/5.0 
1995-12-31 13:00:00 
2005-12-06 13:00:00 


Electricity Falls 
A pretentious little drain. Started many years ago as a 


culvert under a road, feeding a creek. Now has many 

shafts, each with step irons, and each in a waterfall with 
RCPs on each level. Would be great to look down in during 
heavy storm. 


Old standstone walls (top level only). 
0,UE: 2-4 Higginbottom Rd [Sw:255L16, UBD:214D04, 


GPS:-33.8187721373,151.127257932]. 
railings. 

Gladesville 

NSW 

Australia 


Look for the Geriatric 


To-Do: 
Notes: 
level and 


Found: 
Rating: 
Update: 


Created: 
Modified: 


Name: 


Description: 


Features: 
explored 


Access: 
basin. 


Region: 
Country: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 


This 


(by 
Access: 


Region: 
Country: 
Nearby: 
Rating: 
Created: 
odified: 


Explore the bottom level. 
Named after the Electricity pavement brick in the top 


the many falls. 
2004 Drac. 
370/540 
2010-04-27 14:00:00 (Fl@sh) - Address should be 12-14 
Higginbothom Rd. See grills near handrail. 


1995-12-31 13:00:00 
2010-04-28 14:00:00 


Elisa's Tomb 
8ft rcp, gets bigger heading upstream. 
Veird grillerooms. Was still being built when we first 


it. Area: Northwest 
North side of Melton Hwy via open section or via retarding 


[Mel:3B-11] 

VIC 

Australia 

2.5/5.0 

1995-12-31 13:00:00 
2006-03-31 13:00:00 


Eltham 

8ft Rectangle. 

Entrance shows potential. This is one of those “okay if 
you’re in the area on the way to another drain” drains. 


drain was extended in 2000 making it a lot more worthwhile 
especially when done in conjunction with Tiffany’s Tomb 


car). Nice new metal section. Area: Northeast 

Follow the canal from Susan St upstream for a few minutes. 
[Mel:21 H7] 

VIC 
Australia 

Tiffani's Tomb, The Mission 
30/9120 

1995-12-31 13:00:00 
2006-03-31 13:00:00 


Empty Space 


Description: 
explored. 
Features: 
between 


Access: 
north of 


Squeeze 


Locality: 
Region: 
Country: 
Water Level: 
LO=DOs 


Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Yards, 


Features: 
#2: Large 


Access: 


XWPT]. 


Corro iron pipe with lots of big waterfalls. Not full 
6 waterfalls, with short sections of 8ft corro iron pipe 


them, and roof grilles. 
Pain in the arse to get to... It outfalls as a creek 50m 


the Credit River, in between Shardawn Mews and Onieda Cr. 


past mangled outfall grille. [Mapart: 472P39] 
Erindale 

ON 

Canada 

Ankle 

Get in at upstream end as 3rd waterfall from bottom has no 
ladder, so noones been all the way through it. 
2005 Siologen 

85/520 

1995-12-31 13:00:00 

2007-06-11 14:00:00 


Enfield 
Two drains under industrial complex & Enfield Marshalling 


Greenacre. TEL=600m. 
1: 7' d/s flooded entrance. Lots of swallow nests. 


grille room in its centre. 
0,UX: Over gate end of Drone St [Sw:294F14, UBD:252N10, 
Grg:370H10, GPS:-33.9047479686,151.068851309, XED, XNL, 


#4,EX: Canal inside marshalling yards near Wentworth St 


XED, 


[Sw:294G14, UBD:252P10, GPS:-33.9037275525,151.072205109, 


XNL, XWPT]. 


#6,SK: [Sw:294H14, UBD:252010, Grg:370K10, 


#9,UE: Canal 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


GPS:-33.9041154719,151.074521428, XED, XNL, XWPT]. 


W side Cosgrove Rd Opp Blanche St [Sw:294J14, UBD:253A10, 
Grg:371A10, GPS:-33.903573142,151.076166573]. 

Strathfield South 

NSW 
Australia 

Knee (btw #0 & #1), Shoe: #0 & #2, Slimy: #3 
1996 Predator. 

2.0/5.0 

1995-12-31 13:00:00 

2004-10-08 14:00:00 


Name: 


Description: 


Features: 
Pats até 


wall 


Access: 


#9: Thru grilles. 


ocality: 
Region: 
Country: 


Nearby: 


Found: 
Rating: 
Update: 
for 


Created: 
Modified: 


Name: 


Description: 


Features: 
you 


pipes - 


Access: 
on 


open 
RCPS: If 
Charleston 
at 

taverner st 


a short 


Water Level: 


Ephemeris 
A 5-6' drain. 
12' hallway section running 100m under shopping Centre, 


either end by massive grilles. Which are lit by car parks 
outside. Strange side tunnel halfway up a wall. Bulging 


section. 
5,UE: On Pittwater Rd, 20m S along from Batcave Extention 
entrance [Sw:238P13, UBD:177K13, Grg:257K13]. 


Brookvale 
NSW 
Australia 

Ankle 

*Course: Bat Cave == Bat Cave Extention == (/Ephemeris) 
==<Brookvale Ck ==<Manly Reservoir ==<Manly Lagoon. 
2000 Mr India. 


340/50 
2016-12-19 12:34:01 (Ratter) - Update Access: GPS coords 
outfall: [-33.769245,151.267027]. 


1995-12-31 13:00:00 
2005-03-05 13:00:00 


Erindale 
Massive system the flows into the Isabella control pond. 
3x 6fts. Medium sized chambers. Split upstream that takes 


under the 711 and Erindal 


colleg Waterfalls and side- 


along with a few cool bunker style rooms. 
1. closest place to park is at the end of the Cul-de-sac 


Krause pl (intersects with Balsillie cres. Walk down to 


canal and look upstream. Enter through any of the 3 6ft 
you want to park further away park at the park at 


street. 2. Lift man-hole cover (furtherest away from road) 


small bunker inlet close to Erindale drv after the 


roundabout heading east. Followany of the 3 5fts upstream 


distance before reaching main chamber and pipes turning 


back to 
6ft. 
1. Outlet [GPS:-35.414962,149.084643] 2.Upstream room 
[GPS:-35.407942,149.088493] 
Locality: Monash 
Region: ACT 
Country: Australia 
Care: Outlet is visible from houses take car ntering. 
Eek!: Floor in the second room from outlet has a few decent 
potholes - 
don't do your ankle in. 
Water Level: Dry - Ankle 
Cond: Slightly graffed 
History: Originally found by Fil 
To-Do: Explore side pipes 
Notes: This is part of the listing of Fils old drains list that 
are not 
currently listed on EB. - Delo 
Found: 90's Fil 
Rating: 320/520 
Created: 2014-01-27 13:00:00 
Name: Eternal Turtle 
Alternate: Turtle Soup 
Description: Drain under Doncaster Ave, Randwick (upstream of Eel Pits) 
MPL: Approx 600m 
5' sandstone, 5' PVC, 6' RCP, 5' red brick and plastic 
sections 
throughout, eventually shrinks to 4' plastic where these 
explorers stopped. 
The drain was full of tortoises! 6 in total, there is 
freshwater 
flowing continuously down the drain. 
Features: Tortoises! 
Access: Enter d/s via upmost upstream Eel Pits canal, or via 
gutterbox 
outside 101 Doncaster Ave 
GPS:-33.912038, 151.224929 
Locality: Randwick 
Region: NSW 
Country: Australia 
Care: Try not to squash the turtles! 
Water Level: Shin - Dry 
To-Do: Find out where the freshwater is coming from, could be 
leaking 
water supply pipe or a centennial park reservoir 


Notes: Old graff, non CC graff 


Found: Hatsumi, Cryogenic, Rascal 2010 


Rating: 3.0/5.0 
Created: 2010-04-26 14:00:00 
Name: Eternity 
Alternate: Original name = Meadowbank Drain. 
Description: Big drain that runs from Meadowbank park to East Denison. 
Features: 12' rock blasted horseshoe shaped arch tunnel that becomes 
a 10' 

loaf shaped tunnel. Has a big room at shape change that 
has the 

original drain entering from above forming a waterfall 
over the 

continuation of the main tunnel. Further up there is a GPT 
with 

an 8' dia drop shaft above it. Drain ends in a tall shaft. 
Big 

chamber at the end of a 100m long fibreglass pipe that 
runs off 


the first GPT. Also connects to Kinder Surprise drain and 
replaces Deep Throat. TEL=2.2km. 
Access: 9: Outlet on E side of Deep Throat Canal near bridge, 
down drive 


from Constitution Rd near tennis courts [Sw:254L15, 
UBD: 213C03, 


XED, XNL, XWPT]. [GPS:-33.817197,151.084306] 


m 


8,UE: Padlocked grille into pillars room, in the section 


of 


Meadowbank Park opp Mons Ave [Sw:254L14, UBD:213C02, 
Grg:311C02, 
[GPS:-33.815099,151.0853]. 
5: Padlocked grille in middle of West Pde 50m S of West 


Pde x 

Miriam Rd [Sw:254M08, UBD:193D12, Grg:281D12, XED, XNL, 
XWPT]. 

[GPS:-33.800823,151.088645] (Locked, inaccessible) 

4,UX: Up fibreglass pipe from pit near main room climb up 
ladder 

to RCP, crawl up RCP past first room to second room. 
Grille 

emerges on Chatham Rd in motorbike parking bay in car 
park. 


[Sw:254M11, UBD:193D15, Grg:281D15, [GPS:- 
33.806179,151.087408], 
XED, XNL, XWPT]. 

2, Top of waterfall: Gutter grille in carpark off Betts 


St 


[Sw:254M10, UBD:193D14, Grg:281D14, XED, XNL, XWPT]. 
Natural Creek inlet (what used to be known as Kinder 


Surprise). 


Denistone. 


get 


carpark 


points. 
Locality: 
Region: 
Country: 


start 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
running 


Access: 
#5,UE: 


doa 


Locality: 
Region: 
Country: 
Notes: 


location is 


Underworld!. 
Found: 
Rating: 
Created: 
odified: 


Vater Level: 


Directory were 


Walk down driveway to housing estate at 6A Ryedale St, 


[GPS:-33.800243,151.088669] Requires rope and 


nginuity to 
past the end. 


UPDATE Sledgy 2011: 


Chatham Road entry is no more. Entire 


is now one big hole in the ground. Use alternative entry 


Meadowbank 

NSW 

Australia 

Waist in GPTs, Shoe-Ankle throughout. Tidal also. Muddy at 


of big arch tunnel 


*Course: Deep Throat == Eternity ==<Parramatta River. 
1998 Predator/Diode/Wombat. 
5.0/5.0 


1995-12-31 13:00:00 
2005-09-21 14:00:00 


Everville 
Short lake overflow. 
Massive grille room, 20m x 15m. 


Churn blocks, 6' tunnels 


off this. Grilled off lake end. 
xAcc details incorrect: 


From bend in walk past shed to 


huge grille next to the M4. Either lift most RH grille, or 


bishop thru pipe from smaller grille to the L [Sw:224017, 
UBD:182M01, Grg:265G01]. 

Regentville 
N 
A 


SW 

ustralia 

This drain was found by accident, in a region not shown on 
acquired street directories, so until further, the 


unknown. Hmm... 


ven after getting a newer Street 


not quite sure where it is. Sydney's answer to 
2000 Hatchet. 

0.5/5.0 

1995-12-31 13:00:00 

2003-09-14 14:00:00 


Name: 
Description: 
Features: 
ropes to 


Access: 
downhill 


creek; enter 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 


Ex Wife 
Mostly short, crawly drain. MPL 100m. 
Features sandstone sections and slides with tree-root 


climb up with. Some sections are standing height. 
Park near the bottom of Spofforth St, Mosman. Then walk 


along the Lower Spofforth Walk until you come to the 
up outfall. 

- u/s manhole is across from 26 Iredale Ave 
[GPS:-33.836812,151.227260] 

- outfall is [GPS:-33.837572,151.228317] 
Mosman 

NSW 

Australia 

Slipppery 

Spiders, fungii 

Slimey - Shoe 


History: 
outfall 


get 


Notes: 
Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
Access: 
[Mel:80D-1]. 


Two 


Region: 
Country: 
Nearby: 
Rating: 
Created: 
odified: 


Name: 
Description: 


A man talking with his ex-wife on his phone near the 


randomly looked at Curly and Talby and advised to never 


married. 

Found by Curly on a mail-route. 
2007 Curly 

0.5/5.0 

2010-01-15 13:00:00 


Exit 

7£t RCP. 

Gutterboxes. Area: South. 

Located in the southwest corner of Fr 


way Reserv 


This tunnel is in the sam as Rambo Darkie and the 


reserv 


often get mixed up. 
VIC 
Australia 
Underpass, 
275/550 
1995-12-31 13:00:00 
2006-03-31 13:00:00 


Fall and Rambo. 


Exxon Valdez and Egg 
Calgarys second largest system, 8kms long. Split into two 
sections Lower and Upper(which includes the Egg). 


Features: 
numerous 


impassable 


10ft, 


Zardox, the 


crosses, 
6ft rect 
a park, 

this at 

from 

the 

way 


Access: 
and 30 


to the 
Woods 

d/s of 
of 


Rd. 


end of 


slide. 5: 


leads to 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


History: 
older. 
Found: 
Rating: 


2.5kms of 10ft rect and rcp, with an arched section and 


weirs before the system is split in two by a huge 


slide. A side tunnel continues Lower Valdez, thru a mix of 


6ft and 8ft rcps passing the old connection point to 


Rabbit Hole room, a duckunder room where Upper Valdez 


various odd flow control obstacles, before settling as a 
that leads to the Forest Station, an overflow chamber for 


complete with pumps etc. Lower Valdez ends just beyond 


yet another tall impassable slide. Upper Valdez continues 


the top of the slide shortly splitting in to two tunnels, 


left which goes to The Egg, the right which runs a long 


before dead ending at an old connection to Zardox. 
1: Outfall, Southeast corner of the intersection of 58 Ave 


St. [Mapart: 144 U22] 2: Lower Valdez, manhole in grass, 


west of the East Calgary Twin Arenas, off the bend in Erin 


Dr (near Erin Woods Ter). [Mapart: 138 W19] Enters 200m 


slide. 3: Lower Valdez, in playground, grilled m/h, north 
carpark next to raillines, southwest of end of Hubalta 


[Mapart: 138 W19] Enters just before Rabbit Hole. 4: Upper 
Valdez, Manhole in carpark next to raillines, southwest of 


Hubalta Rd. [Mapart: 138 W19]. Enters 20m upstream of 


Upper Valdez, manhole on west side of raillines, in park 
bordered by Pennsburg Way and 12 Ave. group of M/H, one 


Zardox, other to Upper Valdez, entering near dead end. 
Malborough 

AB 
Canada 

Slide is dangerous. Very long walk from end to end, do in 
sections. 

Shin 

Exxon and Zardox used to be one drain, Exxon being the 


2002 Anymouse/Skaught/Kay O'Sweaver 
0.0/5.0 


Created: 1995-12-31 13:00:00 


Modified: 2003-12-31 13:00:00 
Name: Eyes 
Description: Pleasant 9' pipe in Bass Hill. BDAN. 
Features: Size, rooms, branches, and waterfalls. As well as nice 
little 
optical illusion. MPL=1.028km. TEL=1.080km. 


Access: 0,UE: Carysfield Park, Hume Hwy [Sw:292M13, UBD:251B09, 
Grg:368B09]. [GPS:-33.9008995686,150.99842184]. 
1,AX: Grille in first u/s room, into petrol station 


across road 
from entrance. 
9,NX: No exit unless you swim the 9' deep pool between 


Marks Ln 

& Bennet St [Sw:292L09, UBD:251A05, Grg:368A05]. 

[[GPS:-33.8918577497,150.995767995], XED, XNL, XWPT]. 

Entry/Exit via swing grille next to the driveway of 64 
Orchard Rd 

[GPS:-33.892183,150.996449]. 4'6 side-pipe located in the 
end 

chamber. 
Locality: Bass Hill 
Region: NSW 
Country: Australia 
Found: 1995 Diode. 
Rating: 4.0/5.0 
Update: 2010-04-07 14:00:00 (Woezie) - #1,AX: Grille in first u/s 
room, 

into petrol station across road from entrance. 

is actually the servo closer to bass hill plasa ( the one 
with 

the car wash) 

9,NX: No exit unless you swim the 9' deep pool between 
Marks Ln 

& Bennet St 

-silver grate in last room before the pool can now be 
lifted 

if you want to enter this way park at the end of beatrice 
street 
Created: 1995-12-31 13:00:00 
Modified: 2010-04-12 14:00:00 


Name: F3 Collection 


Description: 


the F3, 


This is th 


e start of a number of short drains to do under 


rather than list them separately. Good ones like 
ChickenPox & 
CowPox will be listed separately. 
Features: Places to "Stop, Revive & Drain". 
Access: *Sequence is Sth-Nth: 
#01: Kur-ring-gai exit. Park in Myall St. 
Walk E along Kur.Chase Rd, L into Works Depot. Follow main 
road 
to Works gates. Follow fence past helipad to end. Turn L 
away 
from fence & follow service road. Turn R when it turns L. 
See 
drainage culvert (dirt) follow that until you get to 
concrete 
culvert. Follow that until you get to creen. Go u/s. 
There. 
#05: 
Mt.White. Exit S-bound at Mt.White. Stop in quarry area, 
walk 
back along freeway, looking for creek. Climb down. 4.5'd 
RCP. 
TEL=105m. 
#06: Kangy Angy Ck [NDR, UBD-CC:058J05, XED, XNL, 
XWPT]. 3 x 5.5'h rects. Old Tuggerah Rd. TEL=100m. 
#09: 
Northbound Newcastle Exit Ramp. Follow water course from 
armco 
railing. 8'd corrougated steel with "slopped" concrete 
base. 
TEL=134m. 
Locality: F-Three 
Region: NSW 
Country: Australia 
Water Level: Each sub-location varies 
Notes: This location will contain multiple sub-locations. 
Found: 2004 dTrog. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-11-20 13:00:00 
Name: Fairyfields 
Locality: Brisbane corso, fairfield. 
Region: QLD 
Country: Australia 
Found: 2003 ekweleks 
Rating: 0.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2003-12-31 13:00:00 


Name: 


Description: 


Features: 
with a 


Underpass, 
Area: 


Access: 
of 


Region: 
Country: 
Nearby: 


Name: 


Description: 


Finger 


Features: 


and 
3 T 


Access: 


Locality: 
Region: 
Country: 


Vater Level: 


7ft RCP 
Grilled room, way upstream.This tunnel is usually done 


group of 5 other tunnels in one day; Polluted, Nazi, 
Rambo & Fall, starting at Polluted & finishing at Rambo. 


South 
Follow creek on the east side of Springvale Rd just north 


Police Road for five minutes. [Mel:80A-4] 
VIC 

Australia 

Underpass, Exit, Rambo. 

1.5/9.0 


1995-12-31 13:00:00 
2006-03-31 13:00:00 


Fallen Tree, The 
5' tub drain running up from underneath Woolloomooloo 


Wharf. 

Accompanying map showed this drain branching off in all 
directions with four major branches going as far as Taylor 
Square. As it turns out two of the branches are bricked up 


one is very wide but very low. The main tunnel shrinks to 


after about 250m. TEL=300m. 

9,UE: Under Finger Wharf [Sw:277N17/029N17/056N17, 
UBD:236H09/004A02, Grg:346C09/004F02, 

. [GPS:-33.86911,151.220603] 


Woolloomooloo 
NSW 
Australia 
Tidal, Ankle-Knee 


Notes: 
due to 


Found: 
Rating: 
Update: 
confirmed. 


the 


Access details could not recently (Sep 2004) be confirmed 


mods to wharf and area. 

1998 Predator/Siologen. 

0.5/5.0 

2011-05-17 14:00:00 (Scarecrow) - Access details 


Easiest entry; climb down the corner into the bay behind 


building on Cowper Wharf Roadway, opposite Forbes St 


the 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


of 


Features: 
bother 


Access: 
first as 
train 


Locality: 
Region: 
Country: 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


Features: 
line then 


arched 
Access: 


cnr of 


grill. 


Vater Level: 


[GPS:-33.86911,151.220603] 
It is the first outlet you come across, heading west under 


wharf. Has an ancient fallen tree at the outfall. 


1995-12-31) 13500:7090 
2011-05-17 14:00:00 


Falls, The 
Originally called Bonus. 
6ft RCP upstream of Foxhole. Small entrance (5ft) but full 


action packed falls. 
Area: North zone 

Two very high waterfalls. Low for first 50 meters. Don’t 
going on after second waterfall. Good short one. 

Follow creek against flow from Arndt St. [Mel:17A-6] 
[GPS:-37.720211,144.935766]. Easy way is to do Foxhole 


their 2 minutes walk from each other and Foxhole is nearer 


station. 

Pascoe Vale 

VIC 

Australia 

Dry 

Foxhole 

1988 Doug, Sloth, Woody 
0.0/5.0 

1995-12-31 13:00:00 
2006-03-31 13:00:00 


Farkn Spiders 

Sore Footpalooza 

Mpl = 80m'ish Tel = unknown, how far you wanna crawl ?? 
4.5ft entry rcp becomes arched 5ft brick under railway 


Brick lined floor in 


shrinks back to 4.5ft rcp at end. 


section. Big FARKN drain spiders. 
Canal 10m down from corner of Eastwood ave and Railway 
in fence type deal. Alt u/s access is on 


Wollongong rd and Martin st, across road from funky mosque 
building on railway side of street old iron heavy twin 


Gets you to brick arch under railway line > caged roof 


canal > 
junction > canal and 8ft high section under car yards 
Didn't go 
further u/s but was 5ft rcp for the keen. 
[GPS:-33.78794304412719,151.08211755752563] 
Locality: Eastwood 
Region: NSW 
Country: Australia 
Care: big farkn spiders, harmless but big. 
Water Level: Dry - Slimey 
Cond: very old, otherwise ok. 
To-Do: follow open canal up in other direction and find something 
you 
don't have to crawl into. 
Found: Pandaman 1801 Jan 17 
Rating: 0.5/5.0 
Created: 0000-00-00 00:00:00 
Modified: 2008-06-30 14:00:00 
Name: Fat Tulip 
Description: Covered canal drain. 
Features: Fairly large, changes in shape, roof made of bricks, 
plaster, 
tiles. Skylight grilles. Huge curtain of roots. TEL=500m. 


Access: 0,UA: Canal in Matraville Primary School, cnr Bunnerong & 
Beauchamp Rds [Sw:318B16, UBD:276N16, Grg:406H16, 
GPS:-33.9547698365,151.229189101]. 


Locality: Matraville 
Region: NSW 
Country: Australia 
Vater Level: Ankle 
To-Do: Follow branch canal/drain that is grilled off, thru to 
industrial 
estates. 
Nearby: *Course: Dynamic Duo == Fat Tulip ==<Botany Bay. 
Found: 1998 Siologen. 
Rating: 307/540 
Created: 1995-12-31 13:00:00 
Modified: 2004-09-27 14:00:00 
Name: Feelin' Downer 
Alternate: Dickson 
Description: 5ft RCP from canal in the middle of Dickson playing fields 
heads 
north east under Downer and past the Catholic University. 
MPL = 


1000m 


Features: 
it then 


ft 
flooded 
a few 

manhole 


Access: 
Sits 


Locality: 
Region: 
Country: 


Water Level: 


2013 Delo - Starts off as a 6ft RCP. Hits a Chamber where 
turns to 1 x 5.5ft RCP (left) and 1 x 6ft RCP (right). 6 


continues on through a couple of chambers before becoming 


and shrinking to 5 ft. Left pipe is featureless apart from 


small side pipes leading to Gutter Boxes and a few small 


chambers. A few rats seen in the left hand pipe. 
Middle of Dickson District Playing Fields, north of Dutton 


Canal outflow at [GPS:-35.249702,149.150380] 


To-Do: 
the oval 


old 
Notes: 
Found: 


Rating: 
Created: 


Name: 


Description: 


edges of 


Access: 
UBD: 232007, 


#9,UX: 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Dickson 

ACT 

Australia 

Slimey - Dry 

There are a few small pillboxes along the way either in 


near the uni or the oval near canberra technology park / 


Watson College. Find these. 
Good for hiding out in the January heat, not much else. 


Referenced as 'Dickson' on CCF. 
Majestic 2008 

2032.0 

2010-05-15 14:00:00 


Fence, The 
Huge Chamber-esque drain, 25m wide, 14'h, fenced off at 


canal inside actual drain. TEL=350m. 
0,UE: N side of Parramatta x Bedford Rd [Sw:274H15, 


Grg:340K07, GPS:-33.8608984555,151.075720018]. Head S. 
Comes out on other side of markets. 

Flemington 
NSW 
Australia 
1998 Hatchet. 
3.0/5.0 
1995-12-31 13:00:00 
2004-09-04 14:00:00 


Fenix's First 


Description: 


out to go 


Features: 
Access: 
[Sw:214R01, 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


turning 


factory. 


twists 


slabs), 


through 4ft 


back 


into a 


SO 


grills, the 


does 


Vater Level: 


6' Drain running under railway tracks where they branch 


into Hornsby/Asquith train workshops. TEL=150m. 
Interesting mix of RCP, SCP & redbrick loaf. 
9,UE: W side of Railway Pde near Denison Street 


BD:133H13, Grg:191H13, GPS:-33.6948049085,151.101873327]. 


Australia 

Shoe 

1986 FeNixX. 

30/540 

1995-12-31 13:00:00 
2004-11-01 13:00:00 


Ferrero Drain 
A canal, becoming a drain, becoming an underpass, before 


into small drains, heading towards an old ammunition 


Begins as a 4ft RCP heading off an 
open canal (farmers creek canal), this RCP bends and 


through several concrete access rooms (capped by concrete 


running under a paddock, then part of the Ferrero factory 
carpark, it emerges into another open canal and heads 


culverts under a road, where a 5ft RCP joins up heading 
downstream. 

The drain continues 

as 3ft box culverts and RCP before meeting a small covered 


canal. 


Heading back downstream via 
the 5ft RCP brings you out behind the Lithgow Showgrounds 


small canal, soon rejoining the Farmers Creek canal 50m or 


upstream of where you started. 


After looking down several kinda inaccessible street 


upstream of the left branch (3ft brick covered canal), 


Right 
heading 


shaped RCP. 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 

ain 


culverts. 


Vater Level: 


eventually becomes a 6-7ft RCP, nearer to the old factory. 
branch (3ft covered canal) emerges in a park before also 


back underground towards the old factory as a 6x4 egg 


MPL=600m TEL=??? 

An old sewer overflow in one part. 

Outfall is along Geordie St, east of Up Rd. 
[GPS:-33.478767,150.13975] 


Larger 
section accessed from the north end of Enfield Ave. 
[GPS:-33.481666,150.139042] 

Lithgow 

NSW 

Australia 

Pretty safe, but 


merges under railway tracks beside the 


Street, so traffic can s 


you enter the Main Street 


Slimey - Ankle 


To-Do: 
are only 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Skipping 


Description: 


under 


Features: 
corridor 


room with 


suburb 


Head upstream of the Main Street culverts, although they 


3ft high, it could get interesting.. 
2008 DC and Cactua 

0.5/5.0 

2013-07-01 14:00:00 

2017-02-15 07:37:30 


Fils Tomb 
Unfinished, Great Rat Corridor, South of Northbourne, 


school 
Long drain that runs under primary school and all the way 


Northbourne ave with some interesting features. 
MPL=650m 
TEL=3km (approx) 


Large grille room where drain changes shape from RCP to 


shape. Corridor very wide but only 5ft high (maybe less). 
Corridor length approx 50meters opened up into junction 


3x RCPs. 2x 5ft RCP. 1x 6ft RCP that continues under the 


Access: 
Bridge 


10ms 


grille room 


of AInslie 
[GPS:-35.263746,149.124985] - Entry. Under the David St 


(west of Hay St). Take single RCP. There are two 4ft RCPs 


south on same side, avoid these. They meet up at main 


near Northbourne. 
[GPS:-35.263772,149.131254] Exit. Man hole in grille room 


Safe to lift from beneath MH here [GPS:- 


35.263992,149.133050] 


froma 


Locality: 
Region: 
Country: 
Care: 
High 


Eek!: 

Water Level: 
History: 

the 


To-Do: 
Notes: 
to be 


request. 
Found: 
Rating: 
Update: 
here 


shop on 


Update: 
be 


about 


to the 


Created: 
Modified: 


opens onto a patch of grass, conveniently, across the road 


bottle-o and kebab shop on Lowanna street. 

Turner 

ACT 

Australia 

Slippery. Careful popping man hole at grille. Main road. 


visibility. 

Rats. 

Ankle - Dry 

Earliest bit of explorer graffiti I found was from FiL and 


Cave men who both were there in 1998. 
Explore further under 6ft RCP running under Ainslie. 
Explored by Delo 2013. Records of this drain have appeared 


lost (referenced on CCF as 'Unfinished'). 

Original rating of Very Good changed to Good, on Delo's 
Fil / Cave Men 

3.0/5.0 

2014-05-18 14:00:00 (Delo) - Safe to lift from beneath MH 


[GPS:-35.263992, 149.133050] opens onto a patch of grass, 
conveniently, across the road from a bottle-o and kebab 


Lowanna street. 


2014-04-29 14:00:00 (Delo) - Can the rating of this drain 


changed to "Good" (5), please? I must've been very excited 


it early in my drain exploring days. It doesn't stack up 


standard of "very good" drains in the ACT. Thanks. 


2013-06-17 14:00:00 
2014-07-22 14:00:00 


Name: 
Description: 
sections and 


Access: 
(southern 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
the mid 
well 


some 


Features: 
junction room 


triple 
and 
Access: 
car wash) 
right. 


room 


Locality: 
Region: 
Country: 
Care: 


Finders Keepers 
Three parallel square concrete pipes with raised dry 


long triangular chamber. 
Access #1: Big metal gate in Woolcock Park, Ashgrove 


end near playground) [GPS:-27.450228,152.999189] 
2 Gutter box outside 29(?) Dyne Street 
[GPS:-27.451763,152.998858] 

Ashgrove 

QLD 

Australia 

Dry - Shoe 

Magga(?) 2008 

2.0/5.0 

2013-10-08 13:00:00 


Fireflys Tomb 

Fireflies Tomb 

A bloody great drain in Calwell and should (in the listers 
opinion) be on any ACT expos agenda. Found by Firefly in 


90s, this drain is Secret Squirrels twin. Despite being 
visited by the Clan in years gone by, this drain, for some 


unknown reason, has dropped off the radar. 
Twin 6ft RCP outlet, multiple rooms, Large grilled 


that gives squirrels a run for it's money, 9ft RCP with 

6fts. Series of 5 bunker like grilled rooms. Side pipes 

splits galore. 

Park at the Calwell Shopping centre - which is on Webber 
crescent. Walk down to the monk creek canal (behind the 


follow canal upstream. 2x 6ft RCP outlet will be on your 


1. Out-fall [GPS:-35.435021,149.116813] 2. Large grille 


Exit/Entry possible from here [GPS:-35.438687,149.118512] 


Start of the 5 bunkers [GPS:-35.441904,149.121653] 
Calwell 
ACT 
Australia 

May encounter teenagers charring weed/practicing gayffiti. 


Eek!: None 
Vater Level: Dry - Dry 
Cond: Heavily graffited in Main junction chamber 
History: Found by Firefly in the 90s. Graffiti seen that was dated 
mid 
80s. Well known. 
To-Do: Explore the split of the 6fts in 2nd room from upstream 
grilled 


junction room. 
Notes: Only thing stopping me from rating it excellent is it's 
lacking a 


shape/material change. - Delo 2014 
Found: Firefly 90s 
Rating: 4.0/5.0 
Created: 2014-01-14 13:00:00 
Name: Firewater 
Alternate: Little Creek 
Description: Old 7-8ft brick arch drain under railway line, followed by 

twisting 2.1m box culvert under the industrial area. 
Shrinks 

mysteriously to 3' at a knee-deep outfall. MPL=400m. 
Features: Beautiful redbrick arch. Layers of ancient graffiti in 
mud, 

paint, and chalk, in varying states of legibility. Baby 
eels. Big 

rock wedged in hole in ceiling. 
Access: * Main entry/exit via hinged steel grille in gutter on 
Hobart St, 

next to big padlocked steel grilles adjacent to railway 
line 

[GPS:-33.763942,150.784888] 

* Emergency exit via 

Side pipe leading to cast-iron hatch in fenced-off area 
behind 

building at West Star Autos, 3/15 Kurrajong Rd 

[GPS:-33.761977,150.784655] 

* Concrete slab at top 

of stepirons just before drain shrinks at downstream end, 
next to 

driveway of 9 Kurrajong Rd [GPS:-33.760996,150.783880]. 
Requires 


2 people to lift safely. 

* Outfall on Kurrajong Rd 

between Birch St and Plasser Crescent [GPS:- 
33.760699,150.783614] 


Locality: St Marys 

Region: NSW 

Country: Australia 

Eek!: Redbacks in side pipes. 


Water Level: Dry - Knee 


Cond: 
History: 
for the 


plant 


http://www.epa. 


To-Do: 
they 


Main passage moderately graffed. Outfall choked with mud. 
Formerly Little Creek, a tributary of South Creek. Named 


30,000 litres of firewater it conveyed when a recycling 


directly above the drain caught fire: 


nsw.gov.au/epamedia/EPAMediaRelease15100901.htm 
Explore the quadruple RCPs upstream past Hobart Street - 


eventually emerge at Oxley Park [GPS:- 


33.771965,150.790499], just 


exit 


Found: 
DC and 
Tim 


Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
grille room 


of a 
Access: 
[Sw:315K06, 
climb 


side of 


Kingsgrove 


downstream from Colyton Triplets. 


Unbolt grilles on Plasser Crescent to provide an emergency 


via side pipe scuttle: [GPS:-33.762602,150.784644] 
Brick arch section spotted by Ratter following intel from 


Cactua. FIrst explored by DC, Ratter, Intrepid, Aydun, and 


Dole (2016) 

4.0/5.0 

2016-07-04 16:20:56 
2017-02-15 07:40:23 


Fishy's First 
8' RCP drain. 
Not very long, has one big m/h room, then a very big 


at u/s end. 


UPDATE RATTER 2013: 
Small sandstone room full of metal junk, hidden at the end 


short crawly side pipe. 
*Access details incorrect (@2006): 
5,UE: From Slade Rd, walk N across Slade Rd Reserve 


UBD:274C06, Grg:402H06, GPS:-33.9326299735,151.123165589], 


down into canal, follow canal d/s for 200m, drain is on L 


canal. 
5,AX: Grille Room. 


UPDATE RATTER 2013: 
Access: It's actually opposite Kingsgrove Ave Reserv 
[GPS:-33.936955,151.111386]. Jump in canal behind 1 


Ave; outfall is 60m d/s on left. (Why hasn't this been 


updated 
yet?) 

Locality: Bardwell Park 
Region: NSW 
Country: Australia 

Vater Level: Ankle 

Found: 2001 Fishie. 
Rating: 30:/94.0 
Created: 1995-12-31 13:00:00 
odified: 2006-07-28 14:00:00 
Name: Five Mile Creek 
Description: Two part drain. Starts as a 7ft RCP, includes hallway 
sections, 


and Once you exit via the dungeon-like stairway, follow 
the canal 


on past the trainlines and you'll find part B (Not as 
good as 

A). 
Features: Starts as a 7ft RCP, includes hallway sections, and once 
you exit 

via the dungeon-like stairway, follow the canal on past 
the 

trainlines and you’ll find part B (Not as good as A). 
Area: 

Northwest 
Access: A: Behind southeast corner of the Pizza Hut (310) Pascoe 
Vale 

Road. 

[Mel:28J-2] B: Walk along northwest side of 


trainline to creek then follow against flow or follow 
creek from 
part A. [Mel:28H-1] 


Region: VIC 
Country: Australia 
Care: Slightly awkward to enter. 
Vater Level: Wet at entrance, but avoidable 
Nearby: Camo's Tomb, Clantomb. 
Found: 1987 Dougo/Sloth/Woody 
Rating: 0.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2003-12-31 13:00:00 
Name: Fl@sh Flood 
Description: 8" entrance for about 10 metres; splits into two 4" pipes 
with 


lots of gutterboxes and small side pipes. 


Features: Large els and ducks @ the entrance. 
Access: [GPS:-33.738351,150.976472] Drain in located in the 
unnamed park 


bordered by Delaney Dr, Coolock Cres and Mackillop Dr. 


Locality: Baulkham Hills 

Region: NSW 

Country: Australia 

Vater Level: Ankle - Dry 

Found: 2008 - F1@sh 

Rating: 2.0/5.0 

Created: 2008-09-25 14:00:00 
odified: 2008-06-30 14:00:00 

Name: FlashFalls 

Alternate: CastleCoveCactus 
Description: 2 x 8ft RCP's depositing Scotts Ck on a large slide & 

natural 


waterfall. 
Churn blocks etc upstream. 
MPL 66mtrs each. 


Features: Slide at outfall > waterfall. Nice creek. 
Access: Upstream: Walk through covered carpark (FATS/Good Guys) 
372 


Eastern Valley Way, Castle Cove. 

S convenient steel stairs down to RCP,s. 
-33.784777,151.200456 

Outfall: Climb out/in here @ steep embankment @ slide. 
-33.785299,151.200992 

Easier to walk back upstream and exit, less fun. 

Park in tennis court carpark. 
[GPS:-33.785077,151.200746] 


Locality: Roseville 
Region: NSW 
Country: Australia 
Care: Don't fall off embankment. 
Eek!: Steep slide is steep, and slippery. Don't do when raining. 
To be 
washed down the waterfall = cactus. 
Water Level: Slimey - Death 
History: Tennis Courts near outfall were developed from Chatswood 
Septic 
Tanks (former). Heritage listed. 


Place ID:101272 


To-Do: Explore small 4ft rcp 200mtrs upstream. 
-33.785544,151.196411 

Notes: Don't bother trying to park in Castle Cove Dr. 

Found: Fl@sh Hatsumi Crow 2010 


Rating: 2.0/5.0 


Created: 


Name: 


Features: 
Access: 
Region: 
Country: 


History: 
Sloth and 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
Access: 
Sturt 


Locality: 
Region: 
Country: 
Care: 


Nearby: 
Upstream to 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


under new 


Access: 
[Sw:254015, 


Description: 


Water Level: 


Vater Level: 


2010-09-15 14:00:00 


Flat 
Twin 6ft reps that join further in. 
7ft rcp beyond cool joining room. Area: Bast 


North end of Box Hill Cres, over Belmore Rd. [Mel: 40G01] 
VIC 

Australia 

Shoe 

Dougo got a flat tyre when he found this drain, as did 


Woody the first time they explored it. 
Tenth 

1987 Dougo/Sloth/Woody 

225 /5'.0 


1995-12-31 13:00:00 
2007-06-04 14:00:00 


Flinders Uni 

1 x RCP, 1.5m high, gets taller. 

Great entrance, good triple waterfall. 

Enter via grill in East Park - south of Campus Central - 


River [UBD:153L6] 
Belleview Heights 
SA 
Australia 

Campus Security, difficult entrance 

Ankle-Knee 

Follow Sturt downstream to Xirth* + Gibbersnickle*, 


Lollipop Quickie 
1993 Zorga 

35.5/5%.0 

1995-12-31 13:00:00 
2003-07-04 14:00:00 


Flytrap 
Crappy 5'6" RCP, only one known entry (in middle). Goes 


development estat 
0,UE: Grille in Ann Thorn Park, off Constitution Rd 


UBD:213G03, Grg:311G03, GPS:-33.8173937302,151.094402519]. 


#9,NX: D/s end is a half submerged 'flap' door in Parramatta 


River. 
Locality: West Ryde 
Region: NSW 
Country: Australia 
Eek!: Has a sewage problem. 
Found: 2004 Pandaman. 
Rating: 0.5/5.0 
Created: 1995125311340000 
odified: 2004-08-14 14:00:00 
Name: Fochnbeaver 
Alternate: Originally called Fuckin Beaver 
Description: 4ft high entrance that quickly becomes a 7ft rcp. 
Features: Gets bigger... Area: East 
Access: In Box Hill Golf course (via Hay St) near the conrner of 
Foch and 
Beaver Streets. [Mel:61E2] 
Region: VIC 
Country: Australia 
Nearby: Cro's Tomb and Gets Bigger. 
Found: 1987 Dougo/Sloth/Woody 
Rating: Le 5/9 .-0 
Created: 1995-12-31 13:00:00 
odified: 2007-06-04 14:00:00 
Name: Foley Folly 
Alternate: Braton Park 
Description: MPL: 60m 
An unusual find. This is simply an under road drainage 
system, 
but runs well off to one side. 
Settling ponds at either side of drain. 
5-6ft high 
Access: Park in car park at Braton Park (Foley St). Easiest access 
is 
from opposite side of the road. Head into bush on left, 
and 
follow towards creek. 
Locality: Gwynneville 
Region: NSW 
Country: Australia 
Care: Lots of people around most of the time. 
Eek!: Eastern side settling pond is -deep- and the edges are 
slippery. 
Best not to try entering from this side. 


Water Level: Slimey - Swim 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


ın 


Features: 
Access: 
(off 


should 


manholes 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
broken 


Cond: 
History: 
To-Do: 
Notes: 
forgot to 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Sunnyholt 


Features: 
Access: 


Vater Level: 


2007 Anakaine / Neptune 
2.0/5.0 

1995-12-31 13:00:00 
2008-01-04 13:00:00 


for i in drains 
Two separate drains 100ms apart that are almost identical 


size, length and features. MPL=l1km~ 
Small waterfalls, small rooms, intersecting pipes. 
Best place to park would be the cul de sac of Champ place 


Holman st) in Curtin. Walk down to the open canal and you 


be in the middle of both outfalls. Multiple concrete 


that are safe to open from beneath for exits. 

Drain 1 [GPS:-35.330972,149.085083] 

Drain 2 [GPS:-35.332028,149.085167] 

Curtin 

ACT 

Australia 

Popular walking / riding area. 

Some of the pipes that intersect with the main system are 


and have sharp edges. Careful not to slice yourself! 


Dry - Dry 

Graffiti at outlets 

NA 

NA 

If you do visit these drains could you put my name up I 


bring a pen. 


2014 Delo 
2207520 
2014-07-27 14:00:00 


Forge's Georges 
Mango Jango 
Twin 8ft rcp's shrinking to 4ft at end, heading under 


Rd. 
MPL 140m 
TEL 280m 


Good size, bend, rubble strewn floor. 

S embankment SE cnr of Turner St and Sunnyholt Rd, 
Blacktown. 

2 Behind BP Servo cnr Forge St & Sunnyholt Rd. 


Locality: 
Region: 
Country: 


History: 
To-Do: 


Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


1986. 


added. 
Features: 
long 7' 


North 
Access: 
come 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


To-Do: 
Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Water Level: 


[GPS:-33.752928,150.915526] 


Exit: -33.751814,150.914975 

Blacktown 

NSW 

Australia 

Dry - Ankle 

See google maps for construction image. 
Explore 4ft rcp here:-33.753515,150.916646 
Behind 14 Turner St 


Good for size, but otherwise average. 
Fl@sh 2010 

2707/540 

2010-09-07 14:00:00 


Forgotten 
Was originally a waist deep 7ft round drain, explored in 


round 1991 it was extended and a large plastic pipe outlet 


Warped 10' rcp outlet, plastic section, waterfall, then 


pipe, leads on to a split with twin 6ft tunnels. Area: 


Follow the Darebin Ck’s west bank from Bell St until you 


to two round underpasses and go in. [Mel:31C-3] 
[GPS:-37.751288,145.031254] 

Bellfield 

VIC 

Australia 

Very slippery. Difficult to locate at night time. 
Not unless you slip 

Confirm GPS coordinates. 

Northlands 

1986 Dougo/Sloth/Woody 

325/50 

1995-12-31 13:00:00 

2005-03-05 13:00:00 


Forgotton 
6ft RCP, becomes 5ft box. Continues as 200m+crawl. 
Turns into chamber with grill. becomes windy 5.5ft box. 


Exits via small metal hatch in footpath. 


TEL=500m 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
LO=Do0% 
Found: 
Rating: 
Update: 
moment on 


reserve 


Created: 
Modified: 


Name: 


Description: 


Features: 
on 


Access: 
[Sw:271Q002, 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


MPL=500m 

Crawling 

1, Enter Cooks River canal north of bridge on Hume 
hwy. Head into only 6ft RCP. 30m upstream on right 
side of canal. Continue heading upstream. 
[GPS:-33.888619,151.077349] 


2, Climb down a grill, either side of the road. 
head upstream. 
[GPS: -33.889040,151.081912] 


3, Lift square metal hatch in footpath. Enter drain 
through 2ft side pipe in side pit. 
[GPS: -33.888543,151.085421] 

Strathfield South 


NSW 

Australia 

Vear kneepads! 

Dry - Shoe 

good 

Entry in 2009 KD, got lost somehow! 


2009 - GHOST 
2.0/5.0 
2011-04-02 13:00:00 (Bulk) - works are going on at the 


a drain that runs along that green strip @Humphries 
(between Homebush rd and Noble Ave 


2010-11-30 13:00:00 
2011-04-06 14:00:00 


Formwork 
6' RCP, goes long way, various rooms. TEL=1.4km. 


Formwork still stuck to roofs, unusual "improvised" grille 


floor, looks flimsy but is sturdy. 
9,UE: In Reserve between Yanco St and Leeton St 


5,PX: Many grilles. 
Merrylands West 

NSW 

Australia 

1998 Siologen. 
2.0/5.0 

1995-12-31 13:00:00 
2004-08-24 14:00:00 


UBD:210D10, Grg:306J10, GPS:-33.8299580433,150.966605652]. 


Name: 
Alternate: 


Description: 


a kind 


Features: 
of RCPs. 


Access: 
Environment 


Locality: 
Region: 
Country: 


History: 
as 


the 


the 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
with 
grille 
sea end 
blasting 
it felt 
Access: 


[Sw:318F08, 


Water Level: 


Forsaken 
Grid 
Average size drain, not very long but unusual layout. It's 


of grid. And now it has an amusing entrance. 
Multiple paths. Twin entrances, twin main channels, grid 


But still boring. 
Now, from Argyle Crescent, at SE corner of Randwick 


Park. 
[GPS:-33.934063,151.248221] 
Maroubra 

NSW 

Australia 

Dry - Dry 


m 


I think this was included in a very Early known, possibly 


'Grid', but seems to have been long forgotten. 
Discovered in early 80s by Diode while living nearby. 
Entrance has been elaborated in 2009 during landscaping of 


park. 
Fallen into by Scarecrow some time during 2008. Didn't see 


drain due to so much overgrown lantana. 
1980s, again 2010 Diode 

2.0/5.0 

2010-01-20 13:00:00 


Fortress, The 
Huge, long, DEEP drain. MPL=1.181km. TEL=2.5km. 
Ocean entrance, 45 degree slide w/rope, very high chambers 


balconies, length, size, side slide with steps, drop pipe 
entries, calcite formations, stone roof, etc. Go in froma 


at high tide with big waves. The waves slamming into the 


make a sound like nuclear bombs going off, shock waves 


up tunnel, etc. Very spectacular. This drain was named as 


to Pred, the finder, that it was like being in a fortress. 
UEX is 7: 
1: Gutter grille at NE cnr of Garden & Gale St 


then 


Cooper 


end of 


manhole 


Slide in 


off 


exit. 


Need low 


Locality: 
Region: 
Country: 


UBD:277B08, XED, XNL, 


XWPT]. 


drops 1m into room. 
2: Six seg pizza on SE 


4,NE/NX: 


Six seg pizza manhole 


Keating St, Maroubra 
GPS:-33.9365109576,151.243069331, 


[Sw:318G07, U 
X 


B 


[Sw:318H07, UBD:277D07, XED, XNL, XWPT]. 
(painted red) 


D:277C07, 
ED, XNL, 


has no keyhole and is non removable. 


5,RM: Little Cathedral. 
6, JN/KY: 


smaller passage. 
7,UEX: 


Moverly Rd [Sw:318H07, UBD:277D07, 
GPS:-33.9365599584,151.248401961]. 


Six seg pizza in concrete slab, 


This is a bit tight for Im, 


cnr of roundabout on Moverly & 


in gutter, 


Grg:407C07, 
XWPT]. This 


SCC 10 Year Wall and <Predator>'s Memorial. 


Grg:407D07, 


Recommended 


entrance & 


Water Level: 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


8,RM: Bong Room. 

9,AX: Down path to sea from Waterside Ave, 
tide & calm sea [Sw:318N08, UBD:277308, Grg: 
GPS:-33.9386403475,151.260931014, XED, XNL, 
Maroubra 
NSW 
Australia 

1-#4: Slimy-Shoe. #9: Tidal, Shoe-Death 
Explore past dive room, also past grille in 


1992 Predator. 
5.0/5.0 

1995-12-31 13:00:00 
2007-01-16 13:00:00 


Lurline Bay. 


4073508, 
XWPT]. 


army field. 


W 


in Quarry Reserve, 


Name: 


Description: 
grille room 


two 


which 


different 


Entry 


enterance. 


the 


Four Two One 


4x 4ft RCPs. 


that appears to be common around this area of the ACT. 


The two left ones take you into a large 


Th 


right ones take you into a completly seperat 


is almost double the size of 


in size on google maps), yet 


the first 


(you 


can see the 


they are completely seperat 


to both of the grille rooms is only about 4ms from the 


So a long crawl is not in order. 


(two left pipes) 


Once in 


grille room 


e 


of 

about 
manhole 
RCP 
different 


Features: 
Access: 


Circuit 
the 


Circuit, 


Benaroon 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 
the time 


To-Do: 
side 


something 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


then 


Vater Level: 


grille room you can cross the GPT pit with a little degree 


difficulty and enter a dry 5ft RCP that is a stoop for 


100-150ms before coming to a decent sized chamber with a 


that leads to the park. I exited her Need to explore th 


from the grille on the right side as it is going ina 


direction. 

See description 

You can pretty much park right on top of the grille, at 
[GPS:-35.17316,149.1371]. If not, find a park on Benaroon 


and make your way to the park, heading towards the water - 


grills are pretty much unmissable. To get to Benaroon 


use Katherine Ave which intersects with it, which inturn 
intersects with Horse park drive that comes off 
Northbourne/Rememberance driv Man hole park exit near 


Circuit, at [GPS:-35.172346,149.136424] 
Forde 

ACT 

Australia 

There are a few houses about, take car 
Spiders. Muddy at enterance. 

Ankle - Dry 

No graffiti - Untouched 

Not sure when this drain was installed. Probably around 


ntering/exiting. 


Yerrabi pond was constructed. 
Need to explore the RCP from the large grille on the right 


as it is going in a different direction. Could lead to 


great. 

Listed: Delo 2013 
230/540 

2013-07-15 14:00:00 


Fox Run 

Gangstarz hideout 

MPL = 320 

Tel = 320 

From open canal starts off as a 9Ft Box Culver for 50M 


changes to, two RCPS 


smaller 


until you 


goes 


Access: 


Locality: 
Region: 
Country: 
Care: 
before 


Water Level: 


LHS F5t RCP Continues about 300M eventually getting 


RHS starts off 6Ft Goes to 5Ft after 20M continues 5Ft 
reach a chamber (Chamber is about 5M Long, 5Ft High) then 


4ft practically forever. 
Crazy Sharp bends in drain 


Across from 11 Nelson St Mt Druitt in Reserve. 
[GPS:-33.773057,150.813349] 

Mount Druitt 
NSW 

Australia 

its Mt Druitt - the locals get up at night - be out 
sundown. 


Slimey - Shoe 


History: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 


Description: 


from 
Features: 
toa 
Massive 
the 
volume 


grille 


outlet, a 
the 


Access: 
side 


find 


Intel by Wolf 
Explore Further 
GHOST / WHAT - 2011 
2.0/5.0 
2011-03-27 13:00:00 


Foxdenton 
7' vedbrick drain with mega inflow of treated sewage water 


local works. 
8ft grilled inlet, redbrick pipe. Leads thru various rooms 


massive inflow point from sewerage works. Has side tunnels 
leading out to the sewerage works and settling ponds. 


stairway in one side tunnel, large pits, grilles. Beyond 


treatment inflow the drain hasnt been 


xplored due to the 


of water and the fact that i collects at a big horizontal 


thats blocked with debris further downstream. From the 


10' rectangle, the large amounts of water flood out from 


grille room about 300m upstream. 
1.Turn west off Foxdenton Lane down the path on the south 


of Foxdenton Hall Park. Head into overgrown waste land, 


drain. 
sticking 
#2. From 
south down 
reach a 
passed 

the side 
Locality: 
Region: 
Country: 


Care: 
inlet, 


behind 


works. 


Water Level: 


base of 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Falls. TEL: 


Features: 
Area: 


Access: 
flow. 


Gaffney St 


Locality: 
Region: 
Country: 


Water Level: 


brook running thru it and head west to the inlet of the 


Just past the inlet ther 


is an uncapped manhole shaft 
out of the ground. Stepirons are missing so shimmy down. 


where Foxdenton Lane crosses the Rochdale canal, head 


the eastern side of the canal for about 200m until you 
fenced off staircase on your left. Head down the slope, 
Cantankerous and follow canal to where it disapears into 


of the hill. Climb down rungs into tunnel. 

Middleton [A-Z:071 E04, AA: 88D01] 

North West England 

United Kingdom 

Huge amounts of treated water roar in thru a decent sized 


half flooding the 8ft pipe. Downstream end is fairly fast 
flowing, huge amounts of water built up a metre high 


blocked grille. Mind for signs of workers inside treatment 
Ankle in upper section, shin/knee in lower. Deep pit at 


stairway 

2004 Jondoe/Stoopmaster 
4.5/5.0 

1995-12-31 13:00:00 
2005-06-09 14:00:00 


Foxhole 
8' drain emptying into 5 mile Creek downstream of The 


1.2km 
A few shape changes, mostly 8-6' rcp, has stairway inlet. 


North 
1: South end of Gavin Park. Follow creek in park with the 


Is beneath the footbridge. [Mel:17 A-8] 
[GPS:-37.722689,144.934642] 
2: Eastern side of Moonee Ponds Creek, just north of 


footbridge [Mel:16 J-9] [GPS:-37.729932,144.925356] 
Pascoe Vale 

VIC 

Australia 

Ankle deep in rectangular section 


History: 
Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
a large 


RCP). 
Access: 
Exit via 
Locality: 
Region: 
Country: 


Care: 
periods - 


Water Level: 


Cond: 
History: 
(2013?) 


expo 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Franklin 


Features: 
been 


the 


Named in tribute to pin up Samantha Fox. 
Five Mile Creek, The Falls. 

1986 Dougo/Sloth/Woody 

3.0/5.0 

1995-12-31 13:00:00 

2005-03-05 13:00:00 


Franger 
Big modern drain with lots of nice features. MPL = 2.5 km. 
8 ft rectangular tidal entrance leads to 7 ft RCP then to 


room containing the entrance to the main drain (10 ft 


Multiple large chambers and 18 ft waterfall. 
Enter via outfall to north of boat ramp at Wuxi Walk 
[GPS:-38.145935, 145.118317], hopping concrete baffle. 


grille outside 18 Heatherhill Rd (if unlocked) at 
[GPS:-38.158382, 145.138260]. 

Frankston 

VIC 

Australia 

Entrance is somewhat public, especially during holiday 


be discreet. 
Typically knee deep at outfall (tidal) 
Excellent, almost no graffiti as of 2016. 

First explored by Luke & co whilst under construction 


then explored after completion by Siologen (2015). First 


held 2015. 
Siologen, 2015 
4.5/5.0 

2016-07-02 02:01:33 
2016-07-05 00:10:21 


Franks Grilles 
7 drains that all contain large grille rooms around the 


wetland system. 

MPL=Various 

TEL=Various 

All 7 drains contain large grille rooms. 3 drains have 


explored. 4 more left to go. Will list access details for 


ones still to be explored in notes. 


Access: 


cycle 


grille near 
lifting 

of 

Closest 


Walk 


Locality: 
Region: 
Country: 
Eek!: 


Cond: 
History: 
in. 
To-Do: 
Notes: 
Street 


Brown 


Kendall 


Clark 


Found: 
Rating: 
Created: 


Water Level: 


de 


path and look for guard railing close to 
[GPS:-35.201862,149.142858]. 


intersection of Alec Hope Cres and Oodgeroo Ave. 


Explored - Park on 
intersection of Christina Stead st, 


Bal 


atyne crescent 


t closest to 


Zs, = 


the waters 


walk down slope from 


Explored - Park at 


Ente 


dge 


vr by 


swing grille or entering from 4ft RCP pipe at wetland side 


Oodgeroo ave 


intersection 


[GPS:-35.201952,149.138604]. 


is Daniels Street and Pat 


down to water and entering through 4ft 


Sai. (= 


Explored - 


trick white circuit. 


[GPS:-35.204866,149.136845]. 


Frankl 
ACT 
Australia 


LR: 


Shoe - Ankle 


Crescent * 


2013 Delo 
2:07 5120 


Usually drain stuff. 


2013-10-01 14:00:00 


49.1 


147085] 


49.1 


Untouched - No graffiti 
All drains are fairly new as is the suburb they're located 


45846] 


[GPS:-35. 

and Gwen Meredith loop * 
[GPS:-35.197641,1 

Street * 
[GPS:-35.197758,149. 

SE- X 

[GPS:-35.192582,1 


43582] 


Explore the four listed in notes. 
19889,149.139275] 


t pipe 


Spiders / Worms / Rubbish. 


* At intersection of Outhwaite 


* Oodgeroo Ave and Jocelyn 


* Jocelyn 


* Marie Pitt St and Manning 


(north of roundabout) 


Brown St and Henry 


Name: 


Description: 


Features: 
Access: 


Region: 
Country: 


Water Level: 


Frankston 


7ft rectangle. 


Pillars, 


St. [Me1l:102C1] 


VIC 
Australia 
Shin deep 


rcp sections. Area: 
South of the footbridge over Kananook Cr 


South 


k, near 


Beach 


Rating: 
Created: 
Modified: 


Name: 


Description: 


running out 
mud. 
Features: 
ina 

room 

to 4ft 


to Lift 


Access: 
Kuringa 


Locality: 
Region: 
Country: 
Care: 
local 


Eek!: 


Water Level: 


Cond: 
To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
Access: 


[UBD:107K3]Goes 


Locality: 
Region: 
Country: 


0.0/5.0 
1995-12-31 13:00:00 
2007-06-04 14:00:00 


Fresh Mud 
2 x 6ft outlets flowing into a small catchment before 


to Halls creek. Outlet is caked in ankle deep squelchy 


The first 6ft runs straight to a dead end 


nclosed grille 


park MPL=40m. The other 6ft leads to a semi decent sized 
where it splits to 1x 4ft, 1x 3ft and 1x 5ft. 5ft changes 
after a short distance and continues on for an age. Safe 


manhole in the first 200ms or so of 5ft. 
Park at vacant lot on corner of Kingsford Smith Dr and 


Dr. Cross road and enter open canal. Drain 
[GPS-35.191657,149.063856] Approx location of safe to lift 
manhole [GPS:-35.19241,149.062014] 

Spence 

ACT 

Australia 

Popular skate spot a couple of meters up from outlet for 


kids. 

Red backs / Mud. 

Dry - Ankle 

Heavily graffed until first room. 

Explore 4ft and more of the 5ft if you are willing. 
Possibly an overflow for froggys. 

Pandaman / Listed 2013 Delo 

2.0/5.0 

2014-02-24 13:00:00 


FTC 

DogPooScoutMan 

1 x RCP, 1.4m high. 
Fun entrance 
At end of Ann Street + cool manhole entrance. 


under O-Barn and Campbelltown shops, catch 282 bus. 
Campbelltown 
SA 
Australia 


Rating: 
Created: 
Modified: 


Name: 
Description: 


RCP's 


Features: 
Access: 


path 


junction with 


Locality: 
Region: 
Country: 
Vater Level: 
Cond: 

TO=Do:: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Dam 


Features: 
funnels 


diagonal (45 
for 350m 


Its 


Access: 


1.5/5.0 
1995-12-31 13:00:00 
2003-08-11 14:00:00 


Full Metal Jacket 

6Ft Full corrugated steel ovoid shaped RCP 

running parallel with the M5. 

Numerous steel ladders very clean and shinny. 
TEL:-525M 

MPL:-? 

After the 500M+ come to a Junction room with three 4Ft 


could see another junction room ahead didn't continue. 
Shinny new corrugated steel RCP! 
[GPS:-33.939407,150.919200] 

park at the end of Helles Ave se 


Gate - enter park walk 
towards bridge. 


n the M5 and 202 
(past the 


Large swing grille in grassed areas betw 
Moorebank Ave [GPS:-33.940431,150.925602] 


4' RCPs) 

Moorebank 

NSW 

Australia 

Shoe - Shin 

Looks new 

Bring ropes and get inside bridge!. 
2009 WHAT WOES 

350/540 

2010-07-05 14:00:00 


Funnel, The 
The Pothole, Skate Or Die, Geehi Dam Overflow/Spillway. 
E-fucking-normous, gi-fucking-gantic, co-fucking-lossal 


Overflow System!. 
A funnel on the edge of a lake that is 30m on diameter, 


down to 12m in diameter then drops down into a huge 


deg+), then horizontal pipe (The Pothole) that continues 


to where it outlets up a steep ramp and out to the creek. 


simply the BIGGEST! Explore pipe and abseil funnel!. 
GPS:-36.30585, 148.31579 


and is 


and dam. 


dam 


abseil 


of dam 
to 

or 
tunnel 
Locality: 
Region: 
Country: 


Care: 
water 


unkindly to 


Eek!: 
pro 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
looks 


Access: 
Locality: 
Region: 
Country: 


Rating: 
Created: 
odified: 


Water Level: 


Geehi Dam turnoff is halfway between Thredbo and Khancoban 
about 70kms from either. 25kms of dirt road to campsite 


Dam Road is signposted [NDR, XNL, XWPT]. 
* The Funnel (and into Pothole): From the far side of the 


wall walk out onto small walkway, over razor wire, and 


off. It'll take 110m of rope to reach bottom! 
* The Pothole (without abseiling Funnel): From Funnel end 


take road leading down to base of rock wall. Follow this 


around to base of rock wall. (its not advisable to ascend 


descend rock wall-believe us!). Climb down to side of 
mouth and climb fence into mouth. 

Geehi Dam 

NSW 

Australia 

This is a fully operational spillway - please check dam 


level before entering. NPWS rangers would take very 


you if they saw you inside the spillway!!. 
Check the marks on the walls of the 12m dia pipe where the 


skateboarders have reached beyond vertical!. 
Depends 

1998 Mr India. 

5.0/5.0 

1995-12-31 13:00:00 


2004-03-24 13:00:00 


Gaian Dreams 
2 x 6ft RCP 
Great accoustics, strange diversion in third room that 


good, a mass of filth down a side tunnel. 
Cross Sturt Creek in Fisk Reserve. [UBD:140P4] 
Glengowrie 

SA 

Australia 

Ankle 

2.9/3.0 

1995-12-31 13:00:00 

2005-11-09 13:00:00 


Name: 
Description: 
Features: 
with some 


Access: 
of the 


263 bus. 
Locality: 
Region: 
Country: 
Care: 
maybe 


Water Level: 
Nearby: 
Parnell* and 


Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
pillars, 
then 
Shrinks 
Access: 
open. 

Ave to 
situated 
upper deck, 
E22] 
Locality: 


Region: 
Country: 


Gandor's Reach 
1.2m high. Take tunnel marked with star. 


Hardcore entrance - hardcore drain. Just two small reps 
rooms. 
End of Peir St. Either jump in the grill on the North Side 


Catch tram or 266 / 


road or pop the gatics. [UBD:140D6] 


Glenelg 

SA 

Australia 
Low Sections, Sludge, meking sure you can get back out,and 
tidal. 

Ankle 

Follow upstream to Gibbersnickle*, 


Xirth* + Edge of 


downstream to Glenelg Darkie 
15/520 

1995-12-31 13:00:00 
2005-03-05 13:00:00 


Gargantua 

Twin Tunnel 

Biggest drain in Toronto, 
Twin 8ft rects, become twin 10ft, 


also rather long. 
then twin 14ft, big 


windows. Changes to a large rep, then to a 15ft hallway, 


back to 14ft rcp, with numerous big grille inlet rooms. 


to 9ft rcp, two slides then 5ft rcp. 
Outfalls are on south side of York Mills Rd, 70m east of 
intersection with Bayview Ave. Lift most righthand grille 


[Mapart: 109 G22] if outfalls are locked, head up Bayview 


St Andrews Park, pop manhole on western side of park, 
atround 100m from Bayview Ave. 


[Mapart: 109 F22]. For 


above waterfall, 
highway, in park at the est end of Canada Dr. 


go down to culvert opening in side of 401 
[Mapart: 103 


York Mills 
OR 
United States of America 


Water Level: 


starts, 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


flap. 

So CEE 
general 
Willoring 
Features: 
GPT is 
Access: 
EE 

milk 


into the 


corner of 
and 
However, 
two 
possible 
Locality: 
Region: 
Country: 


Care: 
when 


Eek!: 


Description: 


Bone dry for the first 1.5km or so. Ankle after the rcp 


with a few shin deep sections 
2005 Ziggy/Siologen 

0.0/5.0 

1995-12-31 13:00:00 
2007-01-06 13:00:00 


Gatekeeper, Th 
Keymaster, Th 
6.5 ft RCP with hardcore entry - a heavy 7 ft fibreglass 


The RCP shrinks after a few hundred metres to oft, then 
and, finally, after a few hundred metres, to 5 ft. The 
direction of the drain is southeast, passing underneath 
Cres, Harris St, Stuart St, and Mulgoa Rd. MPL=600m+. 


Impressive navigable GPT in a 5ft side pipe with further 
explorable sections underneath the carpark of Masters. The 


located in the carpark, at [GPS:-33.764445, 150.681644]. 
Outfall in Peach Tree Creek on Anakai Dr, Jamisontown, at 
[GPS:-33.761546,150.677123]. This drain is guarded by a 7 


fibreglass flap that requires at least two people and 4-6 


crates to hold open so that one may slide underneath and 
drain. 


Access is also accessible 
via two GBGs along Mulgoa Rd, with one of these at the 


Mulgoa Rd and Stuart St, at [GPS:-33.764085, 150.681235], 


another, presumably, at [GPS:-33.764149, 150.681483]. 


this latter one is unconfirmed topside. There are at least 


large, square grills in the Masters carpark providing 


entry, but these appear to be very heavy. 

Jamisontown 

NSW 

Australia 

The 7 ft flap is heavy and creates a vacuum/suction effect 


closed due to the change in air pressure. Be careful. 
Drain spiders! 


Water Level: 


Cond: 
Notes: 


and the 
mile to 
Found: 

Rating: 


Created: 
Modified: 


Name: 


Description: 


usual 
break-away, 
to 

bush 


Features: 
more 


floor. A 
down the 
Access: 
Eastern 
tracks 
Locality: 
Region: 
Country: 


Care: 
weather. 


Water Level: 


Slimey - Death 

Newish, with newer sections recently completed. 

Part of Peach Tree Creek - a gully and small non perennial 
tributary of the Nepean River rising between Mulgoa Road 


river west of the city, flowing generally N for about 1 


nter the river just south of Boundary Creek's junction. 
Cactua, DC & Red, 2015 

3.0/5.0 

2015-10-22 13:00:00 

2017-02-15 07:41:42 


Geriatric Drain 
Combined footway/drain. Nice sandstone bricks E end and 


rectangular RCP W end. The sandstone end has a major 


and steel work has been installed by Ku-ring-gai council 
prevent further deterioration. Part of the "Two Creeks" 


walk. TEL=59m. BDID. 
Sydney's only "Public drain". 


A hand-rail is provided for 
than the entire length. The footway is part of the drain 
good drain to take the elderly, provided they can walk 
stairs. 


9,UE: Park in very small car park [Sw:236N13, UBD:175G13, 
Grg:254G613, GPS:-33.7679168969,151.17848702], E side of 


Arterial Rd, slightly N of Tryon Rd. Access via walking 


either side of road. 


#0,AX: Opens opposite side of road. 


Lindfield 
NSW 

Australia 
Users ar 


warned by signs not to use drain during wet 


Slimy-Knee 


Found: 
Rating: 
Created: 
Modified: 


2002 dTrog. 

3.0/5.0 

1995-12-31 13:00:00 
2004-08-25 14:00:00 


Name: 
Alternate: 


Description: 


you go 
Homebush 


Features: 
for 


Access: 


UBD:212N14, 


locked 
into 
splits 
reach 
side 
thru 18 
Locality: 
Region: 


Country: 
Care: 


Water Level: 


History: 
Notes: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
for 


Access: 
[Sw:274F06, 
Take R 


which 


Get Into The Big Day Out For Free Drain #1 
Short=GIBD1. 
Crappy 4-3' RCP drain that will save you approx $90 when 


to the Big Day Out (or any other event held in the 


Showgrounds for that matter). 
Boring as a drain, but is excellent as a way of getting in 


free into the BDO!!!. 
9,UE: 100m from intersection of Marjorie Jackson Pkway & 
Australia Ave grill behind bushes S side [Sw:274F06, 


Grg:310H14, GPS:-33.8401022195,151.069746298] If grille 


follow Marj Jackson Pkway along to triple RCPs. To get 
Showgrounds: Once inside, follow L RCP. At lst and 2nd 
take L. Follow for 300m, over CDS ramp, over GPT until you 


the grille room wher 


pipe goes from 3' to 18" dia. Lift L 


of grille. Climb out. Run!. You may also have to squirm 
inch pipe to try the grille after. 

Sydney Olympic Park 

NSW 

Australia 

You may get busted emerging from grille. 

Ankle 

Free entry for BDO: 2001, 2002, 2003, 2004, 2005. 
Cable-ties used 2004. Grille bolted 2005. ???? 2006. 
2002 Millsy/Trax/Trioxide. 

0:.545)%.0 

1995-12-31 13:00:00 

2005-01-27 13:00:00 


Get Into The Big Day Out For Free Drain #2 
Short=GIBD2. 

The Hardcore way into The Big Day Out. 
Boring as a drain, but is Excellent as a way of getting in 


free into the BDO!!!. 
How To Get Into Showgrounds: 
8,UE: Go thru same entrance grille as for Gitboff #1 


UBD:212N14, Grg:310H14, GPS:-33.8401022195,151.069746298]. 


most RCP. Follow this till you reach a grille room, beyond 


Lift 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


th 


he 
Sy 
NS 
Au 


e tunnel is too small 


avy grille. Jump out. 
dney Olympic Park 

W 

stralia 


Run!. 


(look for removed litter rack). 


You may get busted by guards with dogs. 


Ye 
20 
0. 
19 
20 


S... Tunnel is very small 
00 Ogre/Dirge. 

5/5.0 

95-12-31 13:00:00 
04-09-12 14:00:00 


Name: 


Description: 


culvert 
into a 


Features: 
series 


coins 
Access: 
Union 


complex to 


Penrith, 


Locality: 
Region: 
Country: 


Water Level: 


To-Do: 


Found: 


Ge 
SF 


before becoming a 5.5ft concr 


Rich or Die Tryin' 


a ct 


canal upstream. TEL=~400m. 


In 


of 


scattered throughout the drain as well. 
Canal on western side of St 
Broadway/Union Rd and Derby St. 


St 


teresting ol 


other metal 


concrete culvert drain tha 


tation St, 


te culvert where it 


objects which have fused to this wheel. 


Get rich! 


To access canal, 


away from the roundabout and head south into unit 


jump an easy fence guarding access to the canal. 


2 


Co 


#0 Outfall, 


#1 Grill, 


[GPS:-33.75648,150.699118]. 


Infall, 


[GPS:-33.75698,150.700498]. 
Penrith 

NSW 

Australia 

Dry - Shoe 


ntinue upstream into canal 


[GPS:-33.757137,150.701379]. 
[GPS:-33.757846,150.702665]. 
Check 

out other drain even further 


[G 


Cactua, 


PS:-33.758241,150.704072], 
DC, Ghost, Majestic, 


[GPS:-33.754964,150.69368]. 


behind unit complex at 134 Lethbridge St, 


and drain off Evan St, at 


Probably exits here, at 


upstream here, at 
off Doonmore St. 


Ratter, Red, Swim (2013) 


xits 


t shrinks to 4.5ft concrete 


ld and rusty cartwheel that has collected a 


Old 


Penrith, between The 
walk down 


Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
with 


tunnel with 


Access: 
of 


ends 
splits to 


Locality: 
Region: 
Country: 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


rect 
across at 
is 
Features: 
Access: 
Grg:339G07, 


line, 


"Beads" 


Locality: 
Region: 
Country: 
To-Do: 


Water Level: 


2.0/5.0 
2013-04-20 14:00:00 
2017-02-16 16:20:26 


Gets Bigger 
6-7' rep that... gets bigger. 
Reasonably long rep, few rooms and junctions, grille room 


small slide. Suddenly becomes a 12' high gothic mummy 


banked edges. Ends at a large grille room. Area: East 
Just west of Girl Guides in Blacks Walk Reserve. West end 


Garie Street. Turn left at junctions. [Mel:47H-11]. Tunnel 


five minutes crawl after grille. Follow direction at 


get to highlight. 


TC 

VIC 

Australia 

Mostly dry. A few avoidable ankle sections 
Cro's Tomb, Blackburn, Fochnbeaver 


1987 Cave Clan 
4.5/5.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


Ghost Train 
Short but HUGE drain, two changes. From d/s end: Twin 5'6" 


(short), arched roof on wide canal, with tension bars 


5'6"h (the ghost train section), then the huge bit, which 


about 10'h x 25'w. TEL=400m. 
Lots of stuff hanging off the bars, hence the nam 
9,UE: Canal in Wyatt Park [Sw:273L15, UBD:232B07, 


[GPS:-33.86046592,151.04142297]]. Under Church St and rail 


take RH pair of twin 5'6' drains. (LH drain is one of the 


drains above). 

Lidcombe 

NSW 

Australia 

Check u/s end of canal near Kerrs Rd. 


Nearby: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
fora 

25ft wide. 
Features: 
sewer 
battery pack 
deterrent, 
we are 
Access: 


M2 


the 


*Course: Cockthorpe == (Beads) /Ghost Train ==<Haslams Ck 
==<Homebush Bay. 

1991 Predator. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Ghost Was Right! 
Bat Repellent Chamber 
Impressive, recently cleared, 


watercourse beneath the M2 


dammed creek nearby. Possibly 15ft high and, possibly, 


Not a drain per se, but more tunnel-like. U2 
Large open space, concrete causeway (which is actually the 


main), speakers with battery packs constantly giving off a 
high-pitched noise - possibly a bat-deterrent. Each 


like a PIR. f not a bat- 


has an eerie red light, much 


then *they* are most *certainly* onto us. *They* know what 
doing. *They* are watching us from undiscovered drains and 
tunnels. *They* KNOW about us. Ghost was right! 

Downstream from Macquarie Drain. Jump over railing at the 


on-ramp and start working your way down the hill towards 


southern end of watercourse entrance [GPS:- 


33.774474,151.122772]. 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Vater Level: 
Cond: 


History: 
until 


visible 


Found: 
Rating: 
Created: 


Exit here: [GPS:-33.773895,151.122884]. 

Macquarie Park 

NSW 

Australia 

Don't drown. Water course is big for a reason. 

Constant, high-pitched noises. 

Dry - Shin 

Small amounts of grafitti. Otherwise good condition for 
16-year-old concrete. 

Built ~1996 when the M2 was built. Area was dense bushland 


recent tr Drain is now 


clearing due to the M2 Upgrade. 


from the street. 
2011 Annapurna, 
2.0/5.0 
2011-08-13 14:00:00 


Raptor, Red 


Name: 
Description: 
Features: 
exit to 


Access: 
Sturt 


Locality: 
Region: 
Country: 
Water Level: 
Nearby: 


Rating: 
Created: 
odified: 


Name: 
Description: 


energy. 
Access: 
be 


Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Access: 
underpass 


Locality: 
Region: 
Country: 
Vater Level: 
To-Do: 
Found: 
Rating: 
Created: 


downstream to 


Gibbersnickle 
3 x round, 6ft. 
Changes shape, good side tunnels, art room, cool grill 


train station. 
North of Oaklands Rd in canal near Road Safety Centre. In 


River [UBD:141B10]. 
Morphetteville 

SA 

Australia 

Ankle 

Follow upstream to Xirth* + Edge of Parnell* and 


Catch train or 266 / 263 bus. 


Gandors Reach + Glenelg Darkie. 
3.5/5.0 

1995-12-31 13:00:00 

2002-11-30 13:00:00 


Gilligans Tomb 
5ft rcp, becomes larger, then smaller, then larger, with 
rectanguler sections. A good drain for burning off excess 


Downstream side of the Avoca St Retarding Basin. Rope may 


needed to enter. 

VIC 

Australia 

Flooded at downstream end 

1988 Dougie/Dougo/Gilligan/Sloth/Trinity/Woody 
29/9140 

1995-12-31 13:00:00 

2007-07-04 14:00:00 


Ginger Drain 
5ft RCP. One split. Boring. MPL ~200m+ 
From the south side of the creek, to the left of the 


arches. GPS:-27.598257,153.049295 
Sunnybank Hills 

QLD 

Australia 

Dry = 

Explore it further. 
Jevil, 2008 

0:.5/5..0 

2008-12-11 13:00:00 


Maybe. 


Modified: 


Name: 
Alternate: 
Description: 
Creek. 


making 
following the 
TEL=350m. 
Features: 


Access: 
western end 


Locality: 
Region: 
Country: 
Eek!: 

Water Level: 
Found: 
Rating: 
Created: 


Name: 
Description: 
Access: 
western side 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Created: 
odified: 


2008-06-30 14:00:00 


Gipper 
Gipps Road Sporting Complex Drain 


6ft RCP drain becoming 5-5.5ft RCP to outfall in Prospect 


Drain traverses in 


a sharp turn to an east-south-easterly direction, 


footmark around the south-western 
football field. Drain outfalls into an overgrown creek. 


Grill room. 
0 Infall, 


enter upstream from the lake next to the 


of the carpark, at [GPS:-33.837617,150.923783]. 


1 Grill room, at [GPS:-33.83845,150.923083]. 
2 Outfall, in overgrown section of Prospect Creek, at 
[GPS:-33.840383,150.923317] (approximate). 
Greystanes 
NSW 
Australia 
Lots of whitetail spiders and cobwebs. 
Dry - Shoe 
Raptor & Red, 2013 
0.0/5.0 


2013-12-06 13:00:00 


Girralang 
Drain running underneath Girralang Playing Fields. 
Park in Coree Place. Look south along depression on 


of football oval. 6ft entrance. 30 D5]. 
[GPS:-35.216173,149.094817]. 

Girralang 

ACT 

Australia 

Dry - Ankle 

Unknown 
20/920 
1995-12-31 13:00:00 
0000-00-00 00:00:00 


[Gregory's: 


Glass Creek 


a south-south-westerly direction before 


and southern edge of the 


Description: Large drain, fairly long, numerous shape changes and one 
of the 
weirdest drain chambers ever. 


Features: 12' dia arched outlet, changing at times to 10' rcp, 14' 
redbrick 

and 10' redbrick. Heapsa CC graff, small stairway. Main 
feature 

is about 300m upstream of the outlet. Its a 4' dia hole in 
the 

righthand wall. Climbing thru this leads to a fairly large 

chamber between the outer roof of the tunnel and the 
building 

above. chamber has ledges with chairs, tables, posters and 
graff. 

Its cut down the middle by the large bulge of the arched 
tunnel. 

Numerous splits and two waterfalls are further up. Area: 
East 
Access: Located near the northwest corner of where Frater St joins 
Kilby 

Road, in middle of reserve. [Mel:45K-2] 
Locality: TE 
Region: VIC 
Country: Australia 
Care: Theres a gas leak in the chamber, someone (supposedly) 
once set 


fire to themselves after lighting a match up in there. 
Water Level: No 


Nearby: Mummy. 
Found: 1986 Dougo/Sloth/Woody 
Rating: 4.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2003-12-31 13:00:00 
Name: Glenelg Darkie 
Description: 3 x RCP -1.6m high. 
Features: Good side tunnels featuring stone walls, dirt creekbed 
floors, 
and galvanised roofs, junction boxes, very long drain - 
hardcore! 
Gets harder, gets smaller, goes on forever. 
Access: North of Tram line, on east bank of Sturt River. 
[UBD:140N2] 
Catch tram or 266 / 263 bus 
Locality: Glenelg East 
Region: SA 
Country: Australia 
Water Level: None-waist 
Nearby: Follow upstream to Gandor's Reach, Xirth* + Gibbersnickle* 
Found: 1991 Dougo 
Rating: 2:3. 5:/ 9:0 


Created: 1995-12-31 13:00:00 


Modified: 2002-07-31 14:00:00 
Name: Glenwood Grill 
Description: 9ft grilled lake overflow chamber with twin 3ft 
rectangular 
drains. Similar in design to Duck, Duck, Mongoose. 


TEL=40m. U2 
Features: Impressive grill chamber and large room with constant flow 
of 


water through this chamber from the lake. 
Enter downstream at [GPS:-33.726614,150.93581] in either 


CI 
e 


Access: 
3ft 

rectangular drain. Grill room at [GPS:- 
33.726988,150.93581]. 


Locality: Glenwood 
Region: NSW 
Country: Australia 
Care: Don't break your back for the first bit. 
Eek!: Slimy! 
Water Level: Slimey - Shoe 
Cond: New(ish). 
Notes: Quote from Smalls: "I explored this back in the day when i 
was 10 
and glenwood was nothing more then a few streets and not 
even a 
shopping centre. Did you explore the grill room in the 
park 
adjacent to parklea markets auxillary carpark at the 
bottom of 
wendy place ??" 
Found: 2011 Red. (Intel by Fl@sh). 
Rating: 2.0/5.0 
Created: 2011-04-08 14:00:00 
Name: GobbleDox 
Alternate: Willoughby Leisure Centre Drain, GobbleDox's Tomb. 
Description: Huge drain. 12'h. TEL=784m. 
Features: Side slide with vertical shaft. Waterfall from 1.3m round 
drain 


entry near ceiling. Numerous colourful monstrous 
formations, 
ater sprays from leaks. Various side branches. 
Access: 0,UE: Follow footpath end Olympia Rd under Gore Hill Fwy. 
Entrance is beside footpath under Willoughby Rd. 
[Sw:257E13/035E13, UBD:215001/0219001, Grg:315E01, 
GPS:-33.8130861617,151.199502543] 
#1,JN: 100m? of passage on Sth 


side. Hardcore loop?. 


#9,AE: From Willoughby Leisure centre walk 


towards 


track can 


towards 

* (quick): 
with 

walk down 
into the 

* (slow): 


bottom but 


E along Small St, into Munro park, head along the N edge 


NE cnr near end of Pyalla St (no access) and a distinct 
be found. This track winds down the N side of creek 


Northbridge bridge. 


When you get to a junction with 


RH path between two rocks, take it. Cross old dodgy bridge 


care. When you hear the water falling out of the drain, 


the slope, round a tree onto a rock where you can step 


drain. 


After 500m it reaches the creek bed and you 


double back to the W along the creek, wide solid rock 


slippery. 


* [Sw:257H14/035H14, UBD:216C02/022F03, Grg:315H02, 
g 


GPS:-33.8151608566,151.207593924, XED, XNL]. 


Locality: Naremburn 
Region: NSW 
Country: Australia 
Water Level: Shoe 
Nearby: *Tunks Creek Cours == DiodeDox == unnamed under 
Predator's 
Bridge == MulletDox == GobbleDox == Gravel Socks ==<Long 
Bay. 
* (Tavern) /St.Leonards Interchange ==/(Tunks Creek Course). 
Found: 1991 GobbleDox/Gilligan/Critt. 
Rating: 4.0/5.0 
Update: 2017-01-28 05:15:20 (Ratter) - Update Access: Light steel 
grille 
directly in front of steps leading to front door of 1B 


Armstrong 
corridor. 
through a 
pipes. 


Created: 
Modified: 


Name: 
Alternate: 


St, drops into conc rect at upstream end of sandstone 


Not for the big-boned: entry/exit involves wriggling 


vertical RCP while squeezing past two protruding PVC 


1995-12-31), 1370000 
2004-12-10 13:00:00 


GOD 
Great Oversized Drain, Great Oversized Darkie. 


Description: 
Features: 
water 


collosal 14' 


bluestone, with 


straight for 


After 


Access: 
the west 


down 


the NW 


middle 
crossing 
lane. 


removed. 


no.86 


upper 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
it is 


Cond: 
History: 
other 


Its 


Massive, long, shape changing tunnel. 
Huge outlet, long slow stairway, 15' high waterfall with 


spewing over it and the ladder leading up. Becomes a 
high covered canal, varying between concrete and 


either an arched or flat ceiling that runs gunbarrel 


neary 3kms. Numerous shape variations, including a deep 
v-trenched section and a massive u-shaped blue stone tub. 


an impressively long time it becomes a 7' rectangle with a 
redbrick floor and changes back and forth with an odd dome 
ceilinged tunnel before shrinking. 

Where Monash Fwy crosses over the Merri Creek climb down 


embankment just to the south of the freeway bridge. Climb 


the ladder to the mouth of th [Mel :2dB5] 


tunnel. 


Access: 
1: Outfall [GPS:-37.795718,145.001248] 
2: Concrete lid between the two traffic light poles on 


corner of Hoddle St & Alexandra Pde. Quite a crawl. 
[GPS:-37.794526,144.993782] 
3: Metal Square manhole located in the verge running the 


of Alexandra Parade near crn of Gold St. From Footpath 


should be located on the East side closest to the in bound 


A similar manhole is near but has had the ladder rungs 


[Mel:44-C3] [GPS:-37.794456,144.989634] 


4: Steel Gutter Grate crn of Pigdon/ Amess Streets (near 
Pigdon). Jump in, crawl, crawl some more (10m). Enters 
stoopy section. [Mel:29-K11] [GPS:-37.782151,144.974381] 
Abbotsford 
VIC 
Australia 


Waterfall ladder is a bit dodgy. 
Mostly dry, except when climbing waterfall, at which point 


entirely possible to get completley soaked! 
Very spectacular. 


Has been dug up numerous times over the years and has at 


times been threatened by being replaced with a new tunnel. 


best feature, dubbed 'The Lights' were removed in 1995. 


Nearby: 
Bridgeroom, 


Found: 
Rating: 
Update: 
rip up 


it while 


Created: 
Modified: 


Name: 


Description: 


running off 


Access: 
goes 


N one 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


entrance 
western 


bigger. 
Access: 
creek, 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Rushall Pipe Tunnels, Dum Dum Dah Dum, Dungoys, GOD' 


Johnston St BR, Nam, Dights Falls, Bngers Tomb. 

1986 Dougo/Sloth/Woody 

0.0/5.0 

2014-02-28 13:00:00 (Aisha) - VicRoads are proposing to 


this amazing bluestone drain in the near future. Explore 
you still can! 


1995-12-31 13:00:00 
2014-03-30 13:00:00 


Golferetention 
Water retention chamber (12'h x 10'w x 33m) for water 


Homebush Bay Dr. 
W side Homebush Bay Dr, just S of where upper Cooks River 


under road [Sw:294F04, UBD:232N16, Grg:340H16, 
GPS:-33.8806472546,151.068930123]. Two large grilles, the 


is on the road side of the fence. 
Strathfield 

NSW 

Australia 

2004 dTrog. 

0.5/9 ::.0 

1995-12-31 13:00:00 

2004-10-29 14:00:00 


Gong, The 
Extensive hardcore multifaceted multichannel drain. D/s 


is 3 x 4.5'h rects with 2 x 4.5'd RCPs running off the 


rect. Unfortunately none of the channels seem to get any 


9,UE: J.J. Kelly Park, Swan St at end of Church St. See 


see drain. Go creek, go drain, go chiropractor. [Sw:NDR, 
UBD-Wg:035N07, Grg:NDR, GPS:-34.4355477864,150.893240017]. 
Wollongong 

NSW 

Australia 


Your back. 
Your back and the chiroproctors bills. 


Water Level: 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
reserve in 
(3) 

the 


reaching 


drain 


Features: 
Gooden 


the 
Overall, 


Access: 


33.771477,150.971944]. 


four (4) 


entry. 


Locality: 
Region: 
Country: 
Water Level: 
LO=DOs 
Found: 
Rating: 
Created: 


Slimy & slippery at entrance, shoe inside 
DEV it. 

2005 dTrog. 

2.0/5.0 
1995-12-31 13:00:00 
2005-01-27 13:00:00 


Good Fortune 
Model Farms Drain 
7ft RCP drain running underneath suburbia and a large 


Baulkham Hills. Begins as a 7ft RCP passing through three 
chambers over 200m before reaching a larger chamber, where 
drain becomes 6ft. 6ft section continues for 200m until 


a large chamber on the edge of Gooden Reserve, and then 
continuing as a 5.5ft RCP thereafter for 100m. Finally 


becomes 4-4.5ft after another chamber and continues, after 


sharp curve to the north, at least 100m without change. 
TEL=600m+. U2 
Several chambers including a large one on the edge of 


Reserve with 4x grills. A comfortable 6-7ft for most of 
journey. Quite a large drain for the Hills District. 


Similar to Amphetamine Mews. 

0 Drain access and outfall via nearby creek, at 
[GPS:-33.768896,150.968778]. Park in Goodhall Ave. 
1 Rusty old GBG in Lambert Cres, at [GPS:- 


2 Southern-most grill of four (4) in Gooden Reserve, at 
[GPS:-33.771479,150.972418]. This one is padlocked with 


padlocks. Two padlocks (2) need only be removed to gain 


3 Padlocked grill (single padlock) in footpath, at 
[GPS:-33.771759,150.973646]. 

Baulkham Hills 

NSW 

Australia 

Dry - Ankle 

Explore further upstream to s where the drain begins. 
2011 Annapurna & Red 

2.0/5.0 

2011-01-28 13:00:00 


Name: 
Alternate: 


Description: 


Features: 
entrance 


Access: 


Locality: 
Region: 
Country: 
Nearby: 
Keswick V* 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


unless 
which 
ocean. 
Features: 
down 
bridge, 
over a 
then a 


anda 


Access: 


standing 


Locality: 
Region: 
Country: 
History: 
Found: 
Rating: 


Goodwood Darkie 

Showgrounds, Adelaide BDO For Free 

2 x Rect. 1.5m high, gets taller. 

Redbrick, good side tunnels, into army barracks, Back 


into Showgrounds (BDO) 

Via Causeways canal from Barracks in - backdoor entry to 
Showgrounds ;) [UBD:129Q5] 

Keswick 

SA 

Australia 

Upstream to Sir Bed + Real Stereo* and downstream to 


1991 Dougo 

3257520 

1995-12-31 13:00:00 
2002-12-31 13:00:00 


Goonies, The 
Diamond Bay Sewer Outfall. 
This is in the drain list cos that's what it is, however, 


you are insane, you wouldn't dare enter the actual tunnel, 
is above a 40m drop, 2' dia and spewing shit into the 


What makes it worthwhile, is how you get to it: you climb 


steps cut into solid cliff face. These stop and become a 


made of drift wood and two telephone poles, that go, 15m 


40m drop onto rocks. The other side has a few more steps 
plank which leads to a ledge with a sewer viewing shaft 


drop shaft into the ocean. 

Diamond Bay [Sw:279E14/059E14, UBD:238B06, Grg:348G06, 
GPS:-33.8629574692,151.283298458]. Head N down E side of 
apartments in kink of Kimberley St. Look out for a lone 


arch near th dg 
Vaucluse 

NSW 

Australia 

Is the Diamond Bay sewer relief outfall. 
1999 Maddog. 

4.0/5.0 


of the cliff. Go through this. 


Update: 
access 


looks like 
Just be 
Update: 
new 

to rot 
guide 


Created: 
Modified: 


Name: 


Description: 


oldest 


Features: 
double 


tis old. 
Access: 


old 
100m 


neat the 


Locality: 
Region: 
Country: 
Eek!: 
Notes: 
tidal, 


2015-05-24 14:00:00 (Ptc) - Checked out Goonies today. To 


walk around the fence at the top of the hill. It also 


new ropes have b 


n put in place since I was last here. 


careful on the old power poles. Even worse than before. 


2010-11-08 13:00:00 (Smalls) - Need to climb over fence of 


walkway to gain access to the steps. Power poles continue 
away, would not place life in the structural integrity of 
ropes either. 


1995-12-31 13:00:00 
2015-08-12 14:00:00 


Gorgie Mills 
Old Balloon shaped drain. Known to the water board as the 


inner western storm drain. TEL=600m. 
Old sandstone arch tunnel at the end of a short crawl, 


decker tunnel, big fuckin GPT, blocked off side tunnels, 


9,UA: Canal, Longport St [Sw:296A09/063A09, UBD:254K05, 
Grg:373E05, GPS:-33.8930119993,151.143530582]. Underneath 


bridge are the step-irons. Go through redbrick tunnel, and 


u/s to entrance. The GPT is deep but stepping stones are 


step-irons, and the depth is shallower u/s. The drain gets 
smaller 80m u/s of the GPT. 

Lewisham 

NSW 

Australia 

Bit Terdy. 

Hawthorne Canal north of Parramatta Rd is "freshwater 


high tid 


causes the water in the drain to back up. 


canal during low tide. 


*Hawthorne Canal Course: Hawthorne System == (Gorgie 
Hawthorne System == (Leichhardt Drain) == (Marion Twins) 
Cove. 


2000 Hatchet. 


Rating: 
Update: 


Street 
of the 


x 1800 


250/50 
2014-12-27 13:00:00 (Ratter) - "Based on our feasibility 
calculations, approximately 60m of the existing Smith 


Branch (1.37m high x 1.3m wide oviform pipe line) upstream 


SHFM site will need to be upgraded or amplified to a 3000 


a Reinforced Concrete Box Culvert (RCBC)." 


https://majorprojects.affinitylive.com/public/60ff3b15393fea51£8d231d296d 
100f£/06 Stormwater%20Master%20Plan%20Rev-B. pdf 


Created: 
Modified: 


Name: 


Description: 


odd 


Features: 
infested 


outlet is 


within a 
parts 


Access: 
western 


next to 
[AA:130A3] 
aquaduct in 
Locality: 
Region: 
Country: 


Care: 
typically 


downstream 


Water Level: 


w/t 


Found: 
Rating: 


1995-12-31 13:00:20.0 
2015-05-18 14:00:00 


Gorton Falls 
8ft dia rbp with some two waterfalls and numerous other 


features. 
Two large waterfalls, the larger is 5m high. Tunnel is 


with tree roots. Numerous small grilles, big rooms. The 


an impassable syphon and the most d/s 100m is a tunnel 


tunnel. Upstream of the second fall the tunnel becomes in 


an elevated aquaduct over sections of an open reservoir. 
Steel plate, loosly bolted down in elevated room on the 


end of the dividing line in the Upper Gorton Reservoir 


the unmarked road between Green Fold and Debdale Lane. 


[A-Z:111H2] This dividing line is the first elevated 


the system. 

Abbey Hay. 

North West England 

United Kingdom 

Sewage affected. Entry ladder is 


xtremely rusty. Floor 


slippery, be careful near waterfall edges. No exit at 


end. 

Ankle to Shin. Waders/Wellies strongly recommended. Skanky 
ladders 

2005 Siologen 

4.5/5.0 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
is 


channel. 


for 


metres, 


room. 


CG 


heading N/E. 


Features: 
is 


rooms 
in the 
fenced 
the 


Access: 
33.7582518,150. 


Junction 


drain 


these 


Locality: 
Region: 
Country: 
Care: 
busy 


1995-12-31 13:00:00 
2007-02-28 13:00:00 


Got Rich But Died Tryin' 
Get Rich or Die Tryin 
This drain is the upstream of Get Rich or Die Trying. It 


tet 


around 175-200m upstream of it on the Showground Creek 


Starts as a 6ft corridor in somebody's front garden before 
heading under Doonmore Street and shrinking to a 4.5ft box 


10m and opening back up to a 5ft RCP for a few hundred 


past a few slabs and street grills until a small junction 


The drain continues S/E as a 4ft RCP with a 3ft RCP 


(MPL/TEL) = 250m or so. 
Very attractive outfall if the flowers are in bloom, (This 


sadly the best feature). There are a few grills and small 


along the 5ft sections . One of the large concrete slabs 


middle of a park has been removed leaving a gaping and un- 


hole right near some kids play equipment and basically on 


path! I don't see a problem? 


Doonmore Street outlet here: [GPS:- 
7040656]. 
Missing slab in park here: [-33.7586342,150.7044505]. 


room and hell stoop here: [-33.7593344,150.7044961]. 


Or, you could start at Get Rich or Die Tryin' 
and if you manage to survive that in one piece, then this 


will certainly finish the job! 


Unless you are mega hardcore, then I recommend you avoid 


drains! 

Penrith 

NSW 

Australia 

Access to outfall is on private property beside a pretty 


road so time your entrance carefully. Or alternatively, 


just drop 

into the big hole in the middle of the park. 
Eek!: There is a big hole in the middle of the park. 
Water Level: Dry-Death 
Cond: Average 
History: This was originally meant to be done on Reds "Riffed For 
Her 

Pleasure" Expo, and was even sighted on the night by Swim 
and 

Ratter who were crazy enough to actually reach the end of 
Get 

Rich of Die Tryin'. The rest of us bailed out of a street 
grille 

halfway through due to epic stoopyness haha). 

Timdole and I had a looksie at it last year 

but 

didn't venture far inside. 
To-Do: Not to ever do this drain again, or find out where the 
stoopy 

bits lead to. 


Notes: This area is about to cop a big upgrade/diversion so 
hopefully it 


will get a bit better soon. 


Found: Pandaman. First Explored by DC and Stoony. 

Rating: 1.0/5.0 

Created: 2016-02-10 03:01:11 

Modified: 2017-02-16 16:21:54 

Name: Goulburn Darkie 

Description: Very swanky, large, multi shaped drain. 

Features: Huge entrance, big arch, big rect with powerlines running 
thru, 


splits to twin 7' RCPs which go thru various rooms and 
shrink to 

6', and 10' narrow hallway, which twists and turns up to 
another 

big arch, then a rock walled hallway, 8' RCP, split to 
twin rock 


floored covered canals, 7' RCPs, 7' arches, the a tonkin 
and the 
outside. 
Access: Next to the petrol station (Shell?) at the corner of 
Cowper and 
Clinton Sts. [GPS:-34.756046,149.710492] 
5,UE: Jump into canal at Clinton or Verner Street [NDR]. 
5,UX: Exit paddock up final L split, grilles up twin 


RCPs. (Red 


and 

RCP, 
second 
the 
Locality: 


Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Morgan 
Features: 
Access: 
explore 
Locality: 
Region: 
Country: 


Care: 
parts. 


RIGHT 


Water Level: 


- 2012) Creek inlet on Combermere St, between Martyr St 


Lisgar St. [GPS:-34.762399,149.708081]. Begins as 6ft twin 


meets two chambers and becomes 8ft twin RCP after the 


chamber, before m 


ting up into the main stream flow of 


drain. 

Goulburn 

NSW 

Australia 

Dry - Ankle (mostly avoidable) 
2003 Panic/Mongo. 

550/50 

1995-12-31 13:00:00 

2006-07-27 14:00:00 


Graf Hole 
Lalors Pipe. 
1km long 5'6"RCP under Lalors Park. Well-known by locals. 


Power reserve off Vardys Rd, Lalor Park. TEL 1km. 

First 50 meters as painted as all of Swoo! Chamber halfway 
containing chairs and a mattress!. 
Walk upstream of the creek in Morgan Power Reserve to the 
football field. If you cant find it, you dont deserve to 


it. [Sw:230P06, UBD:169B06, Grg:245B06]. 

Lalor Park 

NSW 

Australia 

Locals. They dont take kindly to strangers 'round them 


Unless youre a pregnant 16 year old girl, then you'll fit 


in. 
Slimey-Shoe 


History: 
and 


here?" 
sure easy 


To-Do: 
there. 
Found: 
Rating: 
Created: 
odified: 


Found by Seeker by walking up to strangers in Blacktown 
saying "Do you know of any big drains or tunnels around 
Don't know the history of the drain itself, but it was 


to find. 
Help yourself to the dozen cinnamon donuts I left in 


2006 Seeker. 
2.0/5.0 

1995-12-31 13:00:00 
2007-01-07 13:00:00 


Name: 


Description: 


flattened 
cool 
eroded 


other 


Features: 
Access: 


left 


oval 


corrugated 


Locality: 
Region: 
Country: 


Cond: 
Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
tunnel, 


Secret, 
out 


Access: 
Glen 


manhole on 


Vater Level: 


Grampa's Teeth 
Twin 5' corrugated pipe, meets Twin 5' RCP and Twin 5' 


round. Many chambers and grille rooms, there's a really 
section where it turns to triple 5' corrugated metal with 
sections where you can see into the grille cavity and the 


pipes. 


4 


TEL: approx 450 - 500m 

Cool Grille Rooms 

enter d/s via canal in Golf Course on Ian Pde 
GPS:-33.854972,151.107979, take the corrugated pipe on the 


hand wall. 


exit u/s via small grille in grille room overlooking the 


exit u/s again where the pipes turn to triple eroded 


via light swing grille on right hand side of chamber 
Concord 


NSW 

Australia 

Shin - Dry 
severely eroded 


really cool drain, check it out! 
Rascal 2010 

2.0/5.0 

2010-03-17 13:00:00 


Graphic Equalizer, The 
Oldish 7ft arch drain with nice little hidden section. 
Big outfall grille, 4m high impassable waterfall up side 


semi collapsed corro iron pipe full of piled rubble. 


hidden, old brick culvert is 150 up blocked section, climb 


thru gap in corro iron, off to the right 
Head NW down into gully at intersection of Gunns Rd and 


Scarlett Rd. Either remove bolts from grille, or pop 


pipe 


Locality: 
Region: 
Country: 


To-Do: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


1.2m, 


Features: 
Access: 
Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


TEL=638m. 


roof 


use 


Vater Level: 


Vater Level: 


the shaft just up the hill to the left n crawl down side 


into tunnel. [Mapart: 114 M13] 
Runnymede 

OR 
United States of America 

Ankle 

Explore further, try n get up waterfall. 
2006 Siologen 

330/540 

1995-12-31 13:00:00 

2007-01-06 13:00:00 


Grasshopper Division 
RCP Very good looking chamber room. 1.6m high, shrinks to 


not worth going past split 
Good chamber room with waterslide and nice grille 
Entry from east bank, south of bridge. [UBD:107A11] 
Valkerville 

SA 

Australia 

Dry to Ankle 

2002 Electra 

T5750 

1995-12-31 13:00:00 

2002-09-01 14:00:00 


Gravel Socks 
6 parallel drains, each 7'h x 8'w, with regular connecting 
openings. See also GobbleDox and DiodeDox. MPL=638m. 


Update Hatsumi 10/2008: 


Left to right - 1 to 6 
From 
u/s end 5 and 6 have high silt build up at entry making 


height more like 4ft for first 100m so 


one, two or three for entry ( 1 
has 
highest applied liquid to sole of shoe ) 


Number 5 has station benching for last 200m, 2 and 3 has 


pillars 
at then outfall end, 7 has cool 
grill 
light coming in for those 
inclined to 
photos 
Nice windows between tunnels at 
numerous points 
Oysters and crabs at the 
outfall so bring tartare sauce 
Features: Gets name from gravel (under water) that gets in your 
shoes. 
Access: 9, UE: Entrance underneath Northbridge Suspension Br: 
GPS:-33.8168875,151.2126499]. Sw:257K14/036K14 


UBD: 216E02/022K04 
Grg:315K02. Park in Tunks Park parking area & walk back 
following path. Covertly check out the entrance to NSST 


just 
before you leave. If outer door is open get on your phone 
to all 
SCC members. 
Locality: Northbridge 
Region: NSW 
Country: Australia 
Water Level: Tidal, Ankle-Head 
Photos: NSW State Library has lovely pictures of drain 
construction. 
http://www.slnsw.gov.au/picman/picman.htm. 


Nearby: *Tunks Creek Course: == DiodeDox == unnamed under 
Predator's 


Bridge == MulletDox == GobbleDox == Gravel Socks ==<Long 
Bay. 
* (Tavern) /St.Leonards Interchange ==/ (Tunks Creek Course). 
Found: 1992 Diode/Mullet. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2016-06-23 11:24:40 
Name: Great Stairway 
Description: One of Melbourne's favourite drains, and home to the BDP 
wall, 

Great Stairway is also host to the hidden 'Prayer Room'. 
At a 

brisk walking pace, the drain can be explored without 
stooping, 

taking 90 minutes for a round trip up and back, with its 
TEL 


estimated at 3.5km. 


Features: 
tunnel 


tunnel 
large 


just 


as with 


Access: 


14' high arch outlet, big room with twin 10' RCP's. The LH 


leads to the stairway via a 12ft high mummy change. The RH 


acts as an overflow pipe, and leads to a waterfall and 
grille room. A small 4-5ft pipe joins both these tunnels 


near the waterfall in the right hand tunnel. 
The stairway is a long way up but is well worth the hike, 


the Prayer Room further upstream. 
Follow Back Ck against the flow from the west side of the 
Hartwell Tennis Club. [Mel:60C-5] [GPS:- 


37.84654,145.073632] 


the 


Locality: 
Region: 
Country: 
Care: 
Room. You 


brick 


Water Level: 


Cond: 
History: 


the 
Notes: 


Tomb. 
Found: 
Rating: 
Update: 
Tennis 


Iris. 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


sections 


Park here: [GPS:-37.848018, 145.073547], and stumble down 


side of the creek. 

Camberwell 

VIC 

Australia 

Take care to look out for the crawl pipe to the Prayer 


will find a small RCP way upstream on the LH side of a red 


section. Enter. Enjoy. 

A few sections that can be avoided 

Huge! 

This drain has always been great, but since 1997 when the 
Waterboard put a new 3m RCP tunnel, grilles and rooms in, 


tunnel is twice as good. 
Area: East Zone 
Drains Nearby: Dougo's Tomb, Big Bastard, Bad, Sloth's 


1986 Dougo/Sloth/Woody 
540/50 
2011-03-14 13:00:00 (Raptor) - ‘Hartwell (uniting Church) 


Club' location: 37°50'53.17"S 145° 4'24.82"E 
on Toorak Road, East of Ruskin Road in the suburb of: Glen 


1995-12-31 13:00:00 
2011-03-15 13:00:00 


Green Gravel 
Green Rd Drain 
Twin 5.5ft RCP drain with sand, gravel, and flooded 


25m 


into 


Features: 
Access: 
Rd, 


33.716217,150.974922]. 


33.716722,150.975088]. 


ocality: 
Region: 
Country: 
Eek!: 

Water Level: 
Cond: 

TO=Do: 
Found: 
Rating: 
Created: 


Name: 
Description: 
by 6! 


Features: 
pipes. 


Access: 


Walk 


#1,AX: Grille in 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
Water Level: 
TODOS 
Found: 
Rating: 
Created: 
Modified: 


underneath Green Rd, Kellyville. T 


with a grill (see access #1 below) 
(perhaps 3.5ft) entering from the 


eternity down Green Rd. MPL=85m+. 
Sand. Gravel. Water. 
Park at north end of Victoria Park 


Kellyville. 

0 Access to drain is via outfall, 
[GPS:-33.715983,150.974861]. 

1 Grill on Green Rd northbound, a 


2 Grill on Green Rd southbound, a 


Kellyville 

NSW 

Australia 

Deep water. 

Shoe - Shin 

Clean. Clear. Good. 

Find where drain begins upstream. 
2012 Red 

T0750 

2012-01-12 13:00:00 


Greendale Creek 
Drain room under industrial area, 


RCPs. TEL=250m. 
Cool room with large balcony and r 


9,UE: Climb down to pond opp 188 
UBD:177Q011, Grg:258E11, GPS:-33.76 
u/s. 

roof of room. 
Brookvale 
NSW 
Australia 


Next to cement works VIS. 

Fumes sometimes are rather solvent 
Ankle in canal and pipe. Dry in ro 
Explore 4'3 pipes. 

1996 Mr India. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-17 14:00:00 


here is a chamber after 


and third smaller pipe 
street. Drain continues 


TEL=170m+. 


Reserve, off Wrights 


at 


t [GPS:- 


ja [GPS:- 


10' sq room accessible 


oof entrance plus 4 


Harbord Rd [Sw:239Cl1l1, 
56870184,151.279379634]. 


based. 
om 


Name: Greensborough 


Description: 5ft Rep, later becomes 7ft rcp. 

Features: Grilled room and bigger section. 

Access: Follow creek upstream from Pinehill Dr. [Mel:10H2] 
Region: VIC 

Country: Australia 

Water Level: Ankle 

Found: 1987 Dougo/Sloth/Woody 

Rating: 0.0/5.0 

Created: 1995-12-31 13:00:00 

Modified: 2007-07-04 14:00:00 

Name: GreenScoutTwins 

Description: Twin 6ft+ reps joining Greendale Creek drain to The Scout 
drain. 


100mtr+ side pipe crawler. 

Skylight grille room with 3 x 3ft rcps winding to 
Greendale Ck. 
MPL 230mtrs 
TEL 460mtrs 


Features: 3ft Side pipes. Waterfall. 

Evil graff. 
Access: Head into gully next to Scout Hall in Winbourne Pde, 
Brookvale. 


5ft rcp is The Scout. Look south to see 2 x 6ft rcps. 
Exit possible @ skylight grille room near Sydenham Rd: 
[GPS:-33.764681,151.276712] 

Lift corner grille. 


[GPS:-33.763032,151.275762] 


Locality: Brookvale 
Region: NSW 
Country: Australia 
Water Level: Dry - Ankle 
To-Do: Explore side pipes to end. 
Crawl the 3footers to Greendale Creek. 
Notes: Course: Greendale Creek>GreenScoutTwins>The Scout>Hell. 
Found: Fl@sh 2006 
Rating: 2::-0/'5.<,0 
Created: 2010-12-17 13:00:00 
Name: Gribble Dribble 
Alternate: Bloodworm 


Description: Massive new 8ft RCP drain near Blacktown Showground. From 


for 20m 
upstream, 
in order 
line, 

with about 
and 

room 

the 
Shopping 


Features: 
Interesting 


clay 


Access: 
northeast 


(gate 
upstream, 
Gribble 


small. 


Locality: 
Region: 
Country: 
Care: 


Cond: 
Notes: 
sporting 


the 
Found: 


Rating: 
Created: 


Vater Level: 


outfall, begins at 6ft high x 10ft wide concrete culvert 


before changing shape to 8ft RCP for ~200m. Further 
there is an opening that needs to be climbed (~6ft high) 


to continue underneath the railway lin Under th 


railway 
the shape is 5ft-square concrete for 10m both ends but 

40m of red brick arch. Shape again changes to 4.5ft RCP 
continues underneath Gribble Reserve towards a 5ft square 


with GPT and wall that needs to be navigated. Afterwards, 


drain continues south and southeast up towards Westpoint 


Centre, becoming a 4ft RCP. TEL=500m+. 
Brick arch under rail line. Several shape changes. 


GPT that needs to be navigated over/around. Most pipes are 


or ceramic. 
For outfall and downstream, park in the carpark to the 


of Blacktown Showground, off Richmond Road, during the day 


closes lat 


afternoon). In the evening, or for the 


infall access, park near or around Gribble Reserve, in 


Place, Blacktown. Latter access is more fun - i.e. start 


Outfall, at [GPS:-33.765975,150.902887]. 
Opening, at [GPS:-33.767406,150.902827]. 
Opening, at [GPS:-33.767835,150.902745]. 

Swing grill, in footpath (i.e. safe), at 
[GPS:-33.768642,150.902902]. 

Blacktown 

NSW 

Australia 

Racks hanging in GPT chamber. Watch your head! 
Dry - Ankle 

Old and new. 

(July, 2013) - Google Maps shows the Showground and 


fields to be very different. They have been landscaped and 


entire area has becom 
2013 Red & Swim 
4.0/5.0 

2013-07-04 14:00:00 


a serviced park. 


Name: 


Description: 


UPDATE 


has 


SO 


box 


Features: 
section 


sections. Nice 


with 


Access: 
Rd 


Locality: 
Region: 
Country: 


History: 
To-Do: 
Notes: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
to 


has pool 


Water Level: 


Grilled Egg 
Long Drain, various forms inc. twin 5'7 concrete rect, 6' 
concrete rect, 6' egg, 5' round and 5'5" rect. TEL=1km. 


2016: A 650m section of the downstream part of this drain 


been completely replaced. Th 


upgrade consists of 600 or 
meters of 2.1m rcp, followed by a 30-40m section of 7ft 


culvert before it joins the existing drain. 
UPDATE 2016: A decent size chamber with a small dammed 


has been installed downstream. Large dual 2.1m RCP 


junction rooms. Intriguing side pipes. Awesome grille room 


strange dam 'ramp' near the new 7ft box culvert section. 
5,UE: In park surrounded by fence. Cook Ave x Astrolabe 


[Sw:3179Q04, UBD:276K04, Grg:406E04, 
GPS:-33.92931176,151.223983294]. 

3: Grille, 

Jaques St Kingsford. 

1: Grille, Byrd Ave, 

Dacyville. 

UPDATE 2016: Best access is now from 

downstream end (-33.931268, 151.219794) 

Kingsford 

NSW 

Australia 

Shin 

UPDATE 2016: http://www.enviropacific.com.au/projects/ 
Check out nearby drain in Astrolabe Park. 

UBD incorrectly shows intersection as Cook & Isaac Smith. 
1997 Siologen. 

30/570 

1995-12-31 13:00:00 

2016-11-03 00:40:50 


Grilled Fish 
4ft tidal drain with interesting chamber. MPL=50m+. U2. 
Chamber with large, perhaps 2xlm rusted grill, which looks 


stop rubbish but does not seem to do a good job. Chamber 


with fish in it. 


Access: 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Vater Level: 


Access as low tide. Park towards end of Hill Rd and wander 
between the apartment buildings to bay. 
[GPS:-33.8291,151.078336] 


Wentworth Point 

NSW 

Australia 

Sharp shells line the walls. 

Spiders near entrance. Rusted grill in chamber. 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


First 


Features: 
deep 


a 
Access: 
Rd, 
Locality: 


Region: 
Country: 


corridor, 


Found: 
Rating: 
Created: 
Modified: 


Name: 


& 


twins. 


Rd due 


findererer 


Vater Level: 


Description: 


Slimey - Waist (Tidal) 
2011 Ghost Red 
0.5/5.0 

2011-10-21 13:00:00 


Gripper 
Rusholme Darkie 
Easy going arched drain with walkways running thru it. 


drain officially 'found' in Manchester. 
8' high wide arch outlet, with brick walkways alongside 


trench. Arch becomes narrower and weaves its way thru to 


grilled off inlet with an antichamber and large overflow 
corridor. 
East end of Platt Fields Park, on opp side of Wilmslowe 


between Norman Rd and Brighton Grove. 
Rusholme [AA:142D1,A-Z 109 G05] 

North West England 

United Kingdom 
Dry throughout except last grilled section and overflow 


both which are ankle deep 
1998 Bob 

3.5/5.0 

1995-12-31 13:00:00 
2005-06-09 14:00:00 


Grose Conduct 
Covered canal & RCP System conducting water from Grose St 


surrounds. 1 x covered canal, 2 x 5'h 4'w rects, 2 x 4.5'h 


MPL=800m. TEL=800m. The 2 rects end probably on Victoria 


to the amount of traffic running over manholes. The 


Access: 
upstream to 


Grg:278F15, 
Locality: 


Region: 
Country: 


Vater Level: 


was not game 
9,UA: Canal 


entrance. 


[GPS:-33.807089,151 


North Parramatta 
NSW 
Australia 


Found: 
Rating: 
Update: 
junction 


culverts. 
running 


times 


of which 


streets, 


at night 


Created: 
Modified: 


Slimy-Ankle 
2004 dTrog. 
2.0/5.0 


2012-09-15 14:00:00 


room with, 


The first concrete culvert 


water), 


and becomes a small 
[GPS:-33.807858,151 


you may exit from onto the corner of 


here at 


to lift the 
Brickfield St btw Fennell & Grose. 


[Sw:252R1 


from left 


lids. 


1/080R11, UBD:191F15/024N01, 


-011346]. 


(Red) 


to right, 


appearing to go slightly uphill, 


(the one with 


TUrNS a 


8-segment manhole 
and steel 


-014856]) 


[GPS:-33.807864,151.014906]. 


grill, 


as this area can be quite busy with traffic. 


1995-12-31 13:00:00 
2012-09-15 14:00:00 


(located at 
the latter 


Walk 


- Upstream of this drain is a 
2x RCPs and 2x concrete 


the sound of 


couple of 


ason and Macarthur 


Exit here only late 


Name: 
Alternate: 


Description: 


Features: 
wrong 


Access: 
is 

pipe (the 
tunnel to 


off 


heads north 


Ginninderra. 


Gross' Tomb 
Benjamin Way 


Series of 6ft RCPs with grill room and lake outfall. 


Triangular entranc 


direction. 
South of corner of 


hole! 


Belconnon Rd and 


Dead end tunnels, 


Benjamin Way. 


going the 


Entrance 


through slab with a triangular hole partly covering the 


Toblerone entrance) 


settling pond 


with plywood about 20m south of entrance. 


under 


[GPS:-35.248257, 


[GPS:-35.249636,149.067061] 


149.067302]. 


Benjamin Way and is flooded as it hits Lake 


Main tunnel 


Side 


has been blocked 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
ends 


Access: 
First 


explorer. U/s 


Locality: 
Region: 
Country: 
Water Level: 


Belconnen 
ACT 
Australia 

Shoe - Swim 
Pandaman 

2307/540 

1995-12-31 13:00:00 
0000-00-00 00:00:00 


Grottle Wove 
Hardcore 4'd RCP system in Wattle Grove Estate. Eventually 


in lake, but dive gear is needed. MPL=750m. TEL=750m. 
7,UE: Cressbrook Cr, in reserve behind Primary School. 


grille has no stepirons - use 2nd [Sw:311F19, UBD:289K03, 
Grg:425K03, GPS:-33.9577520795,150.93854969]. Good 


from entrance it gets smaller - head d/s. 
Wattle Grove 

NSW 

Australia 
Slimy-Shoe-Ankle-Chest-Head-Dive 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
branch 


Access: 


Locality: 
Region: 
Country: 
Nearby: 
River 


Found: 
Rating: 
Created: 
odified: 


2004 Prowler/dTrog. 
0.5/5.0 

1995-12-31 13:00:00 
2005-04-07 14:00:00 


Guildford Park 
2 x 6'h rect drains at S end of canal in Guildford Park. 


LH branch opens briefly in pit with wire cage above. RH 
goes under rail line/bridge. 

NE cnr Guildford Park [Sw:272H10, UBD:230N02, Grg:337H02, 
GPS:-33.8487291721,150.990681638]. 

Guildford 

NSW 

Australia 

*Course: Guildford Park == Woodville Rd ==<Duck Ck ==<Duck 


==<Parramatta River. 
1992 Diode. 

2.0/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Name: 


Description: 


an open 
6ft 


Features: 
walking 


the 
during 


Access: 
Pumping 


head 


pipe 


Locality: 
Region: 
Country: 
Care: 
about. 


Water Level: 


Gunbarrel 
An old 6' RCP that is dead straight. It lays wholy within 


canal. Think of a 150m long 'smooth-bore' cannon with a 


diameter barrel. MPL=150m. TEL=150m. 
The straightness makes u lose ur sence of balance when 


thru it. The light coming in at both ends when u are near 


middle gives u that "light at the end of the tunnel" view 


the daytime. Did i mention how straight it is? :). 
Between McCauley & Bowden Sts, 200m downstream from 


Station drain on east side of canal. Jump into canal & 


south/downstream away from Pumping Station drain. Entry to 


is 50m south of Hines St & 10m south of McCauley St. 
[Sw:297F13/075F13, UBD:256A09/019A01, Grg:375F09]. 
Alexandria 

NSW 

Australia 

It runs between industrial properties so there are ppl 


Slimy 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


it's 
Features: 
created 

a 
underneath 


Access: 
Hindmarsh 


park 


[de] ts 


2004 Blakjak/Beachbum. 
37.0450 

1995-12-31 13:00:00 
2005-03-01 13:00:00 


Gurgler 
This drain was originally found by FiL in 1998. Despite 


location it appears rather unexplored. 
MPL=1km approx 
6ft RCP leading into a small chamber with dual waterfalls 


from 1x 5ft RCP and 1x 4ft RCP. 4ft RCP takes you through 
series of small waterfalls and grilles. 5ft runs 


Canberra hospital. 
Cnr of Yamba Drv and Hindmarsh Drv. Just south of the 
Drv overpass bridge (2). At the time of writing you could 


very close to the drain and then walk into the canal here 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
History: 
visited for 


To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


with your 
people 


Access: 


smaller 


Marion 


Locality: 


Country: 
Nearby: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


House. 
Features: 
of 


(1) Park - [GPS:-35.350036,149.099607] (2) = Drain 
[GPS:-35.350484,149.09965] 

Woden 

ACT 

Australia 

Houses and busy road over looking the outlet. 

Dry - Slimey 

A little graffiti at the enterance 

Originally found by FiL. Doesn't look like it's been 


some time. 
Explore further under the hospital 5ft. 
Listed - Delo 2013 

1998 Fil 

2.0/5.0 

2014-02-23 13:00:00 


Gutter Seat 

Crappy drain, with exception of spot where you can sit 
head in a gutter 'window'. Shine torches at cars, see 
stare!. 

0,UE: W edge Bankstown Memorial Park opp Cambridge St 
[Sw:313H02/240aB05, UBD:271P02, Grg:399D02, 
GPS:-33.9221051444,151.031294009]. Take round drain, the 


rectangular drain joins up again. Ends at rail bridge over 


St. 

Bankstown 

NSW 

Australia 

*Salt Pan Course: (Bankstown Cage/Wormhole) == Gutter Seat 


(Autobahn) == (Prowlers) ==<George's River. 
1993 Diode. 

0.5/5.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Guy Fawkes 
Guy's Fork 
8' rep that runs under the Australian Federal Parlament 


Large bunker style grille room, fluro tubes mounted to top 


rcp, few junctions, manhole shafts with deluxe ladders and 


of 


Access: 
parlament 


copse of 
creek and 


tunnel, 


Take 


parliament 


locking hatches. 


Large underpass with waterfall and pit. 


Downstream goes forever and is flooded in points by dozens 


waterspouts. 


At the corner of Flynn Drive and Capital Circle, 


on the 


house side of Capital Circ theres a picnic area with a 


trees off 


a bunker st 


clamber in 


Delo - 2013 


to one side. 


. [Greg: 


tyle grille room. 


In this area theres a small dry 


Lift manhole on little side 


3G10] 


- Grille room is here 


[GPS:-35.30535,149.122296]Outfall here 


[GPS:-35.300371,149.12154]. 


Possible to enter from here. 


either of the two pipes on the right when facing 


house. 


35.300662,149.121666] 


Drive and 


MPL=750m 
Locality: 
Region: 
Country: 
Care: 
been 


Water Level: 


Cond: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Alexandria 


Capital 
ACT 
Australia 


Due to its rather sensitive 


Explored by Ratter to here 


(Small gutter box room) 


Drive. 


Hill 


[GPS- 


Corner of Roundabout of Flynn 


No hatches exist on current visits. 


location, there have sometimes 


security hanging about the area. 
Ankle as you go downstream 


Weird. 


Open a hatch. 


1997 Diode 
0.0/5.0 

1995-12-31 
2007-06-09 


13:00:00 
14:00:00 


Follow d/s to outlet. 


Name: 
Alternate: 


Description: 


Features: 
Access: 


Locality: 


Gympie 
Outsourced 


In-situ poured concrete drain, 


MPL = 


Batcave 


600m long 


Stays th 


sam 


152.678506) 


Gympie 


unconfirmed 


fairly short, nice shape 


(at a guess) 
shape & size 
1:Outlet behind sportsfield on 


(what was explored). 
Brisbane Rd(-26.200104, 


2:Inlet behind shops on Crescent Rd, 
(-26.195196, 


152.678629) 


Region: 
Country: 
Care: 
Eek!: 
Water Level: 
Cond: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 


Haberfield and 


Features: 
oyster 


drain 
distance 
From 
returning to 
the main 
used as 
section. If 
you'll 
Access: 
Locality: 
Region: 
Country: 


Care: 
visible 


Eek!: 
- only 


Water Level: 
Cond: 


QLD 

Australia 

Don't fall in the pool at the outlet 
bats, huge spiders 

Ankle at most 

Good 

Make it to the inlet 

Unknown, listed 2016 by NoPro based on visit in 2014 
30/920 

2016-07-06 07:08:20 

2016-07-09 10:50:47 


Halfpipe 

Haberfield halfie 

A drain that runs under Reg Coady reserve, through 
underneath Algie park. MPL=320ms TEL=Unknown 

Outfall is an extremely tidal 6ft box culvert caked with 


shells. 


Eels and fish swim about close to the outfall. The 
quickly shrinks to 5ft box culvert and runs for some 
before coming to a junction section which contains an RCP. 
here the drain drops to 4.5ft for a distance before 

5ft. Following the rectangular shape section you come to 
feature of this drain - 


a weird half-pipe, most likely 


an overflow diversion. A lot of natural light in this 


you continue following the RCP at the end of the half-pipe 


run under Algie Park - this needs to be explored further. 
Access the outfall from Reg Coady reserve [GPS:-33.873226, 
151.136819] Plenty of parking along Martin Street which 
intersects with Dobroyd Parade. 

Haberfield 

NSW 

Australia 

Not a good drain for people with back problems. 


eal 
a 


tremely 


from all directions when entering. 
Slippery mud. Sharp oyster shells. Keep an eye on the tide 


do at low tide. 
Ankle - Tidal 
Untouched. 


To-Do: 
the 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Plateau. 


outlet 
section 
the 

or the 


leaving it 


various 


culvert 
there are 


Features: 
before 


Access: 


the 


Side pipe near 


Explore beyond the half-pipe. Explore th 


Halfie. 

Delo 2016 

2:£079.0 

2016-06-10 00:00:07 
2016-06-12 10:28:51 


HammerHead 
Ocean outfall stormwater drain for runoff from Collaroy 
MPL:200m 


The outfall is an anti-erosion type deal, with a T-shaped 


and a small window on each side of the culvert. The beach 


of the drain itself is a 5' concrete culvert (4.5' with 
amount of sand in there) that is raised above floor level 
sand underneath the channel has eroded away over time 


hanging on thin concrete stilts. 


The culvert soon changes to a 6' RCP where there ar 


gutterboxes, with no step irons. 
Around the bend a little further and it turns into a 5! 


before becoming a 6' grille room. Along the 5' culvert 


more gutterboxes, each without any stepirons. 
The outfall is wicked! Make sure you see the grille room 


exiting the drain 
1 via Outfall on Collaroy Beach. LOW TIDE 
ONLY! [GPS:-33.731781,151.302488] 


2 via grate in footpath at the end of Collary St, between 


carpark and beach. 
[GPS:-33.732105,151.301741] 


3 via gutterboxes along Collary St. 
L. [GPS:-33.731994,151.300669] 
2. [GPS:-33.731992,151.300620] 


Drain shrinks below large grilles at the end of the small 
alleyway next to 1-5 Collaroy St. [GPS:- 


33.731674,151.300427] 


Locality: Collaroy 


Region: NSW 

Country: Australia 

Care: Tide Lock is possible if you are a midget and cannot open 
upstream gutterboxes or grate. Pack Scoobie Snacks just in 

case 

Water Level: Knee - Dry (Tidal) 

To-Do: Explore 2' feeder pipes 

Found: 2011 - Scarecrow, LittleMike, Rascal 

Rating: 2.0/5.0 

Created: 2011-06-13 14:00:00 

Name: HappyEnding 

Alternate: Brickfield Ck (Pred's orig name). 

Description: Long canal with some underground sections. Last section 


was once 
found and regarded as "non-drain", but with the new 


development 
and u/s room, is worth visiting. 
Features: A split in the drain where two drains head off in 
different 
directions but meet up after in an 8' room. Both drains 
are 
different shapes. Some tiny waterfalls from RCPs, Mega 
huge 
entrance in last underground part of drain (20'?). 
Access: 2,UA: Halfway along Ross Street, canal opening up on N 
Side. 
Jump fence and go S. Keep going till you end up at 
Parramatta 
River. [Sw:252012/080012, UBD:191E16/024L02, Grg:278E16, 
[GPS:-33.810806,151.007871] 
Exits here, @ [GPS:-33.809757,151.007364]. This could very 
well 
be its own drain. 
Going upstream, next section begins here, @ 
[GPS:-33.809062,151.007539] and comes out @ 
[GPS:-33.807946,151.008294]. 
Locality: North Parramatta 
Region: NSW 
Country: Australia 
Vater Level: yes sometimes 
Found: 2003 Pensil/Batman/Onetel/Curly. 
Rating: 20/540 
Update: 2010-11-11 13:00:00 (Red) - Downstream entrance here, @ 
[GPS:-33.810806,151.007871]. It has a corrugated-iron 
ceiling 
with a concrete canal base. Probably about 14ft high. 
Further 


upstream becomes the 20ft+ room/chamber underneath 


new (ish) 


apartments with 'official' manhole access room, complete 
with 

ladder. Lots of graffiti, milk-crates, bongs, etc. The 
usual in 


youth-hideaways. Exits here, @ [GPS:- 
33.809757,151.007364]. This 
could very well be its own drain. 


Going upstream, next section begins here, @ 
[GPS:-33.809062,151.007539] and comes out @ 
[GPS:-33.807946,151.008294]. 


Created: 1995-12-31 13:00:00 

Modified: 2010-11-12 13:00:00 

Name: Hard Trotta 

Alternate: Picka Da Pocketa. 

Description: Hardcore 4.5'h rect diminishing to 3.5'd RCP then 3'd RCP 
at u/s 


end. MPL=407m. TEL=407m. 
Features: A wallet or two, picked by pickpockets, emptied of 
cash/cards, 


then discarded down drain. 


Access: 9,UE: Jackson St. Enter canal. [Sw:NDR, UBD-Nc:144P01, 
Grg:NDR, 
GPS:-32.9176606399,151.735346529]. 
#0: Inside railway fence 
other side of Trotting track. 

Locality: Broadmeadow 
Region: NSW 
Country: Australia 
Care: U/s end is within daytime gaze of Broadmeadow Station. 
Eek!: U/s hardcore end is 1/3 filled with water. 
Water Level: Shoe-Shin 
Notes: The findererer has fully explored this, are you game? 
Huh?. 
Nearby: 710 Goolie Wash. The u/s end of this will wash your 
goolies. 

Found: 2004 dTrog. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 

odified: 2004-11-11 13:00:00 
Name: Harry Lime's Drain 
Alternate: Wienkanal, The Third Man Tunnel. 
Description: A very famous and utterly amazing tunnel running thru 


central 


1949 
as 


Features: 
a 


chambers 
large 

and a 
'emergency' 
of old 
rooms, 
grilles 
out for 
loudspeakers 
find the 
Access: 
downstream 
Climb 
Stadtpark. 
49012] 
Locality: 
Region: 
Country: 


Care: 
rain 


and 
into 


Water Level: 
main 


Cond: 
surprisingly 


Vienna. Was featured in the last 20 minutes of the classic 
Carol Reed film 'The Third Man' which starred Orson Welles 


Harry Lime. 
Enormous, 1.6km long, 


6m high, 15m wide arched tunnel with 


river flowing thru it. Various old stone sewer overflow 


with waterfalls, side tunnels, canals, some reached via 


gated tunnels. The largest of these has a balcony system 
secondary chamber with bridges, platforms etc. Four 


exit tunnels, marked by reflective signs, with a mixture 


iron spiral staircases and more modern concrete steps, 


chambers. Whole system is atmospherically lit by numerous 


during the day and at times also fluro lit. Keep an eye 


the Harry Lime tribute, not to mention the huge p.a 


mounted (for what reason?) in the main chamber. Try to 
staircase where Harry died. 
Inlet: Climb down the stairs into the Weinkanal at the 


intersection of Hoffmulg and Linke Weinzeille .Walk 


for 200m into tunnel. In District 6.[Tasch: 64P11] Outlet: 


down into Canal via any of the staircases in the 


Tunnel outlet at Johannesgasse in District 1. [Tasch: 


Vienna City 

Wien 

Austria 

Probably not a good idea to do this if theres a threat of 


m 


due to increased river flow and nasty sewer outfall. Try 


avoid running into the official tours. Mind not to fall 


sewers, some of the viewing platforms feel a bit dodgy. 
Main tunnel and overflows bone dry. Exit corridor next to 


chamber is ankle, but avoidable 
Huge, amazing, sewer chambers are a bit smelly, but 


clean. 


Found: Well known, covered by Dark Passage and Unterwelten. 


Explored i 
Rating: 0.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2005-07-09 14:00:00 
Name: Harvey Norman Hollows 
Description: 5' RCP Network. 
Features: Big Junction room with big grill. Bats in NE tunnel. 
TEL=700m. 
Access: 1: Outlet in Bush in school Next to Harvey Norman. Go to 
the 


Back Left (NE) corner of the carpark and you can see it. 


[Sw:NDR, 


UBD-CC:088G09, Grg:NDR]. 
#2,UE: Big Arse grill on Karalta Lane 
outside Harvey Norman Computer store. [Sw:NDR, UBD- 


CC:088G09, 
Grg:NDR, XED]. 
#3: Not As Big Arse grill in Harvey Norman 
Carpark. [Sw:NDR, UBD-CC:088G09, Grg:NDR, XED]. 


#5,UX: Front 


yard of Mobile Home Village on Karalta Rd [Sw:NDR, UBD- 


CC:088H10, 
Grg:NDR, XED]. 
#9: Erina creek [Sw:NDR, UBD-CC:088F09, Grg:NDR, 


G 


XED]. 

Locality: Erina 

Region: NSW 

Country: Australia 

Water Level: Maybe a trickle 

Found: 2004 Dayv. 

Rating: 0.5/5.0 

Created: 1995=12=31 13100400 

Modified: 2004-12-06 13:00:00 

Name: Hassall St 

Description: 8'h tub shaped drain. TEL=300m. 

Access: 9,UE: Near cnr Station and Parkes Sts [Sw:252Q017/080017, 
UBD:211E05/024L12, Grg:308E05, GPS:- 


33.8190060883,151.008209304]. 
Upstream entry/exit in Jubilee Park, Parramatta, here, at 
[GPS:-33.819916,151.005519]. 


Locality: Parramatta 
Region: NSW 
Country: Australia 


Water Level: Dry - Shoe 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 
Look for 


(small 


Locality: 
Region: 
Country: 
Notes: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


section, 


emptying into 


Features: 
views 


Access: 
a 


lifting, 


*Cliff Ck Course: Hassall St == Why Hasn't This Been Found 


Cheesegrater ==<Parramatta River. 
1991 Predator. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Hatchets Drain 

Short 8' hallway drain. MPL=128m. TEL=128m. 

Slide at u/s end. 

9,UA: Behind McDonalds opp Great North Rd & Parra Rd. 


vehicle ramp to canal. Enter using same. Go d/s to drain 


on RHS). [Sw:275L20, UBD:234D12, Grg:342J12, 
GPS:-33.8743233434,151.127687399]. 

Ashfield 

NSW 

Australia 

*Tron Cove Ck Course: (Queens) == (Hatchets) ==<Iron Cove. 
1999 Hatchet. 

2.0/5.0 


1995-12-31. 13300300 
2004-09-27 14:00:00 


Hatsumi's Digestiv 
March of Hatsumi 
Impressive entrance with Pumping Station-style barred 


System 


4-4.5' RCP sections, 5' high rectangular sections, 


a small creek. TEL=150mt+t 
Large chamber-shaft with side sections, brick shafts, RCP 
sections, rectangular sections, barred off sections with 


onto the street from ground level. 
Swing grille in the driveway of 232-234 Slade Rd. There's 


spring-loaded metal latch preventing the grille from 


just lift and replac 


when leaving. [GPS:- 


33.937574,151.115169] 


side of 


Locality: 


Alternative entry/exit: in the small creek on the other 


the trainlines to the north [GPS:-33.93704,151.115095]. 
Likely other ways in and out through GBG. 
Bexley North 


Region: NSW 

Country: Australia 

Care: Be discreet entering from the driveway grille, watch out 
TOT 

cars, and don't leave the swing grille open. 

Eek!: Thorny and spikey vines at the outfall. Shin-knee deep in 
creek. 
Water Level: Dry - Ankle 

To-Do: See how far upstream you can go. 
Notes: Spotted by Hatsumi, but he was unable to enter at the 
time. 

Found: 2011- Cryogenic, Hatsumi, Scarecrow, Sledgy 
Rating: 2.0/5.0 

Created: 2011-05-07 14:00:00 
Name: Haunted 

Description: RCP 1.4m high. 

Features: City drain, may connect to ??? 
Access: Leading up to Grote St from parklands. [UBD:3E10] 
Locality: Adelaide 
Region: SA 
Country: Australia 
Rating: 135/50 
Created: 1995=12=31 13400400 

odified: 2003-12-31 13:00:00 
Name: Havyatts 

Description: Essentially Rocktop's little brother, 8' concrete 


sections, with 


9-15' rock sections, half rocktop, half concrete. 
MPL=686m. 

TEL=686m. 
Features: Satanic graf, a 40 year old concrete smoother. 
Access: 0,UE: Cnr Kiaora & Carlotta Sts [Sw:298G02/067G02, 


UBD:237C14, 


Grg:347C14/014F11, GPS:-33.8790009603,151.245688046]. 
#9,UX: W 


side of headland W of Seven Shillings Beach 
[Sw:278G19/057G19, 
UBD:237C11, Grg:347C11/014F06, GPS:- 
33.8728639004,151.245943478, 
XED, XNL, XWPT]. 


Locality: Double Bay 

Region: NSW 

Country: Australia 

Water Level: Tidal, Ankle-Waist 

Notes: Havyatts begins before Clogged Clam and ends after it. 


Nearby: 
Clogged 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
after 30 
branch goes 
waterfall up 


interest 


Access: 


#1,AX: 


waterfall. 
Locality: 
Region: 
Country: 
Vater Level: 


*Course: Mass Extinction == Vault Drain == Havyatts/ == 


Clam ==<Double Bay. 
1997 Siologen. 
4.0/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Hawkers Folly 
Drain. Impressive 7' entrance, 


soon gets lower. Branches 
metres. RH branch ends in bush after another 130m. L 


to interesting waterfall with a dodgy ladder. Second 


ahead, no step Irons but has been climbed, nothing of 


beyond. TEL=450m. 

9,UE: Sea Wall in near Little Wonga St, Willoughby Bay 
[Sw:257017/036017, UBD:216K05, Grg:316E05, 
GPS:-33.8222476223,151.226234492]. Use Young St carpark. 


Grille into back yard of apartment blocks. U/s of 1st 


Cammeray 

NSW 

Australia 

Tidal, Dry-Waist 


Found: 

Rating: 
Update: 
several 


Waterfalls 


Created: 
Modified: 


Name: 
Description: 
Features: 
heads 


now 


Access: 
Park 


1992 Paul Hawker/Predator/Diode. 
2.0/5.0 
2016-12-19 12:40:43 


(Ratter) - Update Features: As of 


years ago, the famously mangled ladder is no more. 


must be ascended via milk crates or human chain technique. 


1995-12-31 13:00:00 
2004-08-20 14:00:00 


Hawthorne System 
Series of short drains along the Hawthorne canal. 
9' round semi-brick tunnels that get smaller as the canal 


S. Two old 12' arch drains that have been blocked off and 


support a high pressure pipe that passes over main canal. 
0,UX: NW end of Piggott St, Dulwich Hill, beside Hoskins 


canal 


[Sw:295R12, UBD:254J08, Grg:373D08, 
GPS:-33.8996537676,151.139104219, XED, XNL, XWPT]. Where 


splits to 3 x 4' pipes. 


#5: Various open sections can be used as 


#9,UE: Canal, 


exits, thus giving the canal a safer rating. 


Longport St [Sw:296B08/063B08, UBD:254L04, 


Grg:373F04/015A08, 


Locality: 
Region: 
Country: 


Street 


runoff 


feasibility 


circular 


reduce 1 


underneath 


GPS:-33.8924125751,151.144441056]. The stepirons are 


the old bridge. 

Lewisham 

NSW 

Australia 

*Hawthorne Canal Course: Hawthorne System == (Gorgie 


Hawthorne System == (Leichhardt Drain) == (Marion Twins) 


Cove. 

1997 Ogre. 

270/50 

2014-12-27 13:00:00 (Ratter) - brick tunnel d/s of FoD 
RCP sibling- 


"The existing 3.8m diameter culvert under the Longport 


overpass does not have sufficient capacity to cater for 


generated by the upstream catchment. Based on our 
assessment, providing an additional 2100mm diameter 
culvert under the Longport Street will be sufficient to 


in 100 year ARI flood levels to an acceptable level." 


https://majorprojects.affinitylive.com/public/60ff3b15393fea51£8d231d296d 
100ff/06 Stormwater%20Masters20Plan%20Rev-B.pdf 


(or 


line 


Created: 
Modified: 


- and potentially "construction of an additional culvert 


amplification of the existing culvert) under the railway 


near Mungo Scott building". 


1995-12-31 13:00:00 
2015-05-18 14:00:00 


Head Injuries 


Description: 
Features: 
Access: 
[Mel: 42 


Locality: 
Region: 
Country: 
Care: 
History: 
smashing 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
area. 
Features: 
Access: 

Club 


7ft rectangle. 
Cool arch section 
West side of train bridge on north side of Stony creek 


A-10] [GPS:-37.822345,144.886841] 
Yarraville 

VIC 

Australia 

Mind your head. 

Head Injuries took its name due to a coupl 


of explorers 


their heads on low sections. The “smashee’s” also liked 
Midnight Oil’s album of the same name. 

Kilparrin 

1988 

2 339/940 

1995-12-31 13:00:00 


2007-07-04 14:00:00 


Hell 
Long 4' RCP "Hardcore Mission" drain under Industrial 


Just being able to do it and survive :). 
0,UE: GBG E side of Victor Rd, just before Manly Leagues 


za] 


delivery driveway [Sw:239B09, UBD:177P09, Grg:258D09, 
GPS:-33.7599701538,151.277453446]. Head d/s. 


#8,UX: GBG in West 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

To-Do: 
Greendale Ck 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
Access: 


Locality: 


St or Manhole in footpath on S side of Winbourne Rd. 
Brookvale 

NSW 

Australia 

Fumes sometimes. 

Squeeze under Pittwater Rd. 
Complete drain past manhole, 


see if it links up with 


4'er. 
1997 Mr India. 
05/50 


1995-12-31 13:00:00 
2004-09-17 14:00:00 


Hello Mr Toad 
6ft rect that becomes an 8ft rcp. 


A few decent sized grilled inlets, a few toads. 


Outfall is on Martin Grove Rd, just south of Jeffcoat Dr. 
[Mapart: 101E5] 
Rexdale 


Region: OR 


Country: United States of America 
Water Level: Shin in upper reaches 
Found: 2006 Siologen 
Rating: 2.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2007-01-06 13:00:00 
Name: Helps Darkie 
Description: RCP 1.5m, flows out 
Access: Corner Helps Rd & Waterloo Rd. [UBD: 60D8]- catch 401 bus 
Locality: Burton 
Region: SA 
Country: Australia 
Rating: 1.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2003-12-31 13:00:00 
Name: Hendo's Retreat 
Description: 5ft high. 
Access: Lift plate - Cnr Albert & Williams 
Locality: Prospect 
Region: SA 
Country: Australia 
Rating: 233/920 
Created: 1995-12-31 13:00:00 
odified: 2003-12-31 13:00:00 
Name: Henry Lawson's Doom 
Alternate: East Hills Bong School 
Description: 5ft stormwater RCP, opens into vegetated causeway which 
flows 


into Georges River. 


MPL = 600M TEL is unknown 


Features: Gutter box junctions, Lots of graffiti first 100mtrs, GPT 
at open 

end, Little Henry Lawson 50m down from main access 
Access: Lucas Rd East hills, Near Blanc Ave, Bush path between 
houses. 


Exit through any of the gutter boxes or go back to start. 


http://maps.google.com.au/maps? 


hl=en&safe=offéclient=firefox-a&q=eastthillsé&ie=UTF8éstart=0é&l 


33.961288,150.992707&spn=0.000816,0.001742&t=h&z=20 


Park close to corner shop at Lehn Rd/Lucas Rd T- 
intersection and 

walk down to access. 

GPS: -33.961284,150.992647 
Locality: East Hills 
Region: NSW 
Country: Australia 
Care: In heavy rain this pumps out massive volumes! 
Vater Level: Dry - Chest 
History: Goretex rode a Bodyboard in the storm waters here in 1997 
and 

ended up with 6 stitches, Do not repeat perform! 

Also a regular hideout for students skipping 
school/Smoking weed 

from East Hills Boys and Girls schools. 
To-Do: Worm to the end 
Found: 1996 Goretex, Woezie, What 
Rating: 0.0/5.0 
Created: 2009-08-11 14:00:00 
Name: Her Majesty's Plumbing 
Alternate: Short=Her Maj Plumb. 
Description: Drain w/ varying features, starts with sandstone rect, 
changes to 

4-5' RCP (ouch), eventually opens up to 6' brick oviform 
then 5' 

RCP again before hitting a flooded (GPT?) section and 
smaller 

RCP. Heads N towards station, then NE?. TEL=300m. 
Access: 9,UE: creek where Elizabeth St becomes Burra Rd (behind 
station) 

[SW:257A11/035A11], [UBD:195L15], [GRG:285A15], 

[GPS:-33.8092921652,151.187353617]. 

0 Brick pipe at the other end which opens out next to 
Hampden 

Road. [GPS:-33.807666,151.183377] 

Update, Ratter: 

Proceeding past the under-rail exit pipe, through the 4' 
RCP, one 

reaches a short section of 3' canal with corrugated iron 
ceiling, 


behind 


followed by ~15m of 3! 


brick arch which opens into a creek 


the rail fence, cnr Brand St & Hampden Rd 
[GPS:-33.807208,151.183064]. 


Locality: Artarmon 

Region: NSW 

Country: Australia 

Vater Level: Shoe-Shin 

To-Do: Come better prepared to navigate through or clear deeper 
section. 

Found: 2002 Cron/Dribbles/Benski/KitPie. 

Rating: 20/540 

Update: 2014-03-02 13:00:00 (Ratter) - (28/02/2014)The formerly 
flooded 


section is now completely unblocked. Some of the debris 
has 

washed through into the 6' brick arch section [it's an 
arch! not 

an oviform!], creating an ankle-deep pool of water at the 

downstream end. 


Update: 2012-12-02 13:00:00 (Ratter) - Flooded section is dammed 
by rocks 
+ garbage washed up against a pipe. We spent 20 minutes 
un-damming it; there's a brick pipe at the other end which 


opens 
out next to Hampden Road [GPS:-33.807666,151.183377]. 
(Ratter & 
Aisha, 30/11/12) 
Created: 1995-12-31 13:00:00 
Modified: 2014-03-30 13:00:00 
Name: Hercules Pillars 
Alternate: Pred's Tomb. 
Description: Fantastic, astounding, mind bending! More features in one 
drain 
than any other! Nuclear powered! Faster than the speed of 
light! 
Well anyway, its one of the best drains in Sydney. 
MPL=404m. 
TEL=550m. 
Features: *Forms: 9' square, 14' rect, 9'h x 1'6"w side branch, twin 
6'6" 


rect, 5'h x 6'w side branch. 
*Waterfalls: Five waterfalls. 


*Rooms: 5, 1 per waterfall, the largest is huge, about 20'h. 


*Ladders: Waterfalls have rungs beside falls, the largest has a 
ladder up between twin falls. After the last waterfall, 


the 9' sq 


interesting 


stretching 


on 


them. 


Access: 
side 


form bends its way d/s with banked curves, doing 


things to your sense of balance!. 


*Pillars: Finally you arrive 


at what must have been designed by some reincarnated Nazi 
architect - the Pillars. 15 x 12' high monoliths each 


and pointing up to the heavens with alternate rows offset: 
u/s-2/3/2/3/2/3-d/s. Sydney Water have installed handrails 


some of the pillars for easy navigation. How thoughtful of 


Must send them a Xmas card. Some year. 
0: Wicks Rd, crawl under fence just N of M2 overpass on W 


[Sw:255N01, UBD:194F05, Grg:283A05, 
GPS:-33.7863364277,151.134898373]. 


#2,PEX: Small tunnel emerging 


#9,UE: 
Cove River 
or go 


Grg:283B04, 


Locality: 
Region: 
Country: 
Care: 
rain. See 


why! In 


Water Level: 


History: 
island to 


2003 


flow. 
To-Do: 


Notes: 
of 


Clan. 
Nearby: 
==<Lane Cov 


Pillars: 


Found: 
Rating: 


on the former Pittwater Rd. 
just u/s from the 
old stone Porters Ck Bridge on Riverside Driv 


in Lane 


Park. Make note of Park closing times as gate gets locked, 


overland thru council depot. [Sw:235P20, UBD:194G04, 


GPS:-33.783621191,151.137808285, XED, XNL]. 

Macquarie Park 

NSW 

Australia 

Absolutely positively don't go in here if it looks like 


the island beyond the pillars? See its height? That is 


spades and with sauce!! This is not a joke!!!. 

Always shoe, even in times of drought. Pillars: Ankle-Swim 
Used for drolf (drain golf). In 2002 dTrog moved the 

form a walkway from pillars to steps for a drolf event. In 


the walkway got washed away. This shows the power of the 


Try to hit a golf ball thru the Pillars in a single shot - 
Pinball (Pillball?, Pillban?). 
Given the Other name of Pred's Tomb 05/06/2004 in memory 


Predator, a founding and eternal member of Sydney Cave 


== Zeuss == Hercules Pillars 


*Porters Creek Cours 


River. 
1993 Diode. 
5.0/5.0 


Update: 2014-04-11 14:00:00 (Rabbit) - April 2014 - there is 
vehicle 


access to the canal (see sixviewer) and -lots- of workers 
there 

at the moment. Couldn't find anything on the interwebs 
about 

developments happening. 
Update: 2011-09-03 14:00:00 (Littlemike) - A trash screen is 
currently 

being installed in the canal at the main infall. It 
doesn't 

affect access to the tunnel, but it's best avoided while 
the 

workers are there during the day (including 5pm on a 
Saturday?!) 

Also, the inlet is now "Straight from the bowl" as the 
workers 

seem to be using it as a toilet (and I'm not talking about 
#1). 

Try not to step in the poo. 
Created: 1995-12-31 13:00:00 
Modified: 2014-07-22 14:00:00 
Name: Hereford Hell Hole 
Description: Short, small 5' round drain going under Town Houses. 
Access: 0,UE: Johnstons Creek Canal, near skate ramp 


[Sw:296N01/064N01, 

UBD: 235G13/011P09, Grg:344G13/011D09, 
GPS:-33.8755853377,151.176319286]. 

#9,UX: Nth side of Hereford 

Estate, Hereford St. Grille in street parking bays. 
Locality: Glebe 


Region: NSW 
Country: Australia 
Water Level: Knee 
Nearby: *Johnson's Ck Course: (Trafalgarian) == Loaf == (Mr 
India's 
Vestibule) == (Orphan School Creek) == (Hereford Hell 
Hole) 
==<Rozelle Bay. 
Found: 1997 Ogre. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 


odified: 2004-09-27 14:00:00 


Name: 


Description: 


1790's. 
Features: 
Access: 
Braid Rd 


right 


Locality: 
Region: 
Country: 


Water Level: 


debris 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


waterfalls. 
Access: 


Grg:252A14, 


#2,AX: GBG on 


skylight 


#4,PE: 


#9,UE: 


Locality: 
Region: 
Country: 


Water Level: 


Portion 


Hermitage Braid 
Extremely old 7ft stone arched tunnel. Built roughly 


Very old stonework. Lots of water, big rocks. 
Head east into the Hermatage of Braid Nature Trail from 


until you reach th 


large house. The tunnel starts to the 


of the house. [Collins:31M13] 

Morningside 

Scotland 

United Kingdom 

Shin to Knee deep. Very cold. Made more diffucult by 


strewn floor 
1999-Siologen 
2.5/5.0 

1995-12-31 13:00:00 
2005-08-09 14:00:00 


Hero Of Waterloo Park 
4.5' dia RCP, set at different levels making small 


MPL=476m. TEL=476m. 
0,UX: Skylight grille in stormwater catchment area S side 
Waterloo Rd at Waterloo Park. [Sw:235C14, UBD:173L14, 


GPS:-33.7701101528,151.107382158, XED, XNL, XWPT]. 


S side Waterloo Rd at Waterloo Park. Avoids the wet 


section. 


Numerous possible entrances between. Some have 


no stepirons. 

of Waterloo Park between Talavera & 

Taranto Rds [Sw:235D13, UBD:173M13, Grg:252B13, 
GPS:-33.7666111839,151.110298772]. 

Macquarie Park 

NSW 

Australia 

Slimy-Shoe 


Found: 
Rating: 
Update: 
University 


upstream 


a 


2004 dTrog. 
3075.0 
2016-02-13 04:35:46 (Aydun) - Update Access: Macquarie 


Village is now surrounded by an impressiv 


fence, making 


entry improbable. Best entry (besides outfall) is probably 


hinged park grille, here: [GPS:-33.768917, 151.108212] 


Created: 
Modified: 


Name: 
Description: 
Features: 
Access: 

Rd, 


Locality: 
Region: 
Country: 
Care: 
outlet 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Don't let 


a2 DEE 
pool and 
become 
4.5ft 


Features: 
has a 


Access: 
around fence 


Locality: 
Region: 
Country: 
Care: 

itchy. 

Eek!: 

Water Level: 
Cond: 

To-Do: 


1995-12-31 13:00:00 
2004-10-10 14:00:00 


Hexudus Drain 

8' redbrick tunnel. 

Lots of slides and grille rooms. Area: East 

Follow south side of Gardiners Creek upstream from Toorak 


then cross creek using stepping stones. 
TC 

VIC 

Australia 

Be careful not to slip on slides. Getting across creek to 


[Mel:59F5] 


isnt easy. 

1987 Cave Clan 
35780 

1995-12-31 13:00:00 
2007-07-04 14:00:00 


Hidden Itch 
Fl@sh Flood's Little Brother 
5-5.5ft drain in suburbia, underneath Coolock Crescent. 


the outfall fool you - it is packed up with mud and makes 


outfall look like 3.5ft, but quickly becomes a shin-deep 


turning sharply to the north thereafter. Drain seems to 


0.0-0.5ft smaller at every junction. Unexplored after 


section. U2. 
Several small junctions and shape changes. 


Each junction 


grill and accompanying step-irons. 
Park in or off Therese Circuit, Bella Vista and walk 


into drain outfall. 
Bella Vista 

NSW 

Australia 

Plants growing around drain outfall will make you very 


[GPS:-33.741258,150.979211]. 


Drain spiders. 

Dry - Shin 

Structurally intact. 

See what is beyond the 4.5ft sections. 


Found: 
Rating: 
Created: 


Name: 


Description: 


pipes 


Access: 
Third 


Locality: 
Region: 
Country: 


Water Level: 


2011 Red 
Or gore) 
2011-10-19 13:00:00 


Hideout 
5" RCP that leads to a large square room with smaller 


feeding off. 
Enter under Baxter Dr, off Oakes Rd (between Oakes and 


Settlement Reserves) [Sw:252B01, UBD:190G05, Grg:277B05]. 
Old Toongabbie 

NSW 

Australia 

Slimy-Ankle 


Found: 

Rating: 
Update: 
a 


this 


Toongabbie 


Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 
large 


Locality: 
Region: 
Country: 
Care: 
Rating: 
Created: 
odified: 


2003 Onyx/Millsy/Dempsey. 
0.5/5.0 
2012-06-29 14:00:00 (Red) - Twin 6ft RCP drain, leading to 


large square room, 20ftx1l4ftxl0ft. Two 6ft RCP drains feed 


room. MPL=40m. TEL=80m. Enter downstream here, at 
[GPS:-33.783115,150.972798]. Exit here, upstream at 
[GPS:-33.783261,150.972508]. Suburb is Old Toongabbie, not 
Winston Hills, because it is on the southern-side of 


Creek. 


1995-12-31 13:00:00 
2012-07-04 14:00:00 


Hindmarsh 

2 x RCP (on top of each other) 5ft high. 

Vaterfall. 

U/S from Hindmarsh Cemetary. North bank of Torrens - go in 


tunnel. [117J5] 

Hindmarsh 

SA 

Australia 

Sludge, difficult entrance, dead boring. 
0.0/5.0 

1995-12-31 13:00:00 

2002-07-31 14:00:00 


Name: 


Description: 


Council!) 
popping out 
Features: 


gangways, 


Access: 
Campbell St) 


X29), 


Molle 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
History: 
To-Do: 
Notes: 

up/ 


Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Access: 
Locality: 
Region: 
Country: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
RH 


Hobart Darkie 
Fully electrically illuminated drain (thank you Hobart 


that takes its course under the hospital, under shops 


into canals then back into drains. 
Spectacular variety of shape changes, red brick arch, RCP, 
rectangular, oviform. Features, features, features 


doors to hidden secret CC lairs, old cool step irons, roof 
formations, graff and loads more. 
1 Jump into canal next to hospital (Collins St and 


- D/S is Domain Darkie, U/S is Hobart Darkie [Map 25, 


[GPS:-42.88074,147.330252]. #2 Enter canal just south of 


St, near Macquarie St. [Map 17, L22], 
[GPS:-42.888256,147.321997]. 

Hobart 

TAS 

Australia 

Needle bins in drain = bad area perhaps? 

Dry 

Tours are run through this drain now. 

Scooter it. 

Climb ladder access where hobart opens out finally and tag 


sticker there. 

Melb Clan 1992 
0.0/5.0 

1995-12-31 13:00:00 
2007-12-08 13:00:00 


Hobbits Hole. 

RCP. 5ft. 

Cnr Wattle St and Esplanade. [152 
Hove 

SA 

Australia 

0.0/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Cl 
bh 
i 


Holey Foot 
Salt Creek Duplication 
TEL: 2km. Two Rcps varying in height between 6.5-7ft. The 


been 

seems to 
interesting 
small 

drain 
Features: 
Access: 
Locality: 
Region: 


Country: 


History: 
Hospital 


drain's 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 


low 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


outfall. 


Vater Level: 


tunnel is the original drain, with aspects of it that have 


replaced with modern prefab RCP sections. The LH tunnel 


follow a different path underground, incorporating an 
array of turns and bends. About half way up, there is a 


chamber and a grill in a risen section in the base of the 


acting as an overflow. 

Open aired grille room at the end. 

Follow canal upstream from Brown St. [Mel1:32B2] 
Heidleburg 

VIC 

Australia 

Dry 

Holey Foot was first after visiting Rusco in the Austin 


after he blew a hole in his foot with a pipe-cannon. This 


second tunnel was added in the 1990's. 
1989 Cougar/Dougo/Sloth/Woody 

2.5/5.0 

1995-12-31 13:00:00 

2007-07-04 14:00:00 


Holly's Folly 

RCP Drain. 

RCP pipe features and bats. 

5,UE: Corner of Holly Ave and Newbridge Road [Sw:311K06, 
UBD:269P06, Grg:396D06]. Small broken concrete slab over 


(waist high) welded mesh fence NW cnr of intersection. 
Moorebank 

NSW 

Australia 

Exposed entrance, exit is ok. 

2001 Stray. 

2.0/5.0 

1995-12-31 13:00:00 

2004-01-25 13:00:00 


Home Plate 
Sliderrr 
4ft rcp under North Narrabeen Reserve with lake/ocean 


3 small entry junction boxes with older Durham grills. 


Features: 


Access: 
Plate in 


between 
field. 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
Baseball 


Vater Level: 


2 @ 6ftx4ft 
1 @ 8ftx4ft 
1 GBG road entry/exit 
No step irons, use smaller reps (l1ft-2ft) inside boxes for 
leverage. 

MPL 725mtrs 

Eroded floor. 

Light from boxes every 150mtrs or so. 


ct ct 


Old coins, pistons, "Slaters". 
Float out potential. 
Enter upstream via grills behind Basbeball fields Home 


North Narrabeen Reserve (off Sydney Rd/Narrabeen Pde). 
1 Home Plate Grill GPS:-33.69559,151.307541 

2 Another grill -33.697,151.306991 
3 Another grill -33.698625,151.306739 

4 Walsh St GBG -33.699947,151.306635 

5 Outfall GPS:-33.701945,151.306052 

Park near 28 Sydney Rd North Narrabeen. See pathway 


26-28. Take path to park, head right (north) to Baseball 


[GPS:-33.695592,151.307544] 

North Narrabeen 

NSW 

Australia 

Outfall is tidal. Last 100mts flooded to shin/knee. 
Park in use all year round Baseball>Football>AFL. No 


Cond: 
History: 


To-Do: 
peep 


Found: 
Rating: 
Created: 


Name: 


Description: 


lines at 


Features: 
through 


Access: 


Sundays. 

Slimey - Knee (Tidal) 

Doesn't look like anyone's been in. 

Very close to Fl@sh's home, but previously snobbed due to 


4ft'ness and amount of people/spectators in park. Corro 
concrete/iron roof in boxes. 
Clean out rubble for DEV goodness. Watch AFL matches from 


slots in boxes. 
Float out è) 

Fl@sh 2010 

2.0/5.0 

2010-06-26 14:00:00 


Homebush Rail 
Large, perhaps 10ft brick drain underneath the railway 


Homebush upstream of The Fence. TEL=50m. 
Brick. Moderately sized steel pressurised pipe running 


drain. 
Park in The Crescent, Homebush and jump railing here, at 


to "The 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
your 


Water Level: 


Found: 
Rating: 
Update: 


Created: 
Modified: 


Name: 


Features: 
Access: 
Region: 
Country: 


Nearby: 
Rating: 
Created: 
odified: 


here, at [GPS:-33.86472,151.074759]. Continue downstream 
Fence." 

Homebush 

NSW 

Australia 

Slippery. 

Active warehouse sites north of drain with visibility of 
existence. 

Dry - Shoe 

2012 Raptor / Red 

1.0/5.0 

2012-06-17 14:00:00 (Red) - Rating: 1-Garbage 
2012-05-12 14:00:00 

2012-07-04 14:00:00 

Hoppers Crossing 

JEt Rep. 

Large grille room. 

In parklands east of Nicklaus St. [Mel:203A11] 
VIC 

Australia 

Use rocks at outlet to avoid wet feet 

Piggery, Porridge. 

Teo osp 


Name: 


Description: 


rects, 


Access: 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Description: 


Vater Level: 


[GPS:-33.865137,151.074814] to enter drain. 


Downstream 


1995-12-31 13:00:00 
2007-07-04 14:00:00 


Humming 


8' rect 200m, 5' rect 200m, splits to smaller 


one still 5'. Named for hum from substation. T 
9,UE: Behind substation cnr Gungah 
[Sw:334H04, UBD:292008, Grg:430K08, 
GPS:-33.9713184215,151.072281313]. 
Oatley 

NSW 

Australia 

1995 Diode/Mullet. 

0:..5/59 4.0 

1995-12-31 13:00:00 

2004-09-20 14:00:00 


unexplored 


EL=500m. 
Bay Rd, Roberts Av 


Name: 
Alternate: 


Description: 


was 
That 
redbrick 
RCP 
Archer & 


Features: 
Sometimes 


high on 


Access: 


through 18" 


[Sw:257A04/081bA04, 


hunch back 


turn L at 


that 


#2. 


makes 


and go 


the 


centre. 


swing 


Hunch, The 


Scott's Creek. 


I had a hunch that 


ther 


painfully small, 
said the first 50m is <5' 
sides then a 5.5' 
The hunch paid off. 


Victoria Sts. 


‘d 


Ends 


MPL=661m. 


t although the d/s exit into the canal 


be something more imp 


concrete roof and fl 


in a concreted shut Gl 


TEL=l1km. 


Talk with Chatswood shoppers from gutter box. 


ressive u/s. 


oor with 


section takes you to a long winding 6.5' 


BG cnr of 


Upskirts? 


there's a weird buzzing sound coming from a 6" side pipe 


the L wall not far up the RCP. 
9,UE: Enter canal Nicholson & Macquarie Sts. Head u/s. 
[Sw:256R05/081aR05, UBD:195K09/023K08, Grg:284K09, 


RCP will 


UBD:195 


GPS:-33.7958395864,151.185585363]. 


108/023L05, X 


take you to nea 


r start of the RCP 


XNL, XWPT]. 


*AX: If 


you came in 


ED, 
9,U 


going out the same way, 


the junction 


will lead to 


UPDATE 2009 Fenix: 


Ginge and I have discovered a new 


the whole 


"hunch! 
Go down Victoria Ave, 


down the 


not a 


left hand side 


road to a 


small 


You'll notice 
about 


entrance 


E and don't want 


then come back out the 


hunch at all. 
turn left into 


2: Marked swing-grille halfway along Havilah St then 


to develop a 


RCP and 


to find an 18" RCP set kinda up in the wall 


the gutter box and grille mentioned in access 


ntrance which 


Havilah St 


till you see a path going up from 


to Chatswood Chase shopping 


15 foot up from the road a light metal 


pipe 


the 6' 


is no 


heavy 


metal 


Locality: 
Region: 
Country: 
Eek!: 

the 


Police 


Water Level: 


History: 
Found: 
Rating: 
Update: 

for 
151.187083] 


Update: 


at all 


Update: 
at rail 


100m, 


to::5:" 


entrance as 


Created: 
Modified: 


grille in the 
path leading to the shops. 
Drop into this box and crawl a few feet thu a 2' 


which will 
pretty much take you to close to the start of 


section - 
just go down to the junction and turn right. 
The 'marked swing grille' mentioned in access #2 


longer 
"marked' and has been closed off with large 


sheets of 


rubber attached to the gutter and grille with 


braketing. 

Chatswood 

NSW 

Australia 

Near gutter box is a manhole, a light manhole. It is in 


middle of Archer St, opp 24h cafe and 100m from Chatswood 


Stn. Do not exit as you will make a mess. 

Shoe 

Melb tags found at d/s entrance dated circa 1991. 

2003 FeNix. 

30/75 4.0 

2016-07-20 11:39:54 (Ratter) - Update Access: Coordinates 


grille behind Chatswood Chase: [GPS:-33.793857, 


2010-12-11 13:00:00 (Fl@sh) - -33.790748,151.190932 
Canal entry Macqaurie St. 
New grille Fenix listed is heavy from beneath, if movable 


now. 
Todo: check this topside. 


2010-01-31 13:00:00 (Rascal) - Accessible u/s via grilles 


underpass on Albert St. Crawl through 3.5' winding rcp for 


4" concrete culvert for another 100-200m then get's bigger 


covered canal before 6' RCP section. Don't use this 
an exit! Albert St can be a busy road 


1995-12-31 13:00:00 
2010-12-15 13:00:00 


Name: Hunter 


Description: Rectangle. 1.4m high, gets taller at end 
Features: Changes to RCP, weaves left right and centre (lots of 
corners), 
passes under Bridge Road 
Access: Under Main rd. [131B8] 
Locality: Fullarton 
Region: SA 
Country: Australia 
History: Bridge Road used to be one of very few crossings over 
Brownhill 
Creek many a year ago - the bridge is now unfortunately 
gone - 
stupid council taking our freakin features!!! We all 
know 
who'll be up against the wall first when The Revolution 
comes!!! 
Nearby: Upstream to St Paul's Retreat, downstream to Medial Limbo. 
Found: 2001 Elfen 
Rating: 2.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2003-12-31 13:00:00 
Name: Hydra 
Description: 10' flooded rcp, grille room, plastic section 
Access: 1:River outlet near Moorlands park. RCP to right of 
Discslipper 
[159 C16] #2:Locked grille room in moorlands park Toowong 
[159 
C15] #3:Manhole - moorlands park, between road and grille 
room 
[159-15] 
Locality: Auchenflower 
Region: QLD 
Country: Australia 
Water Level: Boat needed, as almost all of drain is tidally influenced, 
even 
at low tide 
Found: 2003 Dsankt 
Rating: 30/530 
Created: 1995-12-31 13:00:00 
Modified: 2005-08-09 14:00:00 


Description: 


Access: 


a 


Local 


Tingal 


ity: 


Region: 
Country: 
Vater Level: 


TO=DO: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Unsure if previously known 
Nice shape to outfall, 
with graffiti but doesn't extend far into the system 


Bit of a shrinker 
Occasional sound of trains 


MPL= approx 500m 
Drop into outfall across the road from the car dealers on 


Rd (-27.441284,153.168664) 
Wynnum 

QLD 
Australia 
Dry 

See if you 
Unknown if 


can get to the rail line 
previously found, listed by NoPro 2016 


2.5/5.0 

2016-07-29 06:15:19 

2016-08-11 01:16:36 

Ingleburf 

RCP drain, 7', 6' & 5' sections. Most unusual feature is 


Description: 
that it 


separat 


features. 


Features: 
Access: 


to 93 


fence 


#9,AX: 


#0,AX: 


Locality: 
Region: 
Country: 
Notes: 


Bow 


creek 


lower 


Second, 


birfurcates going downstream, and has two entirely 


exits. Only a few hundred meters, but packs lots of 


Absolutely graf-free. 


Multiple skylight grilles, rooms, dry sections. 
9,UE: Creek exit to Nth (Rgt) of factory entrance at 93 
Williamson Rd [Sw:329K13, UBD:307M01, Grg:453BO01, 


GPS:-33.987858147,150.860990594]. Park on green strip next 


sign, and walk between factory entrance hedge and wire 


looking for wire bound rock blocks. 
different 


creek exit [Sw:329K14, UBD:307M02, Grg:453B02, 
GPS:-33.9901337944,150.861712885, XED, XNL,XWPT]. 
[Sw:329H12, UBD:287K16, Grg:422K16, 
GPS:-33.9864318969,150.857270395, XED, XNL,XWPT]. 
Ingleburn 

NSW 

Australia 


There's potential for more new drains, emptying into the 


Underrated due to different 


Bowing Canal' - which is hug 


exit. 


Found: 
Rating: 
Created: 
Modified: 


2004 
3.0/ 


Diode. 
5.0 


1995-12-31 13:00:00 
2006-01-04 13:00:00 


Name: 
Description: 
Works. 
Features: 
thru The 


gully. 
Access: 
is d/s 


Lathbury 
brook d/s 


Locality: 
Region: 
Country: 
Care: 
torrent of 


Eek!: 

Vater Level: 
Cond: 

To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Inho 


The main trunk line for Moston 


Nast 


Works gets progressivly deeper 
explored. Outlet is a 7' 


Accessable from the chamber in 


of t 


Rd, 


to 6ft arched tunnel. 


Coll 
Nort 
Unit 
Bad] 


wate 
Seal 
Groi 
Old 


Get waders an 


2004 
2.5/ 


spitable 


rubble 


Y, Sewag 


he outlet of Processor in overgrown wasteland, 


in between Silchester and Chevington Drives. 


yhurst. 
h West 
ed Kingdom 

y sewage pol 


r from a 3m 
this 
n deep in p 
and rotten. 


Siologen 
54.0 


infested, 


tunnel 
laces, 


da ladder, 


rbp 3 


101 


[AA: 


England 


high drop. Lives 
off with huge s] 
mostly ank] 


explore 


1995-12-31 13:00:00 
2005-06-09 14:00:00 


Brook, 
filled 8' 


and smellier... 
metres up a wall in a deep 


The Works. 


E4, 


Lluted, full of potholes. 


off which runs The 
dia rcp, passes 


Not fully 


Otherwise, inlet 
SW of 
Follow 
A-Z: 83F5] 

Outlet is a 
up to its name. 


luice gate in The Works. 
le to shin 


from d/s end. 


Name: 
Alternate: 
Description: 
creek 


Features: 
massive 


filled 
newer 


slides along 


Invi 


5 ' 


Be 


square grates/skylights. 


wi 


maps 


sible Creek 


under what is now Mauric 
tween Gilham St and 


th some very old graf. 


(hence th 


Blakjaks Delight. 
RCP shrinking to 4' 


RCP following the 


course of an old 


Reserve. TEL=900m. 


Hughes 
Ensign P] 


name) 


ther 


Toward the West 


opposite Lygon Pl. 


are a series of 


nd thes 


rm ar 


Comes out in a creek not shown on 


A few small 


the way. 
Access: 3,UE: Gutter grille at intersection of Gilham St and 
Carramarr 


Rd [Sw:212M16, UBD:151B12, Grg:218B12]. 
#5,AE: Gutter grille at 

far end of park 

#9,EX: Outfall opposite Lygon Ave [Sw:212J15, 


UBD:150P11, Grg:217J11]. 
Locality: Castle Hill 
Region: NSW 
Country: Australia 
Care: Outfall is in the Invisible Creek backed by many peoples 
yards. 
They might not like people with torches snopping around 
back 
there. 
Water Level: Dry-Slimey 
Found: 2006 Seeker. 
Rating: 0:5750 
Created: 1T995=12=31 “13400700 
Modified: 2006-08-20 14:00:00 
Name: TO- Test 
Alternate: Vollongong Uni Drain 
Description: Massive sloped grill entrance, 8m wide, 5m high. 
Inside, Two 6ft RCP's running parallel eastward. 
Further in: Junction room / GPT, followed by more RCP. 
Access: Northfields Ave, Keiraville. 50m east of bus shelter down 
in 
creek area out the front of the uni. 
Either squeeze, or lift grill. Heavy! May be locked. 
Locality: Keiraville 
Region: NSW 
Country: Australia 
Care: Uni is active until 10pm at night. 
Security do roving patrols of the area 
Very close to buildings 
monitored cams on bus shelters. 
Water Level: Dry - Shoe 
To-Do: Explore Further 
Found: 2007 Anakaine / Neptune 
Rating: 3.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2008-01-04 13:00:00 
Name: Isaacs Falls 
Description: Drain system running through the southern suburb of 


Isaacs. 


sections 


Features: 


Numerous side 


with 
Large 


Access: 
circuit. 


Singular 


Inlet 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
cracked, 


Water Level: 


Cond: 
at 


To-Do: 
Notes: 
are 


Found: 
Rating: 
Created: 


Name: 


Description: 


under the 


1890's. 
Features: 
Access: 
corner 


you 


System changes between 6 and 5ft. Side pipes to other 


are 3-4 ft. MPL=1.4km 
A series of small water falls. Small grilled rooms. 


pipes that lead to little rooms. Follows cycle path with 


many easy to lift rectangular concrete MHs along the way. 


grilled inlet upstream. 
1. Park on, or near, the corner of Dorsch and Hansen 


Make way down to underpass. Follow cycle path north. 2. 


6ft outlet to the left of small pedestrian bridge. 3. 


(grilled may not be accessible) - Needs exact location 
confirmation also. 

Park [GPS:-35.371013,149.110562] 

Drain [GPS:-35.368775,149.110443] 

Inlet approx [GPS:-35.38064,149.118214] 

Isaacs 

ACT 
Australia 

Houses overlooking outlet. 


Careful lifting rectangular MHs as some ar 


severely 


possibility of shit breaking in your face. 
Dry - Slimey 
Basically untouched except for usual youthful export graff 


the outlet 
Confirm inlet location. 
Probably not worth doing unless you're in the area. Ther 


better drains in the Southern Suburbs. 
2013 Delo 

2:0/5.20 

2014-02-26 13:00:00 


Ivans Hideout 
Strange extremely difficult to find little brick drain 


now defunct Mittagong-Picton railway line. Built in the 


No water, no chance of it! 
Follow dirt road ([GPS:-34.365154,150.480176]) east from 


of Sackville and Colo Hilltop Roads, Hill Top, NSW. Once 


a 


valley on 


(weird it 
old 


this 


Locality: 
Region: 
Country: 
Care: 


History: 
part 


across 


south 


m 


To-Do: 
Found: 
Rating: 
Created: 


Name: 


Alternate: 
Description: 


culvert 


Vater Level: 


arrive at the old railway line head north until you are on 


raised section of railway. Head to the bottom of the 


the western side. 

The main creek simply passes "through" the embankment 
hasn't been washed away?!) - the drain is up high where an 
stone viaduct (now defunct) once diverted flow through 
culvert. 


[GPS:-34.364486,150.485570] 
Hill Top 

NSW 
Australia 

Everything is wet, fallen trees everywhere, leeches. 

Dry - Slimey 

The Picton - Mittagong line was opened in February 1867 as 


of the Main South line. [1] [2] 


The line runs north from Picton, over the Picton Viaduct, 


the Great South Road before heading west. It then heads 


through a 180 metre tunnel in the Redbank Range. 
Stations were constructed at Thirlmere (1885), Couridjah 


Buxton (1893), Balmoral (1878), Hill Top (1878), Colo Vale 


and Braemar (1867). There were a number of smaller stops, 


and passing loops along the line, as well. North of Hill 


cutting through Big Hill was for many years the deepest in 
Australia. 

Explore where the main flow exits the other side. 

Trioxide 

0.0/5.0 

2015-04-22 14:00:00 


Jamison Dark 
York Street Drainage 
A 5.5ft RCP drain starting off as a side-pipe in a 7ft 


section of the Jamison Creek canal in Penrith. 


This drain then takes a a corner then runs 


straight 
along beneath the footpath on York Rd. Looks like it may 
get 
bigger upstream too. Unexplored to the end. 
Features: 5.5ft RCP, a corner, few small grills and side pipes anda 
grill 
room. Seems to get bigger upstream but it's also around 
ankle-shin deep by this stage too. 
Access: Walk into the Jamison Creek canal/York Rd crossing and 
take the 
left tunnel, enter the 5.5ft side-pipe here: 
[GPS:-33.761559,150.689335]. Plenty of parking nearby at 
Jamison 


Park carparks. 


Liftable grill 
into a shin deep 6ft section on York Rd here: 
[GPS:-33.767298,150.688263] (No step irons down though). 


Locality: Penrith 
Region: NSW 
Country: Australia 
Care: Lads on scooters 
Eek!: Lads on scooters 
Water Level: Slimey - Knee 
Cond: Average 
To-Do: Explore the upstream part of this drain. 
Notes: Rating it garbage for now, but if access can be secured 
further 
upstream, or any decent features found then it may deserve 


better. I remember reading something about storm water 
detention/harvesting or something around Jamison Park too 


once. 
We had just done 3 other drains and 
a topside so were pretty exhausted by this stage and water 
level 
was rising too so we turned back after a hundred metres or 
so and 
just followed it topside to the grill. 
Found: 2015 DC, Cactua and Timdole 
Rating: EII KTAS 
Created: 2015-10-17 13:00:00 
Modified: 2017-02-16 16:24:10 
Name: Jehadovah Blackbutt 
Description: 4.5'd RCP running outside the Jehovah interrogation 
centre. 


MPL=250m. TEL=250m. 


Access: 
Wg:053P07, 


small 
next 
road 


Locality: 
Region: 
Country: 
Eek!: 
TO-DO 
sealed GPT 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


the 
Caves. 


Features: 
through 


upstream 


branch goes 


shaped 


a 4.5' 


Access: 


0,UE: Wattle Rd 180m W of Parklands Dr [Sw:NDR, UBD- 


Grg:NDR, [GPS:-34.5785350981,150.852344446]]. Look for 


canal between Jehovahs & whoever has bought the building 


door (was dental training school). Exits in reserve across 


from Jehovah interrogation centre. 

Blackbutt 

NSW 

Australia 

Jehovahs. 

Find the other drain nearby. The one that starts ata 


grille in park cnr Baragoot Rd & Berringer Wy. 
2005 dTrog. 

0.5/5.0 

1995-12-31 13:00:00 

2006-04-11 14:00:00 


Jenolan Drain 
Fairy Bread 
Drain of varying construction. MPL >250m. It passes under 


drive-through cave, buildings and car park at Jenolan 


Height varies from around 4' to 7 or 8'. 
4.5' concrete rectangle sections pass under the drive- 


cave. 
6' concrete section passes under the main plaza. Full of 
electrical wiring and pipes, and circuit breaker cabinets. 
Grilled over section with split. Left hand branch goes 


under the resort (around 4' high), and the right hand 


under the sidewalk (around 5.5' high). 
Continuing upstream there is a 7' tall concrete mummy- 


section. 
Further upstream is a bridge, and past there is a stepped 
waterfall, from where the drain continues upstream through 


concrete rectangle section. 

Jenolan Caves Rd, next to the drive-through cave. 
Outfall is next to the eastern cave-entry 
[GPS:-33.819209,150.023817]. 

Another entry into canal next to the western cave-entry 
[GPS:-33.819464,150.022387] 


33.820214,150.021663) 


Next to the driveway of the resort [GPS:- 


Past the reception entry [GPS:-33.820633,150.020633] 
Over the wall at the western car park [GPS:- 


33.821133,150.020139]) 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
slippery. 


History: 
To-Do: 
the 


the 


Found: 
Rating: 
Created: 


Name: 


Access: 
UBD:291G05, 


Locality: 
Region: 
Country: 
Notes: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
Access: 


Locality: 
Region: 
Country: 
Nearby: 


Vater Level: 


Description: 


Jenolan 

NSW 

Australia 

Lots of tourists around. 

Steps at the waterfall are covered in slime. Very 


Shoe - Ankle 
Find history. 
Continue exploring the left hand branch, and upstream past 


waterfall. 
Investigate the downstream section which passes under th 
drive-through cave. Possibly may be drainage for one of 


caves. 

Pandaman, 2013 Maggot, Scarecrow. 
3.0/5.0 

2013-10-16 13:00:00 


Jigging 
Mainly uninteresting group of tubes. 
5,UE: Behind High School, Shari Ave [Sw:333A01, 


Grg:428G05]. 

Picnic Point 

NSW 

Australia 

School now surrounded by high metal fence. Location access 
description needs changing. 

1995 Diode. 

0.5/5.0 

1995-12=31, 1300800 

2002-06-30 14:00:00 


Jorgee's Tomb 

3ft high rectangular outlet, gets bigger after 15m. 

The first change, becomes rcp. 

Near Pickersgill Ave on the southwest bank of Kororiot Ck. 
[Mel:40F4] [GPS:-37.801426,144.822166] 

Sunshine West 

VIC 

Australia 

Wormhole, 50th. 


Found: 


Rating: 2.9/9.0 

Created: 1995-12-31 13:00:00 

Modified: 2007-07-04 14:00:00 

Name: Jupiter Falls 

Alternate: Jupiter Falls System 

Description: A nice collection of RCPs full of slides and other hidden 


surprises. 
lst section MPL 50m, TEL 50m. 
2nd section MPL 200m, TEL 200m. 
3rd section MPL unknown, TEL unknown x2. 
Features: Ankle deep 4.5' brick under-rail arch, RCPs ranging 
between 3' to 


5', unique swing ladder in grille shaft (2nd section), 2 
slides 

(2nd section), very steep 4m tall slide (3rd section), 
4.5m tall 

waterfall shaft (3rd section), diversion chamber, 2' high 

rectangle, grille rooms. 
Access: 300m south of Buller St, Jannali, next to rail line. 


There's a 


small parking area by the roadside here. 
[GPS:-34.022075,151.064294] 
Alternatively, if driving, park near the end of Wattle Rd, 


before 

the bridge. [GPS:-34.022976,151.066343] 

Starting from Toronto Pde, climb down by the side of the 
road. 

The RCP is the 2nd section. For the 1st section (brick 
arch) go 

north from here about 30m. [GPS:-34.021651,151.064415] 

Following the 2nd section D/S, you will emerge under the 
bridge 

at the northern end of Wattle Rd. Follow the water around 
to the 

right (listen for it) and you will see 2 more RCPs. These 
are the 

double-barreled 3rd section. Take the left, and brace 
yourself 

against the top of the RCP to climb up the slide. 
Locality: Jannali 
Region: NSW 
Country: Australia 
Care: Very slippery, be cautious near the slides and waterfall. 
Eek!: A fall from the waterfall could really injure you. There 
are no 


step irons either. 

If you decide to climb up the rocks to get back to the 
road from 

the bridge, avoid the bees. 


Water Level: 


Cond: 
To-Do: 
easier; 


RCP 


rail 


Notes: 
the 


at, 
the 
Found: 


Rating: 
Created: 


Name: 


Description: 


junction 


Features: 
Access: 
Locality: 
Region: 
Country: 


Water Level: 


Dry - Ankle 
Some Urbx Crew graff 
Take a drain-board to make exploring U/S the 3rd section 


2' high rectangle section, which changes back to bearable 


again after 20m or so. 
Explore U/S of the 1st section which goes west under the 


line. 

Photograph. 

Open the manhole covers under the bridge, probably sewers, 
though. 
Explorer didn't have torch at the time, and ventured up to 


edge of the top of one of the slides befor 


realising what 


was. Returned 15 minutes later after buying a torch from 


supermarket. 


08-09-09- Scarecrow. 
3.0/5.0 
2009-09-07 14:00:00 


Jurassic Park 
Twin 5.5ft RCP with two chambers that join them up. End 


room has twin 4fts. MPL=300m. TEL=600m. 

Bats, eels, spiders and frogs. 

Via outfall on Pecks Road. [GPS:-33.580911,150.710862] 
North Richmond 

NSW 

Australia 

Slimey - Ankle 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
short 


Access: 
side of 


Raptor 2012 
2.0/5.0 
2013-03-30 13:00:00 


Kanish's Tomb 
8ft Rep. 
Staircases, a very nice grille room at the upstream end. A 


drain full of features. 
1: Between Newhaven St and Victoria Drive on the north 


Robinvale Ave. [Mel:8D6] [GPS:-37.673898,144.990528] 
2: North end of Mossman Cres on golf Course. [Mel:8 D-4] 


Locality: 
Region: 
Country: 
TO=DO: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
found 


Features: 
Access: 
Rd 


Locality: 
Region: 
Country: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


runs 


Features: 
canal, 


Access: 
the 


35.353684,149.237696] 


Collett st 


Locality: 


Description: 


[GPS:-37.667242,144.991783] 
Thomastown 

VIC 

Australia 

Confirm GPS coordinates 


3.5/5.0 
1995-12-31 13:00:00 
2007-07-04 14:00:00 


Karmein's Tomb 
Was called Thomastown darkie until human remains were 


buried outside. Renamed in tribute to the murder victim. 
7ft Rep. 

The entrance. 

Follow Edgars Ck upstream for 10 mins from the Mahoney's 


bridge. [Mel: 8G11] [GPS:-37.693707,145.001570] 
Thomastown 

VIC 

Australia 

Get GPS coords of exact entry point. 


0.0/5.0 
1995-12-31 13:00:00 
2007-07-04 14:00:00 


Kate's Tomb 
400m long covered canal drain emptying into the river that 


through Quenbeyan. 
6' dia corro iron outlet, few steps up to a 7' covered 


small bat colony. 
On the western side of the Quenbeyan River, just north or 


Monaro/ Bungendore St bridge. 
[Greg: 75E3] [GPS:-35.352237,149.236499] 


Entry/outlet visible from bridge [GPS:- 


(Queanbeyan Drakie) 
Closest place to park is one of the parking bays on 


closest to where it intersects with Rutledge street. 
Quenbeyan 


Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
drain, 


grillroom to 


Features: 
Side pipe 


deep 
GPT. 


Access: 
and Lyne 


down 

(taking note 
these 

pass 

to the 


beneath 


toilets. 


becomes a 


ACT 

Australia 

Ankle deep at outlet 

1998 Kate/Ogre/Mr India/Siologen 
357320 

1995-12-31 13:00:00 

2005-08-09 14:00:00 


Katoomba Drain 
The Chiller 
A small old covered culvert which changes to a tin roofed 


taking a few curves and becoming a waterfall at a 


become a 5ft RCP ending at a large (knee deep) GPT. 


MPL=85m 


Old brickwork, small stalactites, shape changes, small 


leading to another small grillroom, decent waterfall into 


exit), 


grillroom (with easily swinging grill interesting 
Access the small sandstone culvert at the corner of Vale 
[GPS:-33.7145252, 


Streets Katoomba 150.3150484]. 


A good start is Katoomba station, then walk 


the steep winding path through Kingsford Smith Park 


of the several DEEP concrete access shafts along the way, 


are to do with the upstream section of this drain). As you 


the Auditorium, take note of the yellow steel plate bolted 
ground, rumor has it that there is an old bomb shelter 
here...). 


Continue to follow the 
dirt track towards Vale Streer until you see the public 


Hidden in bushes across the path is 
an open section of canal/access area which immediately 


2ft pipe 


small slide into a small old brick and rock room, with a 


heading up under the park, and a 3ft RCP heading 


downstream. Also 


heading 


an 
street. The 
Vale and 
swing 
Locality: 
Region: 
Country: 


Care: 
responsible 


section is 


would 


Eek!: 


Vater Level: 


a 2ft sandstone arch drain above the slide section (also 
back towards the park). 


Leave this 
drain, (or crawl downstream through the small pipe lol), 


continue to follow the path and turn left into Vale 


REAL drain starts on the left near the intersection of 


Lyne Streets. There is an easy emergency escape via easily 
able grill on Lyne Street. 

Katoomba 

NSW 

Australia 


This drain is at the very bottom of a gully, and is 


for draining a large part of the town. The entrance 


LOW, NEVER DO THIS ON EVEN AN OVERCAST DAY!! This section 


T 


flood in seconds, resulting in certain death... 
Feral local hippie types. 
Slimey - Waist 


Cond: 
To-Do: 
Auditorium. 
Notes: 

Park seem 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 
Drain is 


[Mapart: 


Locality: 
Region: 


Good 
Investigate/pop steel plate at the Kingsford Smith 


The 2ft RCP's running upstream towards Kingsford Smith 


to become 1x4ft RCP in the centre of this park. 
2013 DC+Cactua 

1.0/5.0 

2013-07-21 14:00:00 

2017-02-16 16:24:50 


Keelsedale Park 

Large pillared chamber, containing a big sewage pit. 
200m long 5ft rcp running off chamber. 

At he end of Hyde Ave, follow path righ past Pump house. 


70m up on the right. Squeeze thru bars, or use carjack. 


114112] 
Silverthorne 
OR 


Country: 
Care: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Features: 
Access: 
Nc:144A14, 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


canal 
Features: 


Access: 
U/S- 


main 

St), 
passage. 
to see 
Locality: 


Region: 
Country: 


Water Level: 


Description: 


Vater Level: 


United States of America 
Mind that big shit pit! Sewage overflow etc. 


Shoe 
2004 Angels of The Underground 
2.57920 


1995-12-31) 13300200 
2007-06-11 14:00:00 


Kiddy Slide 

4.5" RCP with tilted RCP section under Catholic School. 
Short but fun slide. 

9,UE: Vista Pde. Enter canal. Go d/s. [Sw:NDR, UBD- 


Grg:NDR, GPS:-32.9472190847,151.701324726]. 
Adamstown Heights 

NSW 
Australia 

Shoe-Bum. Get as wet as you like 
2004 dTrog. 

0.5/5.0 
1995-12-31 13:00:00 
2004-11-11 13:00:00 


King Georges Drain 
The Millett-Stream, Bridgemania 
Variety of varrying backyard bridges, open and covered 


sections. MPL 300m. 

Covered canal sections, mainly of brick construction, long 
hallway section- 8' high. 

Cnr of Gloucester and Stoney Creek Rds, Beverly Hills. 


approx 400m of open canal, occasionally passing under 
houses/roads. D/S- approx 500m of open canal, occasionally 
passing under houses/roads. Joins on D/S end of Sin City. 
Recommended entry- Next to 113A Millett St. U/S leads to 


passage. Canal at 623 King Georges Rd (50m SE of Clarence 
walk up communal driveway. There it is. Go D/S for main 
Canal next to 2A Percival St, behind Caltex servo. Go U/S 


unexplored section. 
Hurstville 

NSW 

Australia 

dry 


Cond: 
To-Do: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Potentially 


large 


Access: 
41.466250, 


Kings 


grill room 


Locality: 
Region: 
Country: 


LO=DOs 
Found: 
2015 


Rating: 
Created: 
Modified: 


Name: 


Description: 


drain. 
Features: 
built when 
put 

pit. Old 


Access: 
UBD:275N11, 


Vater Level: 


Good! No graff on brick sections 

Explore U/S from Percival St. I've got a feeling it goes 
underneath Hurstville Aquatic Centre. 

08-12-08- Scarecrow 

3.0730 

2008-12-07 13:00:00 

2008-06-30 14:00:00 


Kings Meadow Darkie 
Twin round pipes turn into box, then round again. 


splits into two directions, west towards dam overflow with 
strange cone-shaped field inlet & south under school, with 


grilles 
Could be 800-1500m TEL 
1: Outfall behind pub 117 Hobart Rd, Kings Meadow (- 


147.160145), #2: 


Possible access next to 62 Ernest St, 


Meadow (-41.472676, 147.155653) #3: 


Possible access to 


at edge of school fields 

Kings Meadow 

TAS 

Australia 

Ankle at outfall, dry otherwise 

go to the end/s, find the grilles 

Pandaman unknown year. Listed 2016 by NoPro based on March 


visit 

330/54.0 

2016-06-21 11:15:57 
2016-06-24 07:03:16 


Kingsford Smith 
Access to old sewage/water works in SE cnr of airport, via 


Ruin, that may be remnants of early Syd water supply, 
Tank Stream got too polluted. Supposedly, a canal/pipe was 
between Syd and what is now the Mill Pond swamp/sewage 


airframe, junked. Vent tower with tree growing out of top. 
From E side of General Holmes Drive [Sw:317C11, 


Grg:405C11, GPS:-33.9446794143,151.189527764], under it 
via 

drain, to gap between road and airport fence. Hole in 
fence where 

drain empties, crawl to cover of large concrete pipes, 


then 

follow them in. 
Locality: Kingsford Smith 
Region: NSW 
Country: Australia 
Care: Airport security. It has been known for a helicopter to 
take off 

and hover about the area after someone walked along the 
perimeter 

fence, then disappeared near the area of the drain. 
Notes: This hasn't been explored in years... does it even still 
exist?. 


* Attempt by dTrog to find it 2004 resulted in no find. 


Found: 1992 Diode/Predator. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-09-12 14:00:00 
Name: Kingswood Darkie 
Alternate: Kingswood Caryards Drain 
Description: Begins as a 7ft culvert drain behind the Kingswood 
caryards. 
Quickly turns to triple 7ft corridors till a large 


grillroom. 
Shrinks to 4ft twins for 10m under the highway before 
becoming a 
6ft RCP heading off under Chapman Gardens Park with many 
grillrooms along the way. Turns to double 6ft RCP half way 
through system. Several 3, 4 and 5ft side pipes. 


There is a hole cut into the right RCP at one 
point leading to an unexplored parallel 5ft system. 


(Hospital?) 

MPL= 1.2km+. TEL= 2.0km+ 

See update, this drain only shrinks for 

80-100m or so before opening back up to a much newer 6ft 
section 

with some pretty nice features and rooms along the way. 
The 


length of this drain has pretty much doubled. :-) 


Features: 
"prison" 


drug 


to 
Access: 


not 


to the 
4.5ft 


St). 


manhole 


shrink 


to the 


heading off 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 


Vater Level: 


Shape changes, many curves, junctions and grillrooms, a 


like grill section beside a road, many sidepipes, eels, 


paraphernalia and knives. 


One 
section of the drain has holes in the roof, allowing light 


stream into it. 
Jump into creek behind caryards here: 


[GPS:-33.759990,150.729203]. (Can be shin deep unless you 


scared of blackberry plants). 


Locked grills here: [GPS:-33.760652,150.727680] and here: 

[GPS:-33.762159,150.723608] 

Unlocked grill here but requires 40m crawl down a 3ft RCP 

main trunk: [GPS:-33.762431,150.723564] (it becomes a twin 


RCP upstream of here heading south under Second Ave/Jones 


"The Prison" grillroom here: 
[GPS:-33.760732,150.721853]. (There is also an untested 


here too). 


Hole cut into parallel 
5ft system here: [GPS:-33.763747,150.717788]. (Main trunks 


to double 5.5ft around here as well). 


There is another large grillroom in the park, connected 
main system via a 3ft RCP, with double 4/4'5 ft pipes 


south under Second Ave/Manning St here: 
[GPS:-33.762386,150.726345] 

Kingswood 

NSW 
Australia 

Druggies, knives and lads. 

Druggies, knives and lads. 

Dry - Shin 

Good 

This is the upstream of Werrington Creek. 


To-Do: 
access 


Notes: 
toa 


poke a 


minutes. 
Found: 
Rating: 
Update: 
than ever 


parts! 
200m 
reaching a 


inside and 


Explore the whole system to the end and confirm upstream 


points. 
The drain can be semi flooded at the first grillroom due 


poorly maintained trash rack inside it. Find a stick and 


few holes in it and the drain empties out ina few 


2010 DC, Cactua and Swim 
4.0/5.0 
2015-12-30 13:00:00 (DC) - Explored this drain further 


on the "Swim is is Sydney" expo and found some cool new 
Turns out the main trunks only shrink down to 5ft for 100- 
(with a decent rest room along the way too), before 

very large newish junction room with 2x6éft side pipes 


a heap of 3ft side pipes. Room is located here: 
[-33.7663072,150.7144645] 


The main trunks continued on from here S/W as twin 4.5ft 


of the 6ft RCP's only runs 30m or so before terminating in 
small grilleroom here: [GPS:-33.7659181,150.7147984] 


The other 6ft RCP takes some sharp turns at more 


grillerooms and 


33%. 1733.6355-150' 


several 


FE 


newer 


and 
are 


Pumpkins 


continues for roughly 900m to another very large newish 


grilleroom. Which I suspect is here: [GPS- 
7146978] 
(could be way off tho haha). 


This room contained a 2x3ft box culvert waterfall and 


more 2 and 3ft inlets. Main trunk then continued on as 4.5 
RCP. 


There were a bunch of lift-able street grilles along these 


6ft sections too but the exact locations are still to be 
confirmed. 


This drain has pretty much just doubled in length to 3km+ 


much is still currently unexplored. The new junction rooms 


really nicely lit too and one even contained a Smashing 


graffiti 


confirmed 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


room.. Cant 


though. 
Features: 


Access: 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


MPL=110m. 


poster on the wall. Heap of random scribbles and local 


in the newer sections too. This part is in the vicinity of 
Kingswood High School. 


The manhole at the prison room downstream is also 


liftable from beneath if required. 


2014-02-08 13:00:00 
2017-02-16 16:29:03 


Kingswood University Drain 

Kingswood TAFE Drain 

2 5.5-6ft RCP's heading off under a park out the front of 
Kingswood Uni. 


I have only taken 
the left of these to the end, which ends in a large grill 
room/GPT 


I cant remember, but I 
think the right hand pipe emerged into the same grill 


remember.. Was knee deep bout halfway through the drain 


Interesting caged in GPT, and rubbish.. 


MPL=500m 
Corner of Cosgrove Cres. and Morpett St, Kingswood. 
GPS:-33.762488,150.732138 
Kingswood 
NSW 
Australia 
Broken bottles 
Its Kingswood.. Watch for needles/locals. 
Ankle - Knee 
Take the right branch. 
DC 2006 
2.0/5.0 
2013-07-01 14:00:00 
2017-02-16 16:30:48 


Kiora Olda 
9'h rect that decreases into twin 4'h rects at d/s end. 


TEL=140. 


Features: "Cave Clan was here" tag. No names, dates or logo. Nice 
bat 

colony. 
Access: 0,UE: Creek Kiora Road South nr Adina St [Sw:355C13, 


UBD:333L05, 


Grg:492A05, GPS:-34.0381270492,151.101487116]. 


#9,EX: Creek 
[Sw:355C13, UBD:333L05, Grg:492A05, 
GPS:-34.0384964808,151.102637831]. 


Locality: Miranda 

Region: NSW 

Country: Australia 

Notes: Found by Dougo in 1788 soon after he landed with the First 
Fleet. 

* Refound by Dougo as he led the Eureka Stockade. 

* Found again 


by Dougo during Centennial Celebrations. 
* Rediscovered by Dougo 

during Federation Celebrations. 

* Refound AND rediscovered by 
Dougo during Bicentennial Celebrations. 
* ooh la la Bonga Bonga 


Ugga Bugga. 
Found: 2006 Urbexious Cow. 
Rating: 20540 
Created: 1995-12-31 13:00:00 
Modified: 2006-09-10 14:00:00 
Name: Kippax 
Description: Twin 5ft RCPs that breaks and continues, later becoming a 
Single 
6ft RCP. Begins in containment pool that acts as a GPT and 
continues south-east underneath the Kippax Playing Fields. 
Features: Several small waterfalls. 
Access: Cnr Southern Cross Dr and Florey Dr. Outfall, 
[GPS:-35.218283,149.019778]. Opening here, at 


[GPS:-35.218684,149.020051]. Concrete manhole upstream, at 
[GPS:-35.223811,149.023029]. Continues upstream. 
Locality: Holt 


Region: ACT 

Country: Australia 

Water Level: Shoe - Shin 

Found: Pandaman 

Rating: 2.0/5.0 

Created: 1995-12-31 13:00:00 


Modified: 0000-00-00 00:00:00 


Name: Kiss My Wattle Grove Darkie 


Description: 4'd RCP & 5'h rect system in Wattle Grove Estate. 
MPL=300m. 
Features: Cement tag installed by crack fillers dated 1992. 
Access: 2,UE: In Wattle Grove Park, the arm heading towards the 
shopping 

centre. Park in Havilah Ct, off Arrowfield Dr (well 
signposted) 

and follow park towards shops. Near the junction with the 
main 

park is a small grille with stepirons. This gives access 
to the 

4' RCP. Follow RCP d/s to junction with 5'h RCP. The 
cement 

plaque is on the wall near the first grate u/s. 
[Sw:311H17, 


UBD:289M01, Grg:426B01, GPS:-33.9534217439,150.942711787]. 


#9,NEX: The drain empties into the nearby lagoon but is a dive 

job. There are 2 GPTS (surface locked) to bypass with 
stinky, 

smelly water. 
Locality: Wattle Grove 
Region: NSW 
Country: Australia 
Care: Close grille behind you - lots of kids about. 
Water Level: Slimy-Shoe, Knee at GPTs 
To-Do: Follow d/s. 
Notes: There a lot of grilles on this drain, but only 1 unlocked 
grille 

has stepirons. You could enter in any of them, but need 2- 
3 milk 

crates to get out. 
Found: 2003 Prowler. 
Rating: 2407540 
Created: 1995-12-31 13:00:00 
Modified: 2005-10-03 14:00:00 
Name: Kmart 
Description: Feature packed drain. Full of shopping trolleys, all sorts 
of 

junk from a smash repair yard, a mass of forgotten 
scaffolding 

still in place from work on roof, pillars, dead-end side 
drains, 

skylight grilles, a tree, tonnes of rubbish and stagnant 
water. 


More trash than a K-mart store Entrance is twin 9'h x 


10'w, on E 


side of rail line. TEL=1.5km. 


Access: 


Lawnmower 


cnr 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
part 


Access: 
#5,UE: 


UBD:294H01, 


go 


head 


Unless 


foot 


sections 


smaller 


Locality: 
Region: 
Country: 
Care: 
Water Level: 
To-Do: 
Nearby: 
Found: 
Rating: 
Created: 
Modified: 


5,UE: Between railway line and Fairlight Av [Sw:291L02, 
UBD:229014, Grg:336E14]. 
5,UX: Short 5' branch out to canal next to Kenny's 


Shop on Hamilton St. Grille up side tunnel, comes out on 


Barbara & Harris Sts. 


[GPS:-33.875302,150.954149] 
Fairfield 

NSW 

Australia 

Ankle 

1994 Predator. 

4.0/5.0 

1995-12-31 13:00:00 
2003-01-08 13:00:00 


Kogarah 1/2/3 
Covered in canal with some sandstone sections. Roof in one 


is foundations of RSL club continues in 3' RCPs. 
*Access details incorrect (@2006): 


Canal near park on the 


corner of Harrow Rd and Railway Pde [Sw:315017, 
Grg:433C01] go through fence and head L towards Hurstville 


through big red brick tunnel continue along canal keeping 


down you will pass 2 branches those are Kogarah 2 and 3. 
you want to check those first keep going L under numerous 
bridges until you reach RSL floor and sandstone roof 
with graffed concrete walls. Connects with two other 


canals one with impressive sand stone cavern. 
Kogarah 

NSW 

Australia 

Kogarah cop shop is just round corner. 

Shoes 

Explore smaller tunnels. 

*Course: == Kogarah 1/2/3 == Kogarah Rail ==<?. 
2002 Nitro/Nexus. 

2.0/5.0 

1995-12-31 13:00:00 

2006-07-28 14:00:00 


Name: 
Description: 
to 2 


Features: 
goes 


Access: 
[Sw:315P17, 


Drain 


brick 


Kogarah Rail 
Canal with small red brick tunnel under rail continues u/s 


branches on RH side with sandstone sections. 
2 branches have interesting convict style sections. Main 


under RSL with big RCPs and weird roof. 
9,UE: Over fence in Frys Reserve on Warialda St 


UBD:294G01, Grg:433B01, GPS:-33.9572491924,151.134040847]. 


runs under reserve. If you want to see short but high red 


tunnel go in from Hogben Park and head u/s. 


#2,AX: Main exits in 


Locality: 
Region: 
Country: 
Water Level: 
Cond: 
TO=DO% 
Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
that has 


Features: 
equipped 


Access: 
the 


Locality: 
Region: 
Country: 
Care: 
Utraviolet 


an 


CAUGHT!. 


Union St. 

Kogarah 

NSW 

Australia 

Shoe 

Good sandstone in main has been reinforced with concrete. 
Skate small tunnels. 


*Course: == Kogarah 1/2/3 == Kogarah Rail ==<?. 
2002 Nitro/Nexus. 
4.0/5.0 


1995-12-31 13:00:00 
2004-09-27 14:00:00 


Labour Pains 
5ft sq rect, numerous grills. Long dead straight drain 


an 'S' bend on upstream end. MPL=250m. 
Massive 6 meter deep water storage/retention chamber 


with Ultraviolet light steralisation system. 
Cnr Kirkham and Chisolm Rd's. [Sw:273C20, UBD:231J12, 
Grg:338J12]. Jump fence into construction site. Use any of 


Str sqrugradls:. 

Auburn 

NSW 

Australia 

Potential presence of 'OZONE' gas at downstream end. 


light sources in use. This area at time of submission is 


active construction zone. Do only at night - DONT GET 


Eek!: 
is 


may use 


Water Level: 


Cond: 
History: 
recycling 


pit 
To-Do: 


Notes: 
bolted 


Excavator 


removing 


I can, 


Found: 

Rating: 
Update: 
has had 


an 


Created: 
Modified: 


This drain is part of a recycling system. My understanding 


that this drain is turd free. 


OZONE gas technology. 
Ankle-Death 
Under construction - 


system. 


cost $1.5m. 


Take a socket set 


down. Once inside, 
wheelbarrows, 


95% 
This stormwater drain is 


The first 3 stages ar 
The pits are 


Explore further into main system. 
to undo the grills as these grills are 


Just in case. 


completed. 
part of a 4 stage urban water 


waste filtration pits. 


20m W, 


try to envision 4 MANPOW 
1 severly damaged 44 gall 


This system 


Each 


40m L and 10m deep. 


ER Labourers, 2 
lon drum and an 


to lift drum out of grill room to b mptied 


lsewer 


1ft of sediment and debris the entire length of the drain. 


I was one of the labourers. 


2006 Ghost. 
3.0/5.0 


2012-04-02 14:00:00 (Blakjak) 


Hardcore effort!. 


a new housing development built on top of it, 


will 


- The area above this drain 


require 


expo there to rediscover a way in. 


1995-12-31 13:00:00 
2012-04-13 14:00:00 


Name: 


Description: 


part of 


out at 


water, 
through. 


Features: 
beside 


Furnace 


Access: 


Lake Pillans Drain 
A short 


the railway yards behind the Lithgow 


Blast Furnace. 


but interesting twin 7-8ft drain running under 


Starts 


each end as a concrete box drain but becomes the original 


sandstone arch in the middle. 


the other is half full 


MPL=72m TEL=140m. 


of sand bu 


Original sandstone sections in tu 


southern end and just a stones th 


ruins. 
Best accessed from the 


Blast Furn 


One tunnel is knee deep in 


t can still be crawled 


nnel, 


row from the 


ace carpark 


a large grillroom 


Blast 


(off Inch 


newly 


Locality: 
Region: 
Country: 
Care: 
may 


Eek!: 


Cond: 
History: 
has 


paths. 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


height. 
Features: 
Access: 
the 


Locality: 
Region: 
Country: 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Long 


TEL=150m. 
Access: 
(near rail 


Water Level: 


Water Level: 


St) ([GPS:-33.475653,150.170636]) and strolling down the 


built cycle path to Lake Pillans. Tunnels are her 
[GPS:-33.475129,150.172884] 

Lithgow 

NSW 

Australia 

Lake Pillans can be busy with families and dogwalkers, who 


find it odd seeing somebody crawling/wading up into these 
tunnels. 

Avoid broken bottles in sandy section. 

Knee - Dry 
Okay, except for all the sand. 

Lake Pillans was the water supply to the Blast Furnace. It 


now been converted into wetlands with boardwalks and 


Crawl up the 2ft pipe into the grillroom. 
Originally found 2002 Cactua and DC. Listed 2015 
0.0/5.0 

2015-04-23 14:00:00 

2017-02-16 16:34:18 


Lalor 
6ft rcp. MPL: 500m before it shrinks beyond standing 


None, I wouldnt bother. Like really. Manky entrance too. 
North of the McKimmies Rd bridge on the northwest bank of 


Darebin Creek. [Mel: 9E6] [GPS:-37.675887,145.041504] 
Lalor (east of Thomastown) 

VIC 

Australia 

Shin deep pit at entrance 

Mill Park 


0.5/5.0 
1995-12-31 13:00:00 
2007-07-04 14:00:00 


Lavender Bay Drain 
Short but interesting drain. Massive litter trap in room. 


slide. Unfortunately, its only 4' dia the whole length. 


9,UE: 


In sea wall just to E of jetty in Lavender Bay 


E 


line) [Sw:277307/046J307, UBD:216D15/007G13, 


Grg:315315/005G613, 


(south) 


Locality: 
Region: 
Country: 


Water Level: 


[GPS:-33.8441603225,151.208230776]]. Park in Walker St 
and walk down stairs. Drain is under boardwalk. 
Lavender Bay 

NSW 
Australia 

Tidal, Shoe-Knee 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


that has 


Features: 


Side 


flooded 


Access: 
flooded 


some 
Jewish 
ave) ora 
and 


closest to 


Locality: 
Region: 
Country: 
Care: 
make sure 


it's 


the 


1992 Diode. 

2.0/5.0 

1995-12-31 13:00:00 
2004-08-20 14:00:00 


Le Cage Au Folles 
La cage aux folles; The cage of madwomen 
Drain originally known by the Canberra cave clan of old 


dropped off the radar in recent years. The name roughly 
translates to "The Cage of Madwomen". MPL 1.5km approx. 
Froggy-esque caged dome. Nice chamber with a sky light. 


pipes that connect to different systems. 40-50m 3ft 


rectangular section that connects to "Coin Drop" drain. 
Access to this drain is through a man-hole *or* via the 


3ft crawl space from Coin Drop drain - which will involve 


swimming in a very confined space. Park either behind the 


memorial centre (cnr of national circuit and Canberra 


long the verge on National circuit. Walk onto the reserve 


look for large caged dome sticking out. Lift manhole 


dome. 
Park - [GPS:-35.314587,149.128217] 
Dome - [GPS:-35.314751,149.127900] 


Forrest 

ACT 

Australia 

The man hole is quite heavy. If you close it behind you 


you have the physical ability to get it back off. Due to 


location, there are often people walking their dogs, kids 
playing, church or functions at the Jewish centre and just 


Eek!: 

Water Level: 
Cond: 
History: 
To-Do: 
connects 


middle of 


Notes: 
Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
graf 


Access: 
UBD: 254L02, 


from 


*BFasiest access to canal 


pedestrian 


general public around this area - best not to be seen when 
entering and also not to leave the man hole cover off. 

The manholes further upstream are road based. 

Dry - Shoe 
Untouched. 
NA. 

Explore th 


Side pipes. Unblock the flooded 3ft that 
coin drop - seems to be caused by debris blocking the 


the pipe. 

Found by Fil in 1997. Listed by Delo 2014. 
October 1997 Fil 

3.0/5.0 

2014-03-23 13:00:00 


Leichhardt Drain 
6' RCP eventually shrinking to 3'. 
Brick entrance, some brick floor sections. Absolutely no 


(yet). 
?: Cnr Lords Rd & Kegworth St [Sw:296B06/063B06, 


Grg:373F02/015A03]. On Hawthorne canal, approx 50m u/s 


pedestrian tunnel under railway line. 


is via bridge crossing smaller drain halfway between 


tunnel and Leichhardt Drain entrance. 


#2: Various gutter 


Locality: 
Region: 
Country: 
Water Level: 


grilles. 
Leichhardt 

NSW 

Australia 

Tidal, Shoe-Knee 


Cond: 
Notes: 
tidal, 


Explore the 


Nearby: 
ills) == 


Old but clean. 
Hawthorne Canal north of Parramatta Rd is "freshwater 


high tide causes the water in the drain to back up. 


canal during low tide. 


xHawthorne Canal Course: Hawthorne System == (Gorgie 
Hawthorne System == (Leichhardt Drain) == (Marion Twins) 
Cove. 

2000 Ogre/Cody (dog). 

2.0/5.0 

2015-05-20 14:00:00 (Delo) - GPS co-ordinates for outlet - 


[GPS:-33.885386, 151.144754] 


bad 


Created: 
Modified: 


Name: 
Description: 


Features: 
Access: 


33.7515074,150. 
Locality: 
Region: 
Country: 

Vater Level: 
Notes: 

Found: 

Rating: 
Created: 


Name: 
Description: 
experience, 
outlet 


problems. The 


the 


SEC: 


section 


Features: 
Bay, 


Still hardly any graffiti except for the entrance. Not a 


little wander. 


1995-12-31 13:00:00 
2015-08-12 14:00:00 


200 MPL 3 foot high rectangular drain that services Lennox 
village. Shoots straight under the road 


Enter through the GPT 
https://www.google.com.au/maps/@- 
6616756, 43m/data=!3m1!1e3 

Emu plains 


NSW 
Australia 
Dry - Shoe 


This is one for any nut who loves long and dirty 3 footers 
Timdole 2015 

0.0/5.0 

2015-08-11 14:00:00 


Lent And Del Have A Few Pints 
A newish drain running under Pyrmont. Quite a brutal 


requires a 30m slog through a 2-3ft pipe to make it to the 


room. Not for the faint hearted or people with back 


drain itself runs as a dual 5ft rcp from the outfall to 


corner of 'Mount street walk' and 'Bowman street’. From 


follows Bowman st as a 4ft with sidepipes leading to 


units. Near the corner of bowman and Jones st you come to 


junction room with a 3ft pipe that runs for about 30-40 


before coming to another room where the pipe turns back to 


and (appears to from a distance) connects up to an older 


of drain after (approx) 50ms. 
Current MPL = 350m 
Awesome caged outlet that offers a nice view of Johnstons 


further 


Access: 
33.865636, 


foot 
Refinery 


Locality: 
Region: 
Country: 
Care: 
blocks 


CDS/GPT units, size changes. Potential older sections 


upstream. 
Lift small swing grille at Elizabeth plaza here [GPS:- 


151.190398] and crawl/worm for 30ms through two to three 
pipe into the outlet room. Ample free parking nearby on 


drive. 
Pyrmont 
NSW 
Australia 

The entry grille is very visible from the nearby apartment 


and restaurants. The area is popular with 


walkers/exercisers. Try 


broken 


sections. 
Eek!: 
BPE 


glasses! 


Water Level: 


Cond: 
History: 
To-Do: 
Notes: 
checked the 


head to 
cleared 
to 
Found: 
Rating: 


Created: 
odified: 


Name: 
Alternate: 


Description: 


from 


this 


wooden 


not to draw too much attention on entry exit. Careful of 
glass or sharps when crawling through the smaller 

Small pipes, eels, lot's of tree root's penetrating the 
upstream. Deep GPT down sidepipe - don't drop your 

Shin 

Untouched 

Built during the redevelopment of Pyrmont. 


Explore further. 
Found on boxing day 2015, We found the entrance and 


radar. Upon noticing rain was about to hit we decided to 
the pub for a few pints. 4 pints later and the rain had 
and the radar was looking good. We headed back and decided 


give it a crack. 
Lentil & Delo 2015 
220/540 

2016-01-15 02:07:51 
2016-01-24 23:48:16 


Leonay Tunnel 
River Road 
A short but 12+ foot high corrugated iron tunnel outlet 


Huntington Reserve into the Nepean River. Walking through 


tunnel takes you to an overgrown jungle area with several 


the 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 
its only 


Notes: 
area 


the 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
end. 
Access: 
Station. 


Region: 
Country: 
Care: 
History: 
Nearby: 
Rating: 
Created: 
odified: 


Water Level: 


benches. Awesome little chill out spot, to check out if in 


area. MPL=40m. 
Tunnel, weird little chill out bench area. 

Park underneath the M4 motorway bridge along River Rd: 
[GPS:-33.763511,150.658424] 


Follow cycling track to the east past the tunnel outfall: 
[GPS:-33.761170,150.661798] 

Leonay 

NSW 

Australia 

N/A 

N/A 

Dry - Ankle 

Okay-Poor 

Love to know. Back in '96, there was a large pond here, 


a small creek now. 
There are a set of old stairs leading off from the seating 


to an overgrown closed gate near some houses. 


There is a near identical tunnel to this under 


highway at Wallerawang, (near Lithgow) here: -33.427189, 
150.086892 
1996 DC. Listed 2015 
0.0/5.0 

2015-04-23 14:00:00 
2017-02-16 16:36:45 


Leviathan 
7ft RCP. 
Lots of big grille rooms, particularly those towards the 


On north side of trainline, just east of Mooroolbark 


[Mel: 37G12] 
VIC 
Australia 
Slippery after rain 

Named after the sci-fi film 'Leviathan'. 
Mooroolbark 

35/540 

1995-12-31 13:00:00 

2007-07-04 14:00:00 


Name: 


Description: 


MPL: 


Access: 
before 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Found: 
Rating: 
Created: 


Name: 


Description: 


for a few 


Features: 


underneath 


an old 


concrete 


Access: 
the 


Lindsey 


Locality: 
Region: 
Country: 
Care: 
this 


Water Level: 


Limbiguous Drain 
5' concrete culvert overflow with 2x adjoining 4' RCP's. 


approx 150m 
Enter via tidal outfall in canal off City West Link Rd 


first pedestrian footbridge heading city bound. 


[GPS:-33.873391,151.136792] 
Five Dock 


NSW 
Australia 
Do at low tide 


Shoe - Dry (Tidal) 
Rascal 2010 

2.0/5.0 

2010-04-02 13:00:00 


Lindsay St Drain 
4.5ft RCP drain beginning in an unnamed reserv 


Except 


very sharp turns, this drain is quite linear and not very 
exciting. TEL=200m. U2. 
Unusually sharp (almost) 90° 


turns as the drain turns 
Lindsey St and passes underneath the road. There is also 


drain roof opening covered with wood and nailed into the 


guite interesting. Small chamber at upstream end. 
Enter upstream end via eastern end of Lindsey St, south of 


the cul-de-sac in an unnamed reserve that exists between 


St and Conie Ave. [UBD:170M10] 
[GPS:-33.759188888888886,150.9876111111111] 
[GPS:-33.75877777777778,150.9857638888889] 

First drain opening at [GPS:-33.758862,150.98725]. 
Second drain opening at [GPS:-33.759002,150.986758]. 
Third drain opening at [GPS:-33.758938,150.986731]. 
Fourth drain opening at [GPS:-33.759077,150.986241]. 
Baulkham Hills 

NSW 

Australia 

Lots of large pieces of concrete hav 


made their way down 


small drain and have gotten caught at the sharp corners. 
Slimey - Ankle 


History: Engraving in the cement suggest this drain was built in 
the 
1960s. 
Found: 2010 Toothpick/Red 
Rating: 0.5/5.0 
Update: 2010-07-27 14:00:00 (Red) - First drain opening at 


[GPS:-33.758862,150.98725]. 

Second drain opening at [GPS:-33.759002,150.986758]. 
Third drain opening at [GPS:-33.758938,150.986731]. 
Fourth drain opening at [GPS:-33.759077,150.986241]. 


Created: 2010-07-19 14:00:00 
Modified: 2010-08-04 14:00:00 
Name: Lindsay's Grille 
Description: Floodway with grilles that open into a long, low tunnel 
running 
N-S under the reserve. Was pointed out by Lindsay, a 
resident. 
Boring, but might get better further on. BDAN. 
Access: 1,UE: Dunrossil Pk. There are two big grilles with two 
access 
grilles next to them. The one on the N side of the park is 
probably better: [Sw:233R15, UBD:172G15, Grg:250B15, 
GPS:-33.7705873624,151.056904498]. 
Locality: Epping 
Region: NSW 
Country: Australia 
Care: Better to do at night. Too many people around during the 
day. 
Also the sludge seems pretty vile. Keep your body out of 
ate a 
you can. 
Water Level: Shoe 
To-Do: Find out where continues, need electric dinky. 
Found: 2004 Pandaman. 
Rating: 028/50 
Created: 1995-12-31 13:00:00 
Modified: 2004-08-20 14:00:00 
Name: Little Elvis 
Alternate: Parsley Bay 
Description: 4ft, 200m concrete rectangular, with bend 1/3 way thru. 
Under 


park, depositing in harbour from a creek. 


Features: Oyster/barnacles harbour exit. 


Access: 


Locality: 
Region: 
Country: 
Care: 

Vater Level: 


Parsley Bay, Vaucluse (off Parsley Rd). 
Take left off parsley rd into carpark (signposted). 
Gate closes 6pm (8pm DL Saving). 


or harbourside. 


Entry either by carpark, 


[GPS:-33.852424,151.278171] 


Vaucluse 

NSW 

Australia 

Don't slip on barnacles. 
Slimey - Shoe (Tidal) 


Cond: 
To-Do: 
continuation 


Notes: 
Found: 
Rating: 
Created: 


Name: 
Description: 
under 


Features: 
resonant 


of 


lizard 


(BONG 


Access: 


33.940943,151.094477], 


Locality: 
Region: 
Country: 
Water Level: 
Notes: 


Clean. 
Follow creek upstream to natural waterfalls, but no 


of drain. 

Park features a cool old footbridge over harbour. 
Fl@sh 2010 

2.0/5.0 

2010-01-17 13:00:00 


Lizzord 

1800mm RCP under the M5. Cool room w/ lizards. Shrinks 
Garema Circuit. TEL: about 270m. 

* Entrance pipe will rattle your skull if you hum at its 


frequency (95.33 Hz I think?) 
* Funky little room with concrete benches and the remains 


candles. 
* Ankle-deep GPT room with skylight grille and thriving 


population. Not even a little bit grotty. 
* Slowly shrinking RCP with small waterfalls (<lm) at each 
junction. Lots of local graff covering the usual subjects 


ON!, fucks his mum, etc.) 
* Side pipe on Kingsgrove canal 
150m 

upstream from Soft Toffee. 

* Grille above the GPT might be openable? 
[GPS#=33.5939956,(151.093929) 

* Plenty of cast-iron gutter grilles on Garema Cirucit 
[GPS:-33.938772,151.093528] 

Kingsgrove 

NSW 

Australia 

Dry - Ankle 

Best done during the day, 


[GPS:- 


as a prelude to Hot Toffee. 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


rect 


Features: 
Rd. 400m 


art 


Access: 


Sth side 


is 


in the 


Locality: 
Region: 
Country: 


Nearby: 
India's 


Hole) 


Found: 
Rating: 
Created: 
odified: 


Water Level: 


No C/C tags until I showed up. 
Pandaman listed by Ratter 
2.0/5.0 

2012-01-07 13:00:00 


Loaf, The 
Johnstons Ck Drain. 
9' drain on Johnson's Ck. Side drain with Arched roof on 


passage. MPL=176m. TEL=300m. 
Shape changes. Red brick, large chamber under Parramatta 


of the canal d/s of this drain is Sydney's Premier graff 


gallery, 700 odd pieces by the best graff artists. 
0,UA: Via Cardigan Pl off Cardigan St [Sw:296M07/064M07, 
UBD:255F03/013L05, Grg:374F03/017A05, 
GPS:-33.8892285493,151.172092898]. Entrance to drain at 


Parramatta Rd. Follow drain (high brick U shape) Nth. Loaf 


Side drain on R. 
5: Grille exit to Horden Pl 250m up the second junction. 
9,UX: Opens. 


UPDATE RATTER 2014: Downstream exit from the canal is at 
[GPS:-33.886562,151.172563] 


The Hordern Pl grille is at [GPS:-33.888927,151.174166] 
This drain connects to "Trafalgarian", about 800m upstream 


main tunnel. 

Camperdown 

NSW 

Australia 

chin 

*Johnson's Ck Course: (Trafalgarian) == Loaf == (Mr 


Vestibule) == (Orphan School Creek) == (Hereford Hell 


==<Rozelle Bay. 
1991 Melb Clan. 
3.0/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Logans Folly Run 


Description: 5.5' RCP that was mistaken for Logans Run. MPL=222m. 
TEL=222m. 
Access: 9,UE: Not behind but beside West Pennant Hills Sports 
Club 


[Sw:213L19, UBD:152B15, Grg:219G15, 
GPS:-33.7355008719,151.044259464]. Keep following creek 


u/s. 
#0,AX: Opens. 
Locality: West Pennant Hills 
Region: NSW 
Country: Australia 
Found: 2004 dTrog. 
Rating: 0.5/5.0 
Update: 2010-02-11 13:00:00 (Rascal) - Siologen/Trioxide stickers 
dated 
'98 
Created: 1995-12-31 13:00:00 
Modified: 2010-03-07 13:00:00 
Name: Logans Run 
Description: 5' RCP that dips and rises and bends and turns and has a 
few big 


grille rooms. TEL=500m. 
Access: 9, Behind West Pennant Hills Sports Club, New Line Rd 
[Sw:213L19, UBD:152B15, Grg:219G15, 
GPS:-33.7354927175,151.042608332]. Drain actually goes 


under 
Edward Bennet Oval, which is a better place to park. 
#0:AX: For 
those not 5' RCP inclined, follow directions on wall to 
gutter 
grille exit halfway. 
Locality: West Pennant Hills 
Region: NSW 
Country: Australia 
Found: 1998 Trioxide. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-11-01 13:00:00 
Name: London Calling 
Description: Twin 6' RCP, Drain turns quite dramatically but the twins 
never 


join. LSAA. 
Features: Find the beer!. 


Access: 
and 


[Sw:293K01, 


0,UE: Over low fence, NW side of intersection of London 


Brixton Roads [Sw:273320, UBD:231012, Grg:339E12, 
[GPS:-33.8711662113,151.036162515]. 
9,UX: In the Carnarvan golf course opp Hyde Park Rd 


UBD:232A13, Grg:339F13, [GPS:- 


33.8741995744,151.038092885], XED, 


waist 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Western 


some 


St 


several 
short 
just run 
at 

are at 


with 


Vater Level: 


XNL, XWPT]. Beware of the deep water here - it's at least 


deep and covered in weeds (found that out the hard way - 
Splash!). 
Berala 

NSW 
Australia 
Shoe-Waist 
2003 Stray. 
0.5/5 20 
1995-12-31 13:00:00 
2004-09-04 14:00:00 


Lone Pine 
Byrnes Creek 
This is Byrnes Creek. A creek buried beneath St Clair in 


Sydney. It begins as a 4ft outfall before turning 7ft at a 
grillroom and runnning under some riparian zones, a park, 


tennis courts and a couple of other sports fields until it 
shrinks away to nothing at an inlet room just west of the 


Clair Shopping Centre. 


It 
shrinks down to 6ft after 150m or so, then down to 3-4ft 


times but quickly turn back to 6ft so don't give up. The 
sections only last from 5-10 metres anyway, and probably 
There is a 5.5ft section in the middle 


beneath main roads. 


some point too but it soon turns back to 6ft. You know you 


th nd when the trunk turns to 1ft at a gutter box room 


clay pillars in the corners. 


MPL=1.2km. TEL=Unknown. 


Features: 
grillrooms, 
5. SEE 
grillrooms 
Ratter), 
around a 
bricks, 


Access: 
Clair 


around 


Perplexingly small outfall (3-4ft), several large 


7ft 
pipes, 


many size changes along the way, several sidepipes 


including an unexplored twin 4.5ft and a slightly explored 


RCP, as well as smaller crawl pipes leading off to 


(reminiscent of small bunkers/pillboxes according to 


water is knee deep in sections and other sections are 


foot deep in random crap like number plates, phones, 


street 


signs, knives etc. 


The 3-4ft outfalls behind the "Off Leash Dog Park" on St 


Avenue 


here: [GPS:-33.7869232,150.7817155]. Although it is 


150m crawl up to the 7ft section.. 


Best access via the hatch in the grill here: 


[GPS:-33.7878282,150.7839203], and even though it 


"appears" to be 


much any 


with 


tested. 


above 


Melville Rd 


Locality: 
Region: 
Country: 
Care: 

is via 


Eek!: 
fields and 


locked, 


the lock is faulty and can be opened with pretty 


standard SR or 4R shaped key. This is also the only room 


step irons for easy access. 


Several manholes and grills were sighted but none were 


Many of the suspected ones are locked and/or bolted from 


though. 


Park along St Clair 


Avenue, 


St Clair. Near the dog park (across from the 


intersection). 
St Clair 


NSW 
Austral 
Be car 


lia 
ful entering/exiting this drain as the best access 


a grill 


L just beside a house and very near a busy road. 


Watch your head too as there is some stray 
reo bar sticking out of the roof in parts. 
Shin deep in parts. Passes under some very busy sports 


parks so probably keep sorta quiet. 


Water Level: 
deep 


Cond: 
History: 
in 2014 


To-Do: 
first 


Bennett Rd to 


Notes: 
shows the 


here: 


sussed 


Found: 
Intrepid, 


Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
lage CDS 


reserve 


below 


form of 


from 


Varies from shoe to shin in different sections (2 shin 


sections, a shoe deep room or two also, but mostly just a 
trickle). 
Good, besides the random rubble building up in some parts. 
This was originally discovered with Swim and Cactua back 


and only partially explored at the time. 
Find the Lone Pine. Explore the 5.5ft sidepipe past the 


grillroom. Trace the upstream of the system west of 


see if it gets bigger again. 
I seen a map of this system on floodplain study and it 


drain heads both here: [GPS:-33.7928037,150.8059788] and 
[GPS:-33.7912433,150.800963]. These inlets both need to be 


out. 


Expo report from when this 

drain was first properly explored: 

http: //www.expobase.cc/expos/expo/ 98 9#report 

2014 DC, Cactua & Swim. First explored 2016 Ratter, 


Aydun, Vox and DC. 
345/920 

2016-07-04 13:21:02 
2017-02-16 16:43:37 


Long Creek 
Bareena Street Dark 
Starts off as a semi flooded twin 4.5ft outlet with two 


units before becoming a 6ft RCP heading S/W under a small 


and couple of streets before reaching a junction room 


Bareena St Park. 


This room has an 

old swing grill and a few drain 
related 

sculptures in the park above. 


The 
drain then continues under an apartment complex in the 


newer twin 3ft RCP's but I suspect it turns back to 6ft 


Features: 
related 


pipes, 


Access: 
are 


Railway 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
colour 


probably 


Water Level: 


Cond: 
History: 
viewer 


and 


up on 


To-Do: 
entire 


Notes: 
to do 


unconfirmed. 


Especially if 


Found: 
Rating: 
Created: 
odified: 


there, and then heads west towards the railway line at 
Cabramatta. MPL= 240m. TEL=? 
Semi flooded CDS units, a junction room, metal drain 


sculptures around the grille including melting steel 


birds, frogs, fish, crabs etc. 
Outlets are located here: [GPS:-33.8902383,150.952414] but 


semi flooded, the drain best accessed through the grill in 
Bareena Street 

Park here: 
[GPS-33.8908128,150.9499423]. 


Access may be possible at 
Pde here: [-33.8901203,150.9411366] but this is 


Canley Vale 

NSW 

Australia 

Joggers and dog walkers in the Bareena Park. 

Mosquitoes! Water at the outfalls is a horrible blue/black 


and quite smelly. CDS units are chockers with trash 


causing/worsening the problem. 
Dry - Waist 
Average, no graff. Polluted at outlets. 

Really cant find much, other than by following it on SIX 


it appears to go for some distance under the railway line 
even beyond. 


The sculptures in 
the park imply some form of history too but not much comes 


the interwebs. 
Sus out the Railway Pde underpass part, and explore the 


system end. 
We were running out of time and had no gumboots or waders 


the whole drain, but it definitely has potential. 


the traps are cleaned.. 
2015 Blakjak, Cactua and DC 
2.0/5.0 

2015-12-03 13:00:00 
2017-02-16 16:44:49 


Lost Dog 


Alternate: 


Description: 


off 
creek 
FiL in 
over 


Features: 
Numerous 


the MPL. 
Access: 
(Cnr of 


(towards 


Locality: 
Region: 
Country: 
Care: 


Eek!: 
the 


2m deep 


Water Level: 


Cond: 
History: 
To-Do: 
is 


Notes: 
Found: 
Rating: 
Created: 


Name: 


the 


triangular 


of 


Bitumen. 


Description: 


Melba Cascades 
A drain responsible for the channeling of storm water run 


from the suburbs of Evatt and Melba into the Ginninderra 


system. Very similar to Kippax drain. Originally found by 


the 90s, correct records of this drain have disappeared 


time. MPL=900ms 
7x 1-1.5m waterfalls spread out over the MPL 6ft RCP. 


small rooms. Splits into 1x 5ft and 1x 4ft at the end of 


Park at the Melba playing fields or the Melba High School 


Copland Drv and Verbrugghen St. Make your way south, 


Ginninderra drv) down to the creek. Outfall just before 
bridge. [GPS:-35.215834,149.055931] 

Melba 

ACT 
Australia 

Eastern Brown Snake hot spot during summer - due to frogs 
breeding near the outlet. 

Make sure to hug the edges of the wall when accessing from 


outlet. A couple of inches out from the wall provides a 1- 


section of water. 

Dry - Shoe 

Barely visited - Tiny amount of graffiti at entrance 

Fond by Fil 

Explore pipes at up stream split. Explore side-pipes - It 


possible one of them connect to the "Evatt UFO" here 
[GPS:-35.208045,149.065181] 

Explored / Listed by Delo 2014 

1990s Fil 

2.0/5.0 

2014-02-02 13:00:00 


Lost Road 
1 x 5ft 2x 4ft concrete rectangular openings near next to 


round a bout on remembrance drive. Leads to a 7ft high 


shaped junction room. Changes from concrete to some sort 


limestone or sandstone. The floor also changes here to 


and the 
RCP 

right 
square 
changes to 


Features: 
floor. 


Access: 
drive) 


Remembrance 
manhole 


hotel 


The left pipe appears to be half full with clay. The left 


middle rectangular pipes lead to another room where a 5ft 


appears and continues under the suburb of Watson. The 


rectangular pipe leads to another room where dual 4ft 
pipes appear and angle upwards to a room. From here it 


a 4ft RCP that has not been explored fully. MPL=125meters 
Rooms. Junctions, Shape changes. Small waterfalls. Bitumen 


Sandstonelimestone(?) sections. 
Park on side of Antill street (intersects with remembrance 


opposite the service station near paddock. Cross 


drive and look for guard railing. Exit at easy to lift 


down right hand side pipe through square section. Exits at 


ibis car park garden bed. Entry [GPS:- 


35.224198,149.165458] Exit 


Locality: 
Region: 
Country: 
Care: 


protruding from 


change 


KEK! 
triangle 


Water Level: 


[GPS:-35.225188,149.166552] 

Kenny. 

ACT 

Australia 

Watch your head in and near 5ft RCP bits of metal 


roof. Old rusting nails also sticking out near RCP shape 


room. 
Spiders. Mud. Debris. Old wasp nest in middle pipe of 


junction. 
Slimey - Dry 


Cond: 
History: 
possibly in 


To-Do: 
chamber 


grille 


Notes: 
Found: 
Rating: 
Created: 
Modified: 


Untouched. 
Seems to be part of an old road that was covered over 


the creation of the round about on Remembrance drive. 
Explore 4ft pipe which is expected to lead to large 


grille visible here [GPS-35.225394,149.163957] and also 


room here [GPS-35.226023,149.161756] 
A change is as good as a holiday. 
2013 Delo 

3407570 

2013-08-04 14:00:00 

2013-11-07 13:00:00 


Name: 
Alternate: 


Description: 


Canal. 


Concrete 


flaps 
part of a 
overflow. 
beer 


shit 


Access: 


Locality: 
Region: 
Country: 


History: 
listed 


To-Do: 
Found: 
Rating: 
Update: 
upstream is 


Created: 
Modified: 


Name: 


Description: 


Access: 
Grg:251A15, 


Locality: 
Region: 


Water Level: 


Lost World 
Hanging Garden of Pond Shite, Rascal's Yuppie Eater 
The supposed overflow for NSST at the Quaker's Hat Bay 


Twin RCP's feeding a 5', 8', 12' segmented chamber. 
cross brace baffle in one section providing an excellent 
gladiator style arena with plenty of seating. 


A sump is suspended above the chamber with heavy plastic 


and broken anchor points that look like they used to be 


winch system to lift the flaps for cleaning/sewerage 


Spend a minute to hone your slingshot skills on the empty 


bottles lined against the wall. Stupid yuppies and their 


branded beers...... 
MPL approx: 50m 


TEL approx: 150m 
via canal off Bay St, or upstream via someone's front yard 


[GPS:-33.817505,151.239687] 

Mosman 

NSW 

Australia 

Shoe - Dry (Tidal) 

Not sure if anyone's already checked this out but it aint 


Scuba dive the shit sump and infiltrate NSST 

Rascal 2010 

340/50 

2012-09-24 14:00:00 (Axel) - The right RCP when going 


blocked/collapsed 


2010-07-16 14:00:00 
2012-10-12 13:00:00 


Love Handle 
5' RCP w 30m long 6' section in the middle. TEL=300m. 
5,UE: S end of Boronia Park [Sw:234J15, UBD:173A15, 


GPS:-33.7717989802,151.079562753]. 
Epping 
NSW 


Country: 
Found: 
Rating: 
Created: 
Modified: 


Australia 

1998 Trioxide. 
0.5/5.0 
1995-12-31 13:00:00 
2004-08-14 14:00:00 


Name: 


Description: 


systems, 


Features: 
changes to 


bracing, 
Access: 
152.657497) 
behind 
Locality: 


Region: 
Country: 


Water Level: 


Cond: 
History: 


been here 


TO-DO? 
Found: 
Rating: 
Created: 
Modified: 


we 
Ab 


end, 


mm 


Love Tunnel 
Larger and more in 


11 known by 


TEL approx 


Stays roughly 


RCP. 


Small pil 


chain ladder, 


1.5km 


the 1 


le to walk in one 
out the ot 


ocals. 


shape/siz 


teresting of Gympie's two main drain 


ther with a slight stoop at the inlet. 


then 


sam 


Llars 


natural skylights from field inlets, 


unexplored spl 


SES, 


horizontal 


at outfal 


for quite a while, 


1, section with arched steel 


smaller 


concrete bracing 


1: Outfall near the weir on the river (-26.194078, 
#2:Inlet next to cnr Ada & Fern Streets, 
Glass Shop (-26.195196, 152.678629) 
Gympie 
QLD 
Australia 
Ankle at most 
Very good 
Outfall was upgraded after the 2011-2013 floods 


Found evidence on Flickr that old brisclan members had 


years back 


Pandaman, 


4. 


2016-07-06 07:03: 
2016-07-09 10:50: 


0/5.0 


listed 


18 
47 


Explore the left-hand pipe at the split 
by NoPro 2016 based on visits in 14/16 


Name: 


Description: 


room, 2 


rubble 


Lover's 


Several changes. 


X 


6' round, 


rejoins, 


Entrance 2 x 5th rect, 


3x5" 


then 1 x 6'h rect 


round, 2 rejoin, 5" round, the 


(in 
branches 
Access: 
Revesby 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 

* Lovers Light 
* Light 


room. Has exits via small side tunnels to gutter grills at 


Lilian Crescent, and at cnr of Sherwood and Bransgrove Rd 


Bransgrove at E side of Sherwood). One of the 3 x 5'6" 


not explored. TEL=1.3km. 
3,UE: Via park off Montgomery Av [Sw:313A16, UBD:271G16, 
Grg:398G16, GPS:-33.9526427714,151.012120118]. Next to 


Rail. 

Revesby 

NSW 

Australia 

1993 Diode. 

2707/540 

1995-12-31 13:00:00 
2004-06-09 14:00:00 


Lovers Light-Speed Hump Jump 
* Lovers Light-Speed Jump. 
Hump-Speed. 


Lovers Hump Speed Jump. 


Skylight Speed Hump. 
Skylight Speed 
Jump. 


Speed Lovers 


Light Hump Jump. 


* Hump Jump 2003. 


Description: 
skylight 


second GBG 


Features: 
Access: 


skylight 


Short=Lovers Light Speed Hump. 
6' RCP branching to 5' & 4' RCPs, the 5' ending in a 


that also acts as a speed hump. The 4!' explored to the 


probably ends in a GBG. MPL=100m. TEL=200m. 

The speed-hump skylight. 

0,AE: Finchley Pl [Sw:215P11, UBD:154G07, Grg:223BO07, 
GPS:-33.7172570517,151.139135947]. Open hinged grate of 


& descend using step irons. 


#2,HE: Finchley Pl. Open any of the 


#3,UE: Park in 


GBGs, descend, head d/s. 
Glendale Rd, follow 
service track d/s along Lovers Jump Ck. Follow foot track 


Turn L at water course & follow u/s to drain The LH 5' RCP 


middle of the drain leads to the skylight. [Sw:215011, 
UBD:154HO7, Grg:223C07, GPS:-33.7174937936,151.139886197, 


Locality: 
Region: 
Country: 


Water Level: 


rain 
Notes: 
Creek, but 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


to oft 


under 


Access: 


north 


and 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


XNL, XWPT]. BDID. 

Turramurra 

NSW 

Australia 

Shoe at d/s end. Nearby waterfall is goodah after heavy 


Drain is actually an unnamed tributary to Lovers Jump 


that name is too good not to use in naming this drain. 
2003 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 

2004-05-08 14:00:00 


Luge 
Girrawheen park 


Small rectangular enteranc 


Openes up after approx 30ms 


RCP then turns back into a rectangular shape and runs 


Northbourne Ave befor 


turning into 5ft RCP. 


MPL=1 km 
TEL=3km 
Park along Masson Street, Turner, near th 


scout hall. 


Entry, in park between Masson St and Greenway St, directly 
of Watson St, at [GPS:-35.269195,149.126873]. 


Exit via manhole in park to the east, between Girrahween 


Henty Streets, at [GPS:-35.269989,149.133642]. 
Turner 

ACT 

Australia 

Dry - Dry 

Panic & Mongo 2003, Delo 2013 

2.0/5.0 

2013-06-17 14:00:00 


Lumberjacks Secret tunnel 
No such road, Jacks rear up chute. 
6ft sidepipe off canal in Fitzpatrick st, Milperra. 


Gradually experiences size changes until 3 foot in height. 


MPL=230m 


Features: 
sounds 


Access: 
downstream 


drain. 


Locality: 
Region: 
Country: 
Care: 
dome 


"Fitzpatrick 


Water Level: 


TEL=230m 
Small junctions, odd sidepipes. Engine and machinery 


upstream. Strange hotplate on roof of upstream section. 


Rear access into Lumberjacks timber yard here: 
GPS:-33.936492,151.000145 


unfinished section at upstream end. 
Jump fence in Fitzpatrick st here, enter canal. head 


200m under large white footbridge to first 6ft RCP enter 


GPS:-33.936680,151.003179 


Milperra 
NSW 
Australia 

Walkway over the entry canal has pedestrian activity and 


camera. 
People in left building next to canal entry point on 


rd'. Workers in factory nearby. 


Found: 
Rating: 
Created: 


Name: 
Description: 
d/s 


wet 


Access: 
fence 


Grg:252B12, 


Slimey - Shin 

2011 - Diode, Ghost 
2.0/5.0 

2011-01-26 13:00:00 


M2 Bussesrslo 
Yet another drain under the M2. Customary churn blocks at 


end. 2 x 6'h rect, one dry in dry weather, but both wet in 


weather. Stands to reason. MPL=79m. TEL=158m. 
0,UE: Cnr Talavera & Busaco Rds. Go around, then inside 


until almost above entrance [Sw:235D12, UBD:173M12, 


GPS:-33.7656249335,151.110665942]. 


#9: Opens other side M2. 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Created: 
odified: 


Macquarie Park 

NSW 

Australia 

Dry-Slimy 

2004 dTrog. 

0.5/5.0 

1995-12-31 13:00:00 
2004-10-09 14:00:00 


Name: 


Description: 


Access: 
M2. 


#0: 


Locality: 
Region: 
Country: 


Vater Level: 


M2 Clanway 


5' single RCP under the M2. 


9,UE: 


End 


Follow cycl 
UBD:173K12, 


Other side 
Marsfield 
NSW 

Australia 
Slimy-Shoe 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
Access: 
land 


bushes 
Locality: 


Region: 
Country: 


Water Level: 


2002 dTrog. 
0.5/5.0 

1995-12-31 
2002-06-30 


M2 Doublede 
3 x 10' rec 


A 10'w x 4'h double decker drain, 
5,UA: On Westmore Dr, 


having a high power transmission tower. 


[Sw:233H10, 
GPS:-33.760 
Carlingford 
NSW 
Australia 


TEL=78m. 
of Vimera Rd. Walk thru cycleway tunnel under 


eway to next bend. 
Grg:251K12, 


Look thru fence [Sw:235B12, 
GPS:-33.7646906636,151.105018175]. 


of M2. Swampy. 


13:00:00 
14:00:00 


cker 

t drains. 

coming in from the roof. 
near Dickson Av Over fence onto 


Go S down into 


UBD:171P10, Grg:249D10, 
03624,151.034633186]. 


Swamp at either end 


To-Do: Explore roof-entering drain!. 

Found: 2004 Pandaman. 

Rating: 2707540 

Created: 1995-12-31 13:00:00 

Modified: 2004-08-20 14:00:00 

Name: M2 Marconi 

Description: 5.5' RCP. MPL=276m. TEL=276m. 

Features: Big Grille rooms, a short steep slide. 

Access: 9,UE: NW side of Khartoum Rd under the M2 [Sw:235K17, 
UBD:194C01, Grg:282H01, GPS:-33.7767341073,151.127223957]. 

#0,UX: Back of GEC Marconi Bld [Sw:235L18, UBD:194D02, 


XWPT]. 
Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
Access: 

Rds. 


fence 


Grg:282J302, GPS:-33.7792005313,151.127537376, XED; XNL, 


Macquarie Park 

NSW 

Australia 

1998 Mr India. 
2.0/5.0 

1995-12-31 13:00:00 
2004-08-21 14:00:00 


M2 Tollplaza 

3 x 7'h rect underneath M2 toll plaza. MPL=187m. TEL=524m. 
Some churn blocks at end. 

0,UE: Valley on Talavera Rd, between Herring & Culloden 


Enter drain where creek passes under road, to avoid the 


[Sw:235F14, UBD:173P14, Grg:252D14, 
GPS:-33.7699324575,151.115797253]. 


#9: Opens other side M2. 


oocality: 
Region: 
Country: 
Water Level: 


North Ryde 
NSW 

Australia 
Slimy-Shoe 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Hills, 


the 


8ft. 


Features: 
random 


hollow 


Access: 
northern 


1998 Trioxide. 
2.0/5.0 

1995-12-31 13:00:00 
2004-10-09 14:00:00 


M2 Twin Junction 
Short twin concrete spillway off Junction Rd, Winston 


built during construction of M2 Motorway in the event of 


creek beneath overflowing. TEL=55m. 
Height of both twin tunnels is 5ft. Width is a generous 7- 


U2. 
Lots of concrete, bongs, a burnt telephone book, other 


garbage. Also a hole in the roof which goes up into the 


structure abov 
possible). 


North-eastern end of Junction Rd, Winston Hills. Park in 


(pretty tight for a person to access but 


end of Asquith Ave. [GPS:-33.769022,150.994585] 
[GPS:-33.768555,150.994282] [UBD:170,P15]. 


Locality: 
Region: 
Country: 
Care: 

is 


Water Level: 


History: 
mid-1990s 


below. 
To-Do: 
hollow 


Notes: 
beneath. 
Found: 
Rating: 
Update: 
south-end 


fence and 


underneath 


Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 
[Sw:274] 


ERI 


13, 


#9: 
to 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Winston Hills 

NSW 

Australia 

Don't trip on the random, assorted garbage. Northern end 


guarded by a railing with a short fall after it. 
Dry - Dry 
Built during the construction of the M2 Motorway in the 


to redirect overflowing water from the creek running 
Get a video camera and put it on a pole to see what the 


upper level looks like ;) 
To be done alongside Undercover Brother, which runs 


2010 Red 
0.5/5.0 
2011-04-08 14:00:00 (Red) - Currently inaccessible from 


due to M2 upgrades; unless you want to jump a temporary 


cleared vegetation. Enter from north end via the creek 


- AKA Undercover Brother. 


2010-07-19 14:00:00 
2011-04-08 14:00:00 


M4 Boundary Creek 

Twin 6x8' rect under M4 to chamber. MPL=131lm. TEL=232m. 
8' chamber d/s end. 

0,UE: Canal N side Parramatta Rd opp Telopea Ave 


Opens other side M2. Follow creek to golf & tennis areas 


obtainium lost balls. 
Homebush West 

NSW 

Australia 

2003 FeNix. 

2.0/5.0 

1995-12-31 13:00:00 
2004-09-21 14:00:00 


UBD:232M05, Grg:340G05, GPS:-33.8570817113,151.068066981]. 


Name: M4 Deakin Park 


Description: 6' RCP runs under M4 to small chamber then 3' rect to 
gutter box. 

TEL=200m. 
Access: 9,UE: Canal, Deakin Park, Beaconsfield St (N of M4 near 


Silverwater Rd) [Sw:273M07, UBD:212C15, Grg:309H15, 
GPS:-33.8416890816,151.043451248]. 
#1,AX: Gutter box up rect 


section. 
Locality: Silverwater 
Region: NSW 
Country: Australia 
Water Level: Shoe (in rect) 
Found: 2003 FeNiX/nexXus. 
Rating: 2075.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-09-24 14:00:00 
Name: Macka's Tomb 
Description: Boring 6ft rcp, becomes web infested redbrick. 
Features: Connects to Hexudus if you go far enough up it. 
Access: Follow south side of Gardiners Creek upstream from Toorak 


Rd, 
then cross creek using stepping stones. [Mel1:59F5] 
Region: VIC 


Country: Australia 
Nearby: Hexudus, Big Bastard. 
Rating: 0.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2007-07-04 14:00:00 
Name: Macquarie Drain 
Description: Three big but short parallel rectangular drains. 9'h. Goes 
under 


Macquarie Shopping Centre. TEL=400m. 
Access: 0,UE: From Waterloo Rd, opposite Macquarie centre 
[Sw:235H18, 


UBD:194A02, Grg:282F02, GPS:-33.7789801571,151.120166748]. 


#9,AX: Lower end access is via knee deep duck pond. 


Locality: North Ryde 

Region: NSW 

Country: Australia 

Found: 1993 Diode. 

Rating: 2.0/5.0 

Created: 1995-12-31 13:00:00 
odified: 2004-08-20 14:00:00 


Name: 


Description: 


Club. 
Features: 
can 
Access: 


the golf 


down into 


course 


Locality: 
Region: 
Country: 
Care: 


Vater Level: 


Madonna 
8' double barrel drain underneath Bardwell Valley Golf 


Approx. 250m long. 
Funky 8' corrugated iron pipes, middle chamber which you 


climb into the other barrel, chimney-like shaft, shopping 
trolleys, mud, giant pollution cage. 
D/S- from the corner of Pile St and The Glen. Walk up to 


course to the group of shrubery, and navigate your way 


the drain. There is a small path to make it easy for you. 
GPS: -33.937377,151.128308 
U/S- from the pollution cage in the middle of the golf 


(GPS: -33.937763,151.125797) 
Bardwell Valley 

NSW 
Australia 

Slippery! Bats! Rubble! Golfers! 
Slimey - Shin 


Notes: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


has some 
some 
slide and 
in the 


Features: 
squeeze 


side 
several 
sealed by 


(Thinking 


Possibly found by Siologen, year unknown. 
2009 Curly 

3.0/5.0 

2009-12-05 13:00:00 


Maggots Poo Shooter 
Beddie St Bender 
6ft Corrugated RMP (Round Metal Pipe). 


Mainly metal but 
concrete and box sections too. Plenty of short slides, 
pretty steep. MPL=lkm or so before heading up a steep 
shrinking down to 2-3ft and shooting off into the distance 


direction of the Jail. 
Pretty heavy metal swing grille on the outlet but can 


around it. Mainly 1800mm spiraled steel pipe sections. No 
pipes, bunch of grill rooms, some pretty cool. Also, were 


small "rooms" above the drain that look like the are 


gatics, visible through access shafts in the roof. 


have been 


pits 


right 
farm 
Access: 
attacked 
gates. 
paddock. 
Locality: 
Region: 
Country: 


Care: 
to the 


Eek!: 
inside 


Water Level: 


Cond: 
History: 
To-Do: 
Notes: 
here: 


to be 


water, also 


it with 
might be 
Found: 
Rating: 


Created: 
Modified: 


about it now, shoulda climbed up into them, they may 


going into some kind of tunnel above, or could just access 
to the drain). 


Could not check 
the downstream of this today as there were sewer workers 


near it's inlet. Looks to run underneath/into the sewer 


though. 
Outfall located here: [-33.4036446,149.5729566], Best 


from the corner of Commonwealth St and Morrisset St, then 
heading through the small paddock next to the sewer farm 


Trench opens up on your right halfway through this 


Downstream inlet is here but size/length unknown: 
[-33.4027668,149.5738792] 

Bathurst 

NSW 

Australia 

Sewer farm workers, neighboring houses, busy-ish road next 


paddock. 
Heavy metal swing grill on entrance. Harder to open from 


than outside, but able to be scooted around by the slimmer 
members. 

Dry-shoe. 

Good, actually looks pretty new in some parts. 

Found from intel from Maggot. 

Sus out the poo farm section of this drain. 

There is a 5.5 ft outfall located further along the river 


[-33.4048783,149.5800376], but it is shin deep and appears 


sewer by the surrounding toilet paper and gunk in the 


has a large locked pumping station located directly above 


ladders and pipes heading down into it. Looks like there 


a Similar one here: [-33.4060483,149.5822357] 
Maggot: 2015. First explored: DC 2016 
3:0 /5:.0 


2016-10-30 08:20:50 
2017-02-16 16:45:59 


Name: 
Alternate: 


Description: 


Like 


backbreaking 4'h 


Access: 
Freeway, 


until end. 


metal 


walk 


partly 


Locality: 
Region: 
Country: 


Notes: 
Found: 
Rating: 
Update: 
topped 


along 


of 


around 


Chickenpox and 


Created: 
Modified: 


Water Level: 


Magic's Linear Accelerator 
Magic's Linear Acc. 
Uncertain, either a sewage overflow or a stormwater drain. 
Fortress, but without the rooms, and much narrower. Roof 
sometimes supported mine-style by timbers!. 4 x 
sections. Hardcore. MPL=1.219km. 

0,UE: Around fence and down service road parallel to F3 
cnr Burdett and King Sts, past ChickenPox, and follow 


Look around 


door - that 
GPS:-33.696 
9,UX: Manh 
GPS:-33.700 


back to car 


for settling tanks. Look for small cliff with 


"s it [Sw:215F02, UBD:133P14, 
8349816,151.118442533]. 

ole [Sw:215L03, UBD:134D15, Grg:192J15, 
5042248,151.130855817, XED, XNL], then a 3.03km 


Grg:192D14, 


is advisable to 


s if parked near entrance. It 


pop the manhole first. 


Update 2009 
Hornsby 
NSW 
Australia 
Ankle-Death 
This may be 
1996 Magic. 
4.0/5.0 
2015-04-26 


with barbed 


the service 
multitude o 


Alternate a 
Coonanbarra 


There is al 


- Curly: Now has a lock on the metal door 


getting bricked up again. 


14:00:00 (Scarecrow) - There is a new RMS fence 


Burdett. 


-wire at the corner of King and Access 


road is no longer a walk-in. Gate contains a 
f padlocks for various services. 


ccess is from the end of the pathway at the end 
Rd (other side of the freeway). 
"Odor Reduction' 


so Sydney Water work happening 


Magic's. Temporary site huts are located between 
Magic's (April 2015). 
1995-12-31 13:00:00 


2015-05-18 


14:00:00 


Name: 


Description: 


Features: 
outfall 


Access: 
The 


until 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


down a 


Water Level: 


Magical Fairy Cave 

A drain flowing into a cave of magical proportions. 

MPL 50m + more upstream 

The natural rock walls, brick pillars, slippery waterfall 


into natural bush. 
Access by gutterbox grille on The Outpost, near corner of 


Palisade, Northbridge. 
[GPS:-33.805537,151.212913] Or from there bush bash east 


you find the outfall, listen for water. 

Northbridge 

NSW 

Australia 

Moss-covered slippery rocks. 

Everyone else should be fine, but the drain doesn't like 
Scarecrow; it dropped a rectangular steel grille on him 


shaft. Owww... 


Cond: 
History: 
and 


camera. 


Notes: 
but if 


more 
Found: 


Rating: 
Created: 


Name: 


Description: 


the 

Cave! 
Features: 
Access: 


access 


Grg:339G604, 


Slimey - Ankle 
Magical 
2 boys once saw Curly in the drain wearing a fairy outfit, 


one of them yelled out, 'A fairy!', and they ran to get a 


There is a single gutterbox entry on the side of the road, 


you look 2m on the other side of the grass you'll see 2 
which are also entry points. 

2008 Curly 

30/50 


2010-01-10 13:00:00 


Magpies Drain 
5.5"h narrow covered redbrick canal under Lidcombe Oval, 


original home of Wests Magpies (rugby league). Turns into 


RCP. MPL=120m. TEL=120m. 
Bonus 4.5'd RCP at access point. MPL=180m. TEL=180m. 
9,UE: Canal cnr Boorea St & Olympic Dr. 4.5' RCP is at 


point. Go u/s for 5.5'. [Sw:273L12, UBD:232B04, 
[GPS:-33.8529971228,151.040674985]]. 


Update Fl@sh 2010: 


Bonus access point: End of Church st near entry to 
basketball 
courts driveway @ Lidcombe Oval. 
See swing grill in cul-de-sac here: 
[GPS:-33.856389,151.038576] 
Drop in then head upstream to under rail goodness. 6-7ft 
brick 
with sprayed roof. 
Locality: Lidcombe 
Region: NSW 
Country: Australia 
Vater Level: Slimy-Shoe 
To-Do: Follow 4.5' to its bitter end. 
Notes: Found by Predator after his passing with dTrog working 


from his 
"To Do" notes. All finds based upon Preds notes will be 


credited 
in his memory. 
Nearby: Ghost Train & Beads. 
Found: 2004 dTrog/Predator. 
Rating: 2.0/5.0 
Created: 1995-12-31 13300200 
Modified: 2010-12-21 13:00:00 
Name: Manly Non. Incl Seaview 
Description: Two "don't bother" drains off Queenscliff & North Steyne 
beaches. 
Access: Manly Non: Sea drain from Manly Lagoon. Access via 3 
concrete 


pillars on N end Queenscliff Beach [Sw:239F20, UBD:198C04, 
Grg:288H04, GPS:-33.7859282742,151.288899504]. Some 


openable but 
may need shifties. Two parallel 4'h tunnels. 
#Seaview: Sea exit 


on beach opposite Steinton St, North Steyne 
[Sw:259F04/260F04, 

UBD:198C08, Grg:288H08, GPS:-33.7935385161,151.287570661, 
XED, 

XNL, XWPT]. Small room, 2' dia RCP. 
Locality: Queenscliff 
Region: NSW 
Country: Australia 
Water Level: anly Non: Tidal, Shoe-Death. 
#Seaview: Shoe 
Notes: The 2 round manholes in footpath above Seaview seem to 
have gone. 
Nearby: Unlisted: Queenscliff Wormhole, a 15m tunnel drilled by 
fishermen 


to get around headland. Go past bath and head towards 
headland 


[Sw:239G20, UBD:198D04, GPS:56H 341668 6260055, XED, XNL, 
XWPT]. 
*Course: ==<Manly Reservoir ==<Manly Lagoon == Manly Non. Incl 
Seaview ==<Tasman Sea. 
Found: 1994 Predator/Diode. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-09-27 14:00:00 
Name: Marayong drain 
Description: 8' ft high RCP extremely vandalised outfall. 
Features: large junction room. side guttenbox in man passageway with 
heavy 
gutter grill. 
Access: Head 40 meters West of the corner of Curran Rd & Richmond 
Rd. 
[GPS:-33.753943,150.890142] 
Locality: Marayong 
Region: NSW 
Country: Australia 
Water Level: Shoe - Shin 
To-Do: re explore and map it. 
Found: 1999 Stray, Tyr, Trioxide 
Rating: 2.0/5.0 
Created: 2010-01-31 13:00:00 
Name: Marion St 
Description: Plain tiny drains, only explored for bunker thirst. 
Features: 2X 5Ft Twin RCP'S D/S Turns into one 6Ft RCP with some 
interesting Junction rooms eventually turning into a 4ft 
Shrinker. 
Access: 0,UE: Gutter grille opp 46 Allison Av [Sw:312Q01, 
UBD:271E01, 
Grg:398E01, GPS:-33.9177898953,151.007998721]. Grille is 
hinged 
and moves easily. 5'6" here. About 1km to inside Bankstown 
Airport fence at cnr Birch & Allingham St. 
[GPS:-33.919539,150.997391] 
Locality: Bankstown 
Region: NSW 
Country: Australia 
Water Level: Dry-Shoe 
To-Do: Go d/s to airport exit, which is 3 x 5' rounds, to canal. 
Canal 


must become drain in airport. 


Notes: 
this 


Found: 
Rating: 
Update: 
into one 


turning 


Created: 
Modified: 


Name: 


Description: 


Access: 
bridge. 


UBD:254L01, 


Locality: 
Region: 
Country: 


Notes: 
tidal", 


Ta 


Explore the 


Nearby: 
ills) == 


==<Iron 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
becomes an 


two 


Vater Level: 


All the grates on S side Caloola St lead directly into 


drain. 

1995 Diode/Predator. 

AOOO 

2010-11-08 13:00:00 (What) - 2X 5Ft Twin RCP'S D/S Turns 


6Ft RCP with some interesting Junction rooms eventually 


into a 4ft Shrinker. 
[GPS -33.919539,150.997391] 


1995-12-31 13:00:00 
2010-11-09 13:00:00 


Marion Twins 
Drain running under Marion St. 
9,UE: 6' round entering Hawthorne canal, near Marion St 


Soon splits into two 5' rounds [Sw:296B05/063B05, 


Grg:373F01/015A01, GPS:-33.8839545933,151.14503523]. 
Leichhardt 
NSW 
Australia 
Shoe 
Hawthorne Canal north of Parramatta Rd is "freshwater 


high tid 


causes the water in the drain to back up. 


canal during low tide. 


*Hawthorne Canal Course: Hawthorne System == (Gorgie 
Hawthorne System == (Leichhardt Drain) == (Marion Twins) 
Cove. 

1997 Siologen. 

0.5/5.0 


1995-12-31 13:00:00 
2004-09-27 14:00:00 


Maryfix Creek 
Very short but wonderully varied culvert. 
Twin 7ft rcp inlets with a smaller overflow rcp that 


'A' shaped arch; twin rectangles leading to an amazing, 


work 


Access: 


Fairview West 


mangled and 


Locality: 
Region: 
Country: 


waterfalls 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Features: 
Access: 
Kororiot 


Region: 
Country: 
Nearby: 
Rating: 
Created: 
odified: 


Name: 


Description: 


open 


concrete 


5' RCP 


Features: 
Access: 
15m 


20m 


Vater Level: 


Description: 


decker waterfall, then twin 9ft rects with 


sided, tripl 


lights still strung from the ceiling. 
Head over fence and down towards railway lines from 


just to the west of Latvia Court. Inlet grilles were 


passable. [Mapart: 472 M40] 

Cooksville 

ON 

Canada 

Ankle, though you'll likely get wet climbing down the 


Enter and explore the drain just upstream of this. 
2003 

4.5/5.0 

1995-12-31 13:00:00 

2007-01-06 13:00:00 


Marz's Tomb 

3ft high rectangle, get bigger after 20m 

Lots of waterfalls, changes to RCP. 

Enter Burnside park from the Western Fwy and head down 


Ck. [Mel:25Co6] 

VIC 

Australia 

Alien's Tomb 
3:39/55.0 

1995-12-31 13:00:00 
2007-07-04 14:00:00 


Mask Thing Cave 
Short drain, 4.5' RCP travels under Malsbury Rd to meet 


creek with 5' SRA brick arch under tracks then 5-5.5' 
culvert. This passage is quite short but has an adjoining 
that shrinks to 4.5'. 

MPL: 40m 

TEL: 80m 


Old graff, redbacks, train listening, greenery 
park in Green vale Grv for downstream entrance, walk about 


through reserve, 


nter outfall. Exit in open creek, walk 


upstream to Marillian Ave 

GPS:-33.715385,151.099469 
Locality: Normanhurst 
Region: NSW 
Country: Australia 
Water Level: Shoe - Dry 
Found: Rascal 09 
Rating: 2.0/5.0 
Created: 2009-12-28 13:00:00 
Name: Mass Extinction 
Description: Begins as small RCP in sandstone wall in Cooper Park. 
Opens to 5' 

RCP then into 6'x3!' sandstone corridor. Then turns into 
another 

small RCP sloping upward and left before becoming more low 
3-4! 

high sandstone brick corridor. 
Features: Fantastic sandstone corridor. Old artefacts (old coins, 
weights 

etc) imbedded in streamway. Leave them there for others to 
enjoy. 
Access: 9,UE: View St, path down to Cooper park, in high 


sandstone brick 


wall. Entry [GPS:-33.887786,151.252531] [Sw:298K06/068K06, 

UBD: 257F02/025L04, Grg:377F02]. If you can't find it, 
follow the 

creek up from below. Small RCP into sandstone wall on RH 
end 

(from Bondi Junction side) of park. 

1,NE/NX: Locked grille in Edgeciff Road opposite Holy 
Cross 

Girls School. Also dodgy as Edgecliff Rd is quite busy. 
Grill 

exit [GPS:-33.889444,151.252351] 
Locality: Voollahra 
Region: NSW 
Country: Australia 
Care: Large sandstone block at beginning of Sandstone Corridor 
ready to 

fall in. DO NOT TOUCH!! DO NOT LINGER UNDERNEATH!!. 
Eek!: Large block in roof ready to crush you if you stand 
underneath 

and poke it? Cockroaches and spiders. 
Vater Level: Ankle. Water may come from natural spring 
History: Prob mid-late 1800s. Built to protect a natural spring?. 
To-Do: Push small RCP at end. Break lock on grille exiting onto 

Edgecliff Rd. Identify route of drain on surface. 
Nearby: *Course: Mass Extinction == Vault Drain == Havyatts/ == 


Clogged 


Found: 
Rating: 
Created: 
Modified: 


Clam ==<Double 
2004 Syme/Bul 
5.0/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Bay. 


lwagon/Lazyboy. 


Name: 


Description: 


Features: 
waterfall. 
Access: 
oval 


here, at 
which 

Both 
grill 
Locality: 


Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Maw, The 


9,UE: In the E 


[Sw:272E19, UBD:230K11 


Outfall (updated) at 
[GPS:-33.869142,150.98 


runs above The Maw exi 


drains meet up here, at 


Fairfield 
NSW 
Australia 
Shin 

1999 Hatchet. 
3407540 

1995-12-31 13:00:00 
2012-06-04 14:00:00 


East 


(Donald St) 


, Grg:337El11, 
GPS:-33.8685018299,150.979603057]. 
[GPS:-33.868623,150.979406]. 


3072], 


sts. 


side of Knight Park, 


[GPS:-33.869546,150.985812]. 


Drain with a very spectacular entrance. TEL=300m. 


12' hallway shaped entrance, grilled roof, and 5' 


N of the 


Grill 


can be opened and a new drain 


It is ~4ft-high by ~8ft-wide. 


Large 


Name: 
Alternate: 


Description: 


one of 


Features: 
Rooms, 


junction 


redbrick 


Mummy, 


diversion 


Maze 


Incorporates Lower Maz 
The best known and mos 


the most expansive sys 


and Room 


t loved drains in Australia. 


The Room, Lower Maze, 


Camberwell Junction. 


Upper Maze, 


rooms, old sections mixed with new. 


pipes, oviforms, 
staircases, 


Covered Canal, RBP. 


rectangles. 
shape changes galore!: 


Has canal 


Also 


tems in the world. 
Dodgy Deals, 


Swipes 


Overflows, 
Arch, Hallway, 


outlet with 10' 


Dozens of large side tunnels, 


Covered canals, 


slides, graff, 


Oviform, 


diameter 


into 
pipe. Huge 
Area: 


Access: 
and 


Evansdale 


fence. 


Avenue 
[Mel :45H-10] 


redback 


the 


Locality: 


Region: 
Country: 


Water Level: 


avoided by 


in water 
Cond: 
History: 
drains: 


the huge 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


tunnel that leads to a huge waterfall, then onto The Room, 
which the canal re-enters via a 12' diameter redbrick 


outlet into the Yarra. A good 3-4 hours of exploration. 


1: Head into Grace park, over to canal overpass. Climb in 


a 


ead u/s to the Lynch St diversion entrance. [Mel:45B-10] 
[GPS:-37.820362,145.027841] 
2: For huge downstream rbp inlet follow canal d/s for 20 


minutes. [Mel:45A-10] Or: Next to flats on west side of 


Rd, between Railway Place and Austin St, over wooden 


[GPS:-37.823167,145.023002] 
3: Hardcore entrance. Enter with the flow at the Ryeburne 


Retarding Basin. Gradually gets bigger. Fenced off. 
[GPS:-37.819800,145.055054] Note: may be infested with 


spiders. 
4: Outlet, northeast corner of the Swan Street bridge on 


northeast bank of the Yarra River. [Mel:45A-11] 
[GPS:-37.826252,145.022694] Note: this is either a swim-in 


boat-in. 

Hawthorne 

VIC 

Australia 

Mostly dry, wet section at bottom of waterfall, can be 


doing the splits. The Room is usually an inch or so deep 


Amazing! 
Was until the early 1990's considered to be two separate 


Maze and Room, both devided by the lack of a ladder down 


waterfall in Lower Maze, just upstream of Room. Eventually 
Melbourne Water installed a ladder. 

Slide and Punctual. Elgin St Bridgeroom. 
1987 Blade/Cobra/Dougo/Sloth/Woody 
0.0/5.0 

1995-12-31 13:00:00 


2003-12-31 13:00:00 


Measles 


Description: 


Last 120m 


lids. 


Access: 
Native 


#9:UX: [Sw:NDR, 


Locality: 
Region: 
Country: 
Eek!: 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


channeling 
lake 
drain. The 
mainly 

a 

lake 
street 
Features: 
bridge 
like 


Access: 
and 


the 


of 


Water Level: 


5.5' rect running under Bonaria Reserve Playing Field. 
is 6'h rect and spraycrete ceiling is peppered with tin 


MPL=335m. TEL=335m. 


0:UE: Bonaria Reserve Playing Field. Creek exiting from 


Gardens, SW cnr goes under playing fields. [Sw:NDR, 
UBD-Wg:066A06, Grg:NDR, GPS:-34.6842759686,150.853816616]. 


UBD-Wg:066A05, Grg:NDR, 
GPS:-34.6823213401,150.854936684, XED]. 
Kiama 
NSW 
Australia 

Methane producing sludge at d/s end. 
Shin at d/s end 

2005 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 

2005-12-17 13:00:00 


Mechanic 

Smiths Lake North 

Large drain with old and new sections. Responsible for 
storm water run off from surrounding suburbs into Smiths 
which is a compensating basin for the claisebrook main 
system runs for quite someway through some large chambers 
staying as a 6ft rectangle shape for 700ms before hitting 
junction with 2x 5ft RCPs. The left RCP heads west towards 


monger and the right RCP continues north following Charles 


MPL=700ms 
s and weird 


and is believed to join dog swamp in Yokine. 
2 x large chambers with old school brick wall 


like roofs. 
waterfalls. 


Scenic grilled entry. Old school curbs. Mini 
Heaps of old spark plugs laid out ina line 


someone is working on a car. First aid kit. Side-pipes. 
Lift grille above ladder closest to the corner of Bourke 


Kayle streets north Perth. Walk to the lake and look for 


large sloping grille on the north side of the lake. Heaps 


Locality: 
Region: 
Country: 
Care: 
especially if 


wood 


trying 


Eek!: 

Water Level: 
Cond: 
History: 

ain 


in North 
drained 
was 

many 


area 


creating the 


The small 


that 


To-Do: 
Notes: 
it could 


Found: 
Rating: 
Created: 


Name: 
Description: 
Steps 


Features: 
Access: 


parking around the lake. 
[GPS:-31.932103,115.850919] 

North Perth 

WA 

Australia 

The grille is heavy and could possibly fall in - 


trying to open from below. I'd recommend using some for of 


or barricade to cover the missing the grille rather than 
to replace it. 
Spiders, frogs, 
Shoe - Shin 
Untouched 
Smith's Lake is a compensating basin on the Claisebrook 


mechanical ghosts. 


Drain, located on the corner of Bourke and Kayle Streets 


Perth not far from Beatty Park. In the 1920s the lake was 


to allow the area to be "developed". The former lake bed 


used for market gardens for many years though by the 1950s 


of the market gardens has been overtaken by weeds and the 


was considered an unsightly swamp. The Perth City Council 
acquired the land in the area, using the former lake as an 
uncontrolled tip for some time before leveling and 


park and surrounding housing blocks which remain today. 


portion of the swamp land that was developed to form a 
compensating basin for the Claisebrook Main Drain is all 


remains of the former wetland. 
Follow the 5ft RCPs further. 
Great drain to escape the heat in. 


Oh yeah, if you visit 


you put my name up - 
Delo aka Delson McDeldon 
4.0/5.0 

2015-01-05 13:00:00 


I forgot a pen! 
2015 


Mega Stairway 


Tidal drain that until the discovery of Roxy's Tomb, 172 


etc had the best and longest staircase. 
6ft hallway entrance, rcp sections, rusty walls, 
On beach opp Royal Ave. [Mel:76H12] 


stairway. 


Region: 
Country: 
Care: 
further 


Water Level: 


waves. 


Rating: 
Created: 
Modified: 


Name: 


Description: 


to 


Features: 
stone 


Access: 
laJ12] 
Region: 
Country: 
Care: 


Water Level: 


Nearby: 
Bowels 


Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
but wet 


Access: 
Region: 
Country: 


Rating: 
Created: 
odified: 


Water Level: 


VIC 
Australia 


Can be fun, is dangerous. Entrance may have been extended 


out to sea since last update. 
The entrance is very deep, you'll need to run in between 


Do at low tide 
1.5/5.0 

1995-12-31 13:00:00 
2007-07-04 14:00:00 


Melbourne 
Old system that runs under Melbourne CBD, little brother 


nearby City Drain. 
Small twin 5ft rectangle outlets, bets bigger, includes 


hallways, balloons, and a big waterfall. 
20m upstream of City tunnel on the River Yarra. [Mel: 


VIC 

Australia 

Being seen and getting up the waterfall. 

Do at low tid Wade in entrance 

City, Bobs Tomb. Swan St and Rusco's Bridgerooms. Shrine 


and Fountain. 
3.0/9.0 

1995-12-31 13:00:00 
2007-07-04 14:00:00 


Melton 
2 X 8ft Rectangles. 
Good entrance. Similar to the twin rects in Mini tenth, 


and rocky. 

Follow creek downstream from Barries Rd(J10). [Mel:114J11] 
VLC 

Australia 

Shin at outlet 

0.0/5.0 

1995-12-31 13:00:00 

2007-07-04 14:00:00 


Name: 
Alternate: 
Description: 


through 
off into 


Features: 
rep...canal at 


Access: 
walk ...go 


Locality: 
Region: 
Country: 
Vater Level: 
Cond: 

To-Do: 
Found: 
Rating: 
Update: 
around the 


collapse. 


reo bars 


eyes 


Created: 
Modified: 


Name: 
Description: 
upstream 


Metallica 

Forest Canals 

Essentially 200m of 6ft high, 6ft wide brick lined covered 
canal... MPL = 200M TEL = Undefined....from within drain a 
winding 4ft rcp disappears into the never never..... 50m 


open canal at end another 4.5 rcp does the same, spirals 


the distance 
'Metallica' spraypainted at junction with small 


u/s end becomes a forest 
Canal at corner of Legge and Leslie St's....enter, 


good explorer 
[GPS:-33.93024956219848,151.0861073434353] 

Roselands 

NSW 

Australia 

Dry 

good 

Follow both smaller rcp's to their unknown destinations 
2008 Hatsumi & Scarecrow 

2.0/5.0 

2011-01-08 13:00:00 (Red) - Care: The drain ceiling, 


middle of the drain length, looks like it is about to 


Concrete has cracked and fallen, revealing a great many 
which are now bent downwards and anyone not keeping their 
open might end up with a nasty eye or head injury. 


2008-12-09 13:00:00 
2011-01-21 13:00:00 


Metamorphic 
3x 5ft Square concrete pipes that converge to 1 large 


junction room, as yet to b xplored side pip 


Interesting metal 


pumpworks 


Features: 
pool. 


patterns 


Waterfalls 


boxwork in downstream sidepipe. Open sections and small 


operation. Jacked upstream section. TEL=400m 
A large junction room with 2 waterfalls and a shallow GPT 


Strange boxwork in downstream sidepipe. Interesting roof 


in upstream section. Structurally supported section. 


end. 


section. 
Access: 


right side 


lot, 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
History: 


remediation 
bigger 


LO=DO# 
Found: 
Rating: 
Created: 


Name: 
Description: 
Access: 
manholes 


#2: Second manhole behind 


#9,UX: Creek 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


sound like working machinery when heard from downstream 


Guard dogs that try to attack from above. Old pump works 


Enter the Cooks River canal at the end of Gregory St South 
Strathfield. Walk downstream about 10m. Entrance is on 


of canal. {UBD 233, A5) [GPS:-33.893548,151.076624] 
Upstream entry through large section of grilles in empty 


opposite 53-57 Cosgrove Rd [GPS:-33.892371,151.072859] 
Strathfield South 

NSW 

Australia 

Security guards & Guard dogs. 

Shoe - Ankle 

Drainage system thats part a 2 stage system. Still under 
construction at time of find. Part of Enfield water 


project. Was listed in KD until entry was removed. Now 
better and renamed. 

Explore Semiflooded Sidepipe further 

2008 Ghost 

3.0/5.0 

2009-07-13 14:00:00 


Midgee Drain 
4' RCP near Epping Boys High oval. MPL=182m. TEL=250m. 
1,UE: Crimea Rd, bottom of hill. Pop the N of 2 x sq 


[Sw:235A13, UBD:1730313, Grg:251J13, 
GPS:-33.7679882053,151.101911515]. 


houses. Hardcore [Sw:234R13, UBD:173H13, Grg:251H13, 
GPS:-33.7668744099,151.100435315, XED, XNL, XWPT]. 


to the N, 
Epping 
NSW 
Australia 
Shoe 
2002 dTrog. 

0.5/5.0 

1995-12-31 13:00:00 
2002-06-30 14:00:00 


or hardcore it until 2nd manhole. 


Name: 
Alternate: 
Description: 


TEL=160m. U2. 


Features: 
with 


drain 
collapsed 
the 
Access: 
more 
nearby 
and 


third 


presently 


outfall 


7pm. 


Locality: 
Region: 
Country: 
Care: 
spikes 


notably 


Eek!: 
Water Level: 
Notes: 
first 


regular 
Found: 


Rating: 
Update: 


Created: 


Midnight Cinema 

Macquarie University Drain 

6ft RCP drain running through Macquarie University. 
Step-irons down from upstream drain entrance. 3-4m shaft 
grill (padlocked). Several random pipes entering into the 
from various sources but one was so rusted that it has 
and looks cool (somewhere along the northern wall inside 
drain). 


Upstream access via four (4) liftable grates at 
[GPS:-33.773105,151.1119] but watch your step. A second, 


hardcore, approach is through one of the GBGs on the 
street, probably this one at [GPS:-33.773051,151.11218] 


sliding through a 2ft RCP for about 15ft into the drain. A 


accessible point is possible via a grill at 
[GPS:-33.772873,151.112446]; however, this grill is 


padlocked. The easiest and safest way in is via the drain 


at [GPS:-33.77234,151.113321] but you will get wet! 


Parking on or near university grounds is expensive befor 
However, parking is free on Talavera Rd after 7pm. 
Macquarie Park 

NSW 

Australia 


Security regularly patrol university grounds. Some rusted 


sticking out in random places throughout the drain - most 


near the upstream end. 

Lots of cobwebs and some giant spiders! 

Shoe - Ankle 

The name 'Midnight Cinema' was chosen as this drain was 


xplored when Macquarie University was having one of its 


outdoor film screenings immediately next to drain outfall. 
2011 Annapurna & Red 

2.0/5.0 

2011-09-12 14:00:00 (Red) - Drain can be used to get into 
Conception Day celebrations for free - 
http://www.campuslife.mq.edu.au/conceptionday 


2011-03-04 13:00:00 


Modified: 


Name: 


Description: 


windows. 
enter a 
Features: 


Access: 
100m W 


~ 
n 
= 
N 
x 
A 
(ga 


08, 


Locality: 
Region: 
Country: 
Notes: 
Nearby: 


Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
Access: 

the 


Region: 
Country: 
Nearby: 
Rating: 
Created: 
odified: 


D/s end 


"Penitentiary". 


2011-09-18 14:00:00 


Midnight Express 
Long RCP, 5', 7', room, 6' bifurcated with overflow 


Followed by a 10m open section, then three 5'5 RCPs that 
big room, then turn into 2 x 6' RCPs. TEL=1.3km. 


Not unlike a Canberra Drain. 
0,UE: In large nature strip/park, N side of Maquarie Rd, 


BDID. 


Cl 


of Dahlia St roundabout, opp 134 Macquarie [Sw:271E03, 
UBD:209J11, Grg:305J11, GPS:-33.8317532435,150.938449025]. 


is the same d/s end as Midnight Express, 100m up 
canal which is 80m W of the cnr of Britton & Long Sts 


UBD:209J16, Grg:305J16, GPS:-33.8436132766,150.938639408, 


XNL, XWPT]. L two are "Midnight Express", R is 


Greystanes 

NSW 

Australia 

Extensive waypoint & reference list available from dTrog. 
*Course: Midnight Express/ (Penitentiary) ==<Prospect Ck 


==<George's River. 
1998 Siologen. 
2.0/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Mill Park 

7ft Rep with no features. 

As above 

North of the McKimmies Rd bridge on the eastern bank of 


Darebin Creek. 
VIC 

Australia 
Lalor. 

0.0/5.0 
1995-12-31 13:00:00 
2007-07-04 14:00:00 


[Mel: 9F6] 


Name: 


Description: 


4'w and 
the 


Features: 
chamber in 


periodic 
mins = 

* Wakt 

for 30m 
inside 
manhole in 
Access: 

St & 

#2: Hinged 


slightly 


#3: Street grate in dip 


in 
park. Drop 


XNL, 


Car. 


#9,AE: 


may be 


Grg:316A14/006 


unit has 
its 


Locality: 
Region: 
Country: 
Care: 


Open channel 


Milson Park 
Long and ancient drain dimensions vary from 7'h x 2' to 


7' sq. Also joined to the rock bored drainage tunnel for 


Harbour Tunnel (Wakt Tunnel). MPL=416m. TEL=416m. 
Variation! Contains 21 shape and construction changes, 


roof, waterfall, slide, massive entrance, big CDS unit 
(pulsing) flow, (small wave down drain 1"h every 15-20 


weird). Highly eroded floor. Changes shape every 20m. 


Tunnel: At the Slide, take the small R pipe, go up this 
then a further 20m. Is good, 8', with grilles open to the 
of the Harbour Tunnel. Otherwise, pop the N concrete 


Park. 
0,UE,NX: Concrete manhole (southern) in park between High 


McDougall St [Sw:277K06/046K06, UBD:216E14/007K11, 
Grg:315K14/005K11, GPS:-33.8422159508,151.212183442]. 


grille in side gutter 50m u/s of Little Spring grille, 


dodgy as it opens out onto a clearway. 


NW cnr Little Spring St & Spring St North Sydney (actually 
Little Spring St), beneath cnr of shopping centre car 


into 6' brick oviform [Sw:277J04/046J04, 
UBD: 216D12/007G07/000ad13, Grg:315J312/005G07/000kE05, XED, 


XWPT]. Best to park car over grate and enter from under 


in Milson park, cnr Hipwood & Bradley Sts 
which has a huge vertical grille over it. The door in this 


bolted [Sw:277L06/046L06, UBD:216F14/007M12, 


B12, 
GPS:-33.8436510413,151.214141996, XED, XNL, XWPT]. 


A CDS 
been installed at this end. It often floods the outlet to 


roof. 

North Sydney 

NSW 

Australia 

Sloping ramp 45deg used to be waterfall - rope provided. 


Water Level: 


& hands 
TO-DO: 
Found: 
Rating: 
Update: 
Ft 


you 


Monte 


local 


suspended (at 


least 6 


foundations. 


around 


site meant 


the 


toa 
shimmying 


lift in 


Fors 


feasible 


Created: 
Modified: 


Name: 


Description: 


Features: 
which 


anda 


Ankle, the 3' section, may involve crawling, so wet knees 


Kill CDS UNIT!. 

1996 Mr India. 

5 0/35:0 

2015-08-12 14:00:00 (Siege) - UPDATE SIEGE 2015 
If you continue past the farmost upstream section up the 3 


Pipe that Tubbyl has obnoxiously tagged 'Grille Room 600m!' 


wont actually come to a grille room, but end up in a huge 
construction site diagonally opposite the southern end of 


St Angelo School. 
When I did this the first time in April, a junction room 
(subsequently selfishly labelled 'CJ's Junction Room' with 


construction marker paint) that I popped out of was 


original underground level) by scaffolding, elevated at 


(!!!) stories above the depths of the new building 
The next time I did this, there was only 2 stories drop 


the suspended junction room manhole getting out of the 


returning hands and knees the whole 600m and then back to 


street grill, or easily but carefully jumping the gap over 


ledge that surrounded the deep construction site void, 


along it until you could climb the fence near the Truck 


the corner with the assistance of the neighbouring ledge 


likely this comparatively hardcore exit will only be 


until September 2015, if not earlier. 


1995-12-31, -13's:0.0%.0.0 
2015-08-12 14:00:00 


Mimico Creek 
Nice 7ft high drain with groovy little slides. 
4 or 5 slides with rungs up one side, splits to a 7ft rcp 


leads to a big impassable(unless your real daring) slide; 


7ft rect that soon shrinks. 


Access: 
Lawn 


power 
side 


Locality: 
Region: 
Country: 


To-Do: 
Found: 
Rating: 
Created: 
odified: 


Vater Level: 


From where The Qu 


Rd), 


lines. 


nsway crosses Mimico Creek 


follow dirt trail down east side of creek, 


(near Park 


along side 


Drain is just beyond the QI 


of the canal. 
Mimico 

OR 

United States of America 
Ankle 

Get above slide. 

2004 Umbra 

3.5/5.0 

1995-12-31 13:00:00 
2007-06-11 14:00:00 


[Mapart: 119510] 


EW overpasses on the left 


Name: 


Description: 


Features: 
low 


Access: 


exit comes 


Locality: 
Region: 
Country: 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Water Level: 


Mini Maze 
5ft rep, with Arch sections. MPL: 
The first 200m of the left tunnel 


sections, including a loop. 


Follow canal upstream from Stanford Rd(D10). 


[GPS:-37.777342,144.902785] 
Hardcore exit here 


out across the road. 

Ascot Vale 

VIC 

Australia 

Gets a bit muddy further up 
Critts Tomb and Burbon. 


[GPS:-37.775981,144.910253], 


800m 
isnt too bad. Lots of 


[Mel :281 


Cl 


10] 


easier 


1989 Camo/Cobra/Cougar/Dougo/Rusco/Vandal 


0.0/5.0 
1995-12-31 13:00:00 
2007-07-04 14:00:00 


Name: 
Alternate: 


Description: 


better 
prepared 


Features: 
end. 


onto 


Mini Tenth 


Incorporates what used to be Knightstalkers tomb. 


Huge arched under fr 


way tunnel, 
to drive thru, at what ever speed 


to do a 17 point turn to go back. 
14' high arch with large swinging 


great to walk thru, even 


you see fit, just be 


grille gates at either 


Numerous side tunnels, 


leading to 


large ramped chamber and 


oddly 


grilles, 
a long 


Access: 
Freeway 


Rae 


Locality: 
Region: 
Country: 
Care: 

of 


Water Level: 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Access: 
Locality: 
Region: 
Country: 


Water Level: 


Description: 


twin rectangles, off of which runs Knightstalkers, an 


(envelope) shaped 8' tunnel with 3 waterfalls, various 


deep stations and grilled side tunnels. Eventually becomes 


rcp. Area: East 
Upstream end: On the southeast corner of where the Monash 


crosses over Warrigal Road. Nearest street with parking is 


St. Take the right-hand tunnel. [Mel:69F-3] This is also 
accessible to small vehicles allowing you to drive in. 
Chadstone VIC 3148 

VIC 

Australia 

Be descreet while driving in. Watch for bolts sticking out 


access ramp, they puncture tyres if driven over. 
Dry except for ankle deep outlet 

Varrigal Rd Bridgeroom, Dwellers Tomb. 

1987 Dougo/Sloth/Woody/ 

0.0/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Minion 

6ft rcp with a Waterfall, small chamber 

River outlet under bikeway near Ann st exit [159 M11] 
Brisbane CBD 

QLD 

Australia 

Tidal (shoes-death) 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Access: 


towards 


1994 Burford 
2:.5:/5%2.0 

1995-12-31 13:00:00 
2005-08-09 14:00:00 


Minnamurra Underryde 

7'sq drain that snakes underneath Ryde at Minnamurra Ave. 
MPL=161m. TEL=161m. 

9,UE: Park in Minnamurra Ave. S creek. See all those 
footbridges and car bridges - it is none of them. Head 


Ryde Rd [Sw:235007, UBD:174H07, Grg:253C07, 
GPS:-33.7549942998,151.140360525]. 


#0: Opens other side of road. 


Locality: 


Gordon 


Region: 
Country: 
Water Level: 


NSW 
Australia 
Slimy-Shoe 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
TEL=350m. 
Features: 
Ramped 


misplaced and 
Access: 

See 

are 

Misguided is 


#3,UX: Grille 


2004 dTrog. 
05750 
1995-12-31 13:00:00 
2004-10-23 14:00:00 


Misguided 
Drain that is similar in design to Hercules Pillars. 


Drain within a drain design, not unlike Hercs entrance. 


entrance, 10m long crawl spot, 6' RCP. Room full of 


misaligned drain sections. 
9,UE: Park at Peel St, walk across Holroyd Sportsground. 


canal look opposite wall for entry [Sw:272N01, UBD:211C09, 
Grg:308C09, GPS:-33.8281151177,151.002768504]. Step irons 


back towards Peel street a bit. Directly across from 


Reo. 


in misplaced room. 


Locality: 
Region: 
Country: 
Nearby: 
(Reo) 


River. 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
lower 


Features: 
Access: 


north/north 


side of 


Holroyd 
NSW 
Australia 

*Beckett Ck Course: 


CXIV == Windowville == (VeeZedOne) == 


== (Misguided) ==<Duck Ck ==<Duck River ==<Parramatta 
1995 Prowler. 

2.0/5.0 
1995-12-31 13:00:00 


2004-09-27 14:00:00 


Missing kidneys 
Corkscrew Corruggated 


Iron drain shaped that looks not the 


portion of the human urinary system when view from above. 
Currogated iron pipe, unique outfall. Telescoping design. 
1, From the corner of Sussex St & Lincoln St head 


east towards Essex st. Look for willow tree on left hand 


road with mega-grille at base of it. 
[GPS:-34.02433404943472,150.84181308746338] 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
History: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


not any 


Features: 
Access: 
Diamond 


Region: 
Country: 
Nearby: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Ginninderra 


Features: 
rooms 


Access: 
of 


cycle path 


to 


Locality: 
Region: 
Country: 


Minto 

NSW 

Australia 

Upstream exits onto railway corridor. 

Dry - Shin 

Graf free, clean. 

Entrance found 3yrs prior to exploration. 
Explore further down canal in direction of Ingleburn. 
2009 - Ghost Apr 26 

2.0/5.0 

0000-00-00 00:00:00 

2008-06-30 14:00:00 


Mission, The 
7£t RCP. Used to be hard to find and get into. Apparently 


more. 
Not much, it seems. 
On grounds of Judge Book Memorial Village. East bank of 


Creek. [Mel:21J04] 

VIC 

Australia 

Eltham and Tiffani's Tomb. 
0.0/5.0 

1995-12-31 13:00:00 
2007-07-04 14:00:00 


Misspent youth 
Nice little system that runs from the shores of lake 


in Belconnen. MPL=500ms 
Large grilled GPT, Shape + Size changes - Multiple grille 


and chambers. 
Park near Sea (lol Canberra) scouts building on the corner 


Evelyn Parker Pl and Beissel St (1). Walk north along 


approx 60 meters to grille room (2). Swing from the grille 


ledge to avoid getting wet. (1) Park here 
[GPS:-35.23454,149.066378] -- (2) Entry / Outfall 
[GPS:-35.233146,149.065152] -- (3) Exit 
[GPS:-35.23396,149.061831] 

Belconnen 

ACT 
Australia 


Care: 

Eek!: 

Water Level: 
Cond: 
History: 
To-Do: 
Found: 
Rating: 
Created: 


Broken glass. 


Dry - Shoe 


Fair bit of lit 


Youth. 


NA 
NA 


Pandaman / List 


2.0/5.0 
2013-11-04 13 


2:00:00 


Vasp nest at beginning of the drain. 


tter and graffiti upstream 


ted 2013 Delo 


Name: 
Alternate: 
Description: 
to the 


otherwise 


Features: 


Single drain 


tunnels 
Access: 


(Birrong) UBD 


this. 
(corner 


cyclone 


45 


Locality: 
Region: 
Country: 
Care: 


Mistaken 


Western Star 


Twin drains ending up as triplets, 


right of them 
Surrounded by 
MPL ~ 250m 
TEL = ~ 1km 


multiple km) 
Multiple 
debris/an 


Identity 


canals. 


(excluding can 


canals feeding in 


with an alienated one 


al systems before and after, 


to 2 identical main drains with 


About half way through, 


ti-vehicle bars and another drain to the right. 
th 


e two main drains become a 


for less than a metre then split into three identical 
again. 

Entry: Latitude :-33.886409, Longitude :151.016267 

2:5 L383 

Exit: Latitude :-33.884748, Longitude :151.015940 (Sefton) 
251 H2 

~5 min walk from Sefton Station. 
[GPS:-33.886395,151.016209] 

Multiple access points from multiple canals that lead into 


Direct access 


Woods and Wellingt 


to 


the drains 


is via Birrong Pool carpark 


ton Roads, 


via a hole in the 


Birrong) 


fence directly to the right of the palm tree. 


Once through 


the hole, 


eit 


slide or run down an ~ 


degree concret 
Same way out 


te enbankment 


is easiest since minimal 


ther walk, 


t and it is to your right. 
distance... 


Birrong 

NSW 

Australia 

Locals, we bite! 

Best done with company. 


Eek!: 


the 


canals 


equate 


Water Level: 


History: 


alleviate 


To-Do: 
Notes: 
that it 


downstream. 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
up in 


reaching 
Access: 
junction. 
Locality: 
Region: 


Country: 
Care: 


Water Level: 


Rating: 
Created: 
Modified: 


Dirt bikes use this area... 
MASSIVE flow into this with substancial rain! 
I have seen bridges breached/flooded multiple times, from 


flow of water that's trying to go under them, from the 


that feed into this 
Also long sections of undisturbed concrete paths probably 


to rapid flow 

Dry - Death 

Birrong is Aboriginal for star. 

This was built as relief work during the depression to 


flooding from several parks in the area. 

The drain to the right of this was added at a later date. 
GPS accurate distances. 
I've shown multiple people this, with the mistaken belief 


is Duck River. 
Driveway connects to this via canal upstream. 
Duck River connects to this via canal and creek 


2008, Doridori 
3075.0 

1995-12-31 13:00:00 
2008-03-15 13:00:00 


Misty Falls 
Big drain, with a big waterfall. 
10ft rcp, mega swinging gate on outfall, gushing 6ft rcp 


ceiling, large rooms. Shrinks down to 8ft rcp before 


large waterfall. At top of fall is large grilled inlet. 
Outfall is in Dougladale Estates Golf Course. Head in from 
Douglas Woods Drive (near 400 Pl). Follow creek east to 


May need tools to unbolt gate. [Mapart:150 U28] 
Douglasdale 

AB 
Canada 

Be very carefull stepping from ladder into pipe at top of 
waterfall short legged people may be unable to reach. 
Shin at outfall 
4.5/5.0 
1995-1234, -13008:00 
2003-12-31 13:00:00 


Name: 
Description: 
same 


Features: 
upstream, 


Access: 
going 


the 


Liberty 


of 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Lyneham 


Features: 
to 

be 
corridor 


Access: 
intersection 


Moby Dick 
ong elliptical drain which runs parallel to open canal; 


arrangement as the Gunbarrel. 
wooks like the inside of a whale, gets a bit smaller 


there's an opening near the middle out to the open canal. 
Open canal next to 38 Trafalgar St Belmore. Go U/S. Keep 


U/S via open canal, past the CDS to get to Metallica. For 


Moby Dick Adventure enter canal at the corner of Harp and 


St and proceed U/S. Can also enter canal near the corner 
Myers and Chapel St, in Leonard Reserve. 
[GPS:-33.927479911899304,151.09109222888947] 

Roselands 

NSW 

Australia 

Dry - Shoe 

10-12-2008, Hatsumi & Scarecrow 

2.0/5.0 

2009-07-13 14:00:00 


Moeks Canvas 
Playing Fields 
Recently open drain covered in 2009 with upgrades to the 


So ar 


playing fields. 
MPL=600m 
TEL=2km 


5 meters wide rectangular drain. 


Large grille / junction room 500m's. Left of junction room 
(facing north) 3 varying sized rectangular entries leading 


another junction room of 3x 5 ft RCPs. These RCPs need to 
explored further. Straight ahead of grille room in main 


leads to a massive caged off GPT. No exit. 
Entry via outfall on the northeastern corner of the 


of Mouat and Goodwin Streets, Lyneham. 
[GPS:-35.247233,149.131205]. 


Exit unexplored, but is presumably here, at 
[GPS:-35.243521,149.130199], towards Yowani Lagoon. 


UPDATE DELO 2013: Grille room exit here 


junction 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


To-Do: 
Notes: 
to have 


CE 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
and 


Has a 
Access: 
Locality: 


Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Rolled 


a 


bars 


[GPS:-35.242338,149.126211] corner of Ellenborough St and 
Ginninderra Dr. Follow right pipe from first grille room 


chamber in main passage. 


Lyneham 

ACT 

Australia 

Slippery slime. 

Dry - Dry 

Explore further up RCPs. 

First mentioned by Pl on his canberra urbex map. Appears 


still been under construction at the time. No evidence of 


members or other explorers having being in there. 
Unexplored by Pl 2009, explored by Delo 2013 
3.0/5.0 

2013-06-16 14:00:00 


Mongolated 
Short system of rcps which pass underneath the freeway. 
A neat little junction with small waterfall, rusted tools 


mega mega drain spiders. Watch out for the stalactites. 


neat entrance. 

Gutter box at end of Benson Cl [Sw:215E09, UBD:153N05, 
Grg:222C05]. D/s end is currently barred. 
Wahroonga 

NSW 

Australia 

Shoe 

2005 Curly. 

2.0/5.0 

1995-12-31 13:00:00 

2006-07-27 14:00:00 


Monkey Bar Alley 
Twelfth Avenue 
Canal and drain running along the former Alcoa Aluminium 


Products Plant in Yennora. Consisting of two culverts and 


triple RCP with canals between each one. Each canal has 


Second 


figure 
Otherwise 


drain. 


as the 
lowered 


Features: 
Access: 
crossing at 


large 


towards 


Locality: 
Region: 
Country: 
Care: 
next to 


Eek!: 


Cond: 
TO=Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Vater Level: 


running along it - hence the nam First culvert 20m. 


culvert (MPL) 60m. RCP 20m. TEL 300m. 


Possible back way to the closed Alcoa site - if you can 


out a way to get past the Security Patrol Toyota RAV4! 


just watch the security drive past from the safety of the 


Overall it's interesting but a 


bit boring as it just runs straight. Plus lots of effort 


side of the creek is steep and quite bushy. Hence I've 


the rating. 
Grease Traps along the length of the canal. 
Enter at the pedestrian bridge after Pine Road rail 


Simpsons Creek along the Alcoa side. 
[-33.86818, 
150.96433]. Keep walking along the creek till you see a 


root ball in the water. Cross over the root ball and walk 


the start of the drain. Exit is along the same way. 


Drain location - [-33.86506, 150.96442] 
Yennora 

NSW 

Australia 


Possible squatter living under the rail bridge which is 


the pedestrian bridge. 

Strong toxic smell after 

the RCP. 

Spiders, water dragons and lots of rubbish 
Shoe. 

Good. No Graffiti. 

See what is past the RCP when th 
theedge 2016 

2.0/5.0 

2016-04-06 12:05:47 

2016-04-22 15:06:20 


water level is lower 


Monks Silence 
Monash 
Drain that outfalls into Monks creek in Monash. 


Features: 
splits. 


average 


Access: 
forever 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
meters 


Water Level: 


Cond: 
History: 
TO=DO: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Access: 
and 


Locality: 
Region: 
Country: 
Eek!: 


Vater Level: 


Large waterfalls. Decent sized chambers. Side pipes and 
Mainly 5.5ft throughout it's length. Slightly above 


drain. MPL=lkm (approx) 
You can usually park at the weird building that's been 


under construction on Clive Steele Ave (off Isabella Drv). 


1. Park [GPS:-35.422109,149.089409] 

2. Outlet [GPS:-35.421987,149.088635] 

3. *Inlet [GPS:-35.427465,149.085275] 

*Believed to be inlet. Needs to be confirmed 

Monash 

ACT 

Australia 

Don't park at the construction site if workers are there. 
Care required climbing up to the multiple waterfalls - 2 
high. 

Dry - Dry 


No graffiti apart from some kiddie scribbles at outfall 
NA 
Confirm the inlet location. 


2014 Delo 
2.0/5.0 
2014-04-22 14:00:00 


Montgomeries Drain 
Single 5ft RCP TEL=500m 


[GPS:-33.955015,151.020598] 
Corner of Shirley St & Uranus Rd Travel North Follow river 


see RCP on RSL side. 

Revesby 

NSW 

Australia 

Big Spiders in small confined Spaces exploring with you. 


Slimey - Ankle 


To-Do: 
water 


to drive 


that 


Follow the RCP as far as possible Rumor Goes from a Syd 
worker that this drain leads to another Drain big enough 


a truck through located at Abel Reserve 
-33.952075,151.016261. No manhole leading to any drains in 


drain 


Found: 
Rating: 
Update: 
majority of 


we 


true 


killer 


Created: 
Modified: 


Name: 


Description: 


Access: 
#2 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
Access: 
Sherlock 


Region: 
Country: 
Nearby: 
Rating: 


park but there is cable tunnels - might find a way to this 


via that. 


WHAT 2010 
2 Of 5.20 
2010-05-05 14:00:00 (What) - Two 5ft RCP's running 


the way shrinks to 3ft afew large interesting grill rooms 
follweded it up all the way ended in tiny rcp rumors not 
maybe its Revesby rail. 

Ride D/S on a skate board you pick up some major speed and 
fun!. 


MPL - 1 km 
update rating to Average 


2010-04-26 14:00:00 
2010-05-08 14:00:00 


Moonah 


1 Along smaller canal against flow along Risdon Rd until 
underground: [Map 11, K17], [GPS:-42.852636,147.308944]. 


Hidden southwest of Newtown Rd. [11, J18] 
New Town 

TAS 

Australia 

Melb Clan 1993 


3.5/5.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 
Mooroolbark 

6ft RCP. 


A good split. Better done in toe with Leviathan. 
Follow Brushy Creek south from just near the corner of 


Rd and Felix Ave. [Mel:51E1] 
VIC 

Australia 

Leviathan 

0.0/5.0 


Created: 
Modified: 


1995-12-31 13:00:00 
2005-01-05 13:00:00 


Name: 


Description: 


Features: 
Access: 


Region: 
Country: 
Care: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Mosh's Tomb 

6ft rect, RCP 

Split room. 

East end of Tammany 
flow. [Mel:78J08] 
VIC 
A 
S 


ustralia 


lippery 
72nd 


Drive. Find canal & go against 


1988 Gilligan/Mosh/Vandal 


2.5/5.0 
1995-12-31 13:00:00 
2005-01-05 13:00:00 


Name: 


Description: 


before 
becomes an 
passed 


Features: 
like 


Access: 
Keep 


grass. Go 


me 
[Sw:228H14, 


Prolly 


Locality: 
Region: 
Country: 


Water Level: 


Mount Druitt Drain 


3 parallel 6' rounds, that pass thru two large rooms, 


splitting to 6' & 5 
8' round, 7' round, 


thru various rooms. 


' rounds. The 6' round, eventually 


6' round, then shrinks away, having 


MPL=1.7. TEL=2km. 


Tapered ends on drains as they enter the rooms, they look 


the exhaust pipes on supercharged cars. 


walking parallel to 


9,UE: Stout Rd. Via vacant land opp path to footbridge. 


rail tracks to canal hidden by long 


u/s. [Sw:228E15, UBD:166F15, Grg:241A15, 


GPS:-33.7656085725,150.809379536] 
5,EX: GBG. Corner of Carlisle Ave & Luxford Rd. Don't ask 


which corner, I just stuck the GPS out the grille. 


SE Cnr, dude. OK. 


UBD:166K13, Grg:241! 


UBD:166J14, Grg:241D14, GPS:-33.7644888361,150.817418659]. 


3:SGBG Pierce St, West side, nr Methven St, [Sw:228J13, 


B13, GPS:-33.76307368,150.822031989]. 


2:GBG Further nort 
Mount Druitt 

NSW 

Australia 

Shoe-Knee 


h along Pierce St from #3. 


History: Access lost due to new buildings for a few years. Refound 
with 
great celebration Jan 07. Let that be a lesson: ensure all 
locations are visited every 12 months, or sooner. Lest We 


Forget 
Where The Drains Are. 
Found: 1994 Prowler. 
Rating: 320 /'5'20 
Created: 1995-12-31 13:00:00 
Modified: 2007-01-09 13:00:00 
Name: Mountain Juggernaut 
Description: Collosal tunnel! Biggest in the world. 
Features: 17ft high twin outfall, huge impassable lake, single main 
trunk 
comprises of a 2m deep trench with big walkways on either 
Side, 
tunnel arched and rect, huge skylight grilles and shafts, 
multiple 8ft rcp side tunnels, trunk gets narrower and 
trench 


deeper, big slide with staircase, 3 waterfalls, 
shapechanges to 
10ft rect and 10ft rcp before slowly shrinking. 
Access: Due to the huge pool, to see the downstream section(only 
200m), 


jump gate opposite Redbury St off Upper Ottawa and head 
west thru 
wasteland, following trail to second fence and outfall. 


Outfall 
is grilled, may need carjack [Mapart: 657 M16] For rest 
of 
tunnel, lift manhole in grass next to Lincoln M Alexander 
Parkway, opposite Millpond Pl, off Rexford Drive. 


[Mapart: 657 


M15] 
Locality: Quinndale 
Region: ON 
Country: Canada 
Care: Nasty illegal sanitary hookups make waders or rubber boots 


a 


must. Stay out of the lake, its not nice! 
Water Level: Bone dry if you walk on the ledges, however they hav 
"speedhumps' of a sort that make them difficult to 


negotiate at 


times. Trench is usually ankle deep, with shin sections 
Cond: Amazing. 


To-Do: Explore all side tunnels. 
Found: 2003 Kowalski 

Rating: 0.0/5.0 

Created: 1995-12-31 13:00:00 
Modified: 2007-05-11 14:00:00 


Name: 


Description: 


with 


Features: 
Access: 


sandstone 


#8,PX: Manhole 


Locality: 
Region: 
Country: 


Water Level: 


To-Dos 
Nearby: 
India's 


Hole) 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Access: 
[160 H8] 


is up 
Locality: 


Region: 
Country: 


Water Level: 


Mr India's Vestibule 
Not a very big drain, but decent sized room inside, along 


some interesting old stonework. TEL=30m. 
Slide out into canal. Its fun, and a worthy challenge. 

9,UE: Johnstons Creek canal, under Booth Street bridge 
[Sw:296N04/064N04, UBD:235G16/011P16, Grg:344G16/011D16, 
GPS:-33.8832606322,151.175831468]. Climb through small 


drain entering canal. 
alegedly opens. 
Annandale 

NSW 
Australia 

Shoe 

Drain not explored past steep slide. 

*Johnson's Ck Course: (Trafalgarian) == Loaf == (Mr 


Vestibule) == (Orphan School Creek) == (Hereford Hell 


==<Rozelle Bay. 
1997 Mr India. 
30/5 5-0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Mudslide 
Arched and round redbrick, concrete chambers, vines. 
1:River outlet under citycat stop at Merthyr Rd Newfarm 


2:SMH in front yard of 58 Browne St Newfarm [160 F8]this 


side tunnel, should be marked below. 
Newfarm 
QLD 
Australia 

Tidal (shoe-swim) 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


2002 Illon & Green (or was it Subnormal?) 
3.5/5.0 
1995-12-31 13:00:00 


2005-09-09 14:00:00 


Muffler Cliche 
Old disused water supply tunnel. TEL=300m. 


Features: 
cross 


Access: 
gate 
canal 
just 


vertical 


grille. 


is 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Update: 
geo-cache 


Update: 
to 


Update: 
now 


Update: 
closed 


bars 


Created: 
Modified: 


Huge Canal, grilled off entrance, "1905" plaque, nine 


hatching churn barriers (like a muffler), 9'h, 300m long. 
5,UE: From the kink in Hyland Rd [Sw:270P04, UBD:209B12, 
Grg:305B12] walk N towards the Boral Quarry, then W at the 


in the fence and walk 250m to the W end of the tunnel. Th 


on either end has been filled in turned into a bikeway so 


walk up to grille at either end and squeeze thru hole in 


grille. 


Each end has seemingly been besser blocked up behind 
Can nearly squeeze thru bars @ western side. Grassed area 


snakey. :/ 
[GPS:-33.832662,150.916469] 
[GPS:-33.832237,150.919558] 


Prospect 

NSW 

Australia 

no 

1998 Siologen. 

3.0/5.0 

2016-06-22 09:13:07 (Tim Dole) 


Update To-Do: Find the 


~~ 


(Clue it's in the wall 


2016-06-22 07:38:05 (Tim Dole) 


Update Water Level: Ankle 


shin depth the whole way. 


2016-06-22 07:37:09 (Tim Dole) 


Update Access: Both ends 


have horizontal rebar added. Top end is padlocked, but 


was open as was door. Bottom end has a hole cut at the 
prepared to get wet if you go that way. 

2010-12-15 13:00:00 (What) - Gate to west end of tunnel 
after dark can jump it to the north.horizontal & vertical 


exist not assessable without tools , seccas patrol inside 
enclosed lands 


1995-12-31 13:00:00 
2010-12-15 13:00:00 


Name: MulletDox 


Description: Older canal-covered drain, 200m d/s from DiodeDox. Starts 
at rail 
bridge and ends just below Channel 9 TV mast. Has side 
branch, 
near lower end, but this gets smaller and goes for ages. 
MPL=157m. 
Features: Old fashioned bread loaf shape!. 
Access: 0,UE: Artarmon Reserve, end of Burra Rd. Walk towards 
freeway 
[Sw:257C13/035C13, UBD:215N01/021K01, Grg:315C0l, 
GPS:-33.8125170177,151.192654597]. The big water underpass 
is 
unnamed and Mulletdox is immediately d/s from it. 
#5: Side 
branch leads to several grilles in bush near Artarmon 
reserve. 


#9,UX: Behind houses 509m from Gobbledox [Sw:257D13/035D13, 
UBD:215P01/021M01, Grg:315D01, GPS:- 
33.8122619543,151.194323617, 

XED, XNL, XWPT]. 


Locality: Artarmon 
Region: NSW 
Country: Australia 
Water Level: Slimy-Shoe 
Nearby: *Tunks Creek Course: == DiodeDox == unnamed under 
Predator's 
Bridge == MulletDox == GobbleDox == Gravel Socks ==<Long 
Bay. 
* (Tavern) /St.Leonards Interchange ==/(Tunks Creek Course). 
Found: 1992 Mullet/Diode. 
Rating: 260.75 5-0 
Created: 1995-12-31 13:00:00 
Modified: 2004-12-10 13:00:00 
Name: Mullstream, The 
Description: 3 x 6'h rect underneath Warriewood Shopping Centre. Needs 
a boat 
to explore it. U/s (NE) end is shallow in rect but deep 
pool 
beyond. 
Access: 0,UX: Boondah Reserve [Sw:199J20, UBD:138F12, Grg:199A12, 


GPS:-33.6959025086,151.297689798]. 
#5,SK: Carpark [Sw:199H20, 
UBD:138E12, Grg:198K12, GPS:-33.6964114771,151.296018303, 


XED, 


#9,UE: 


Locality: 
Region: 
Country: 
Care: 


History: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


found by 
Features: 


North 
Access: 


Locality: 
Region: 
Country: 


Water Level: 


splits 
History: 
Nearby: 
Dum, Gas 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


MPL=238m. 


Access: 
Ne:142P12, 


Jackson 


Vater Level: 


XNL, XWPT]. 
St, canal opp Shop Centre [Sw:219H01, 
UBD:138E13, Grg:198K13, GPS:-33.696982411,151.294917363, 


XNL, XWPT]. 
Varriewood 

NSW 

Australia 

Needs boat. 

Boat 

Mr India has boated it in a tinny. 
1995 Hover. 

230/520 

1995-12-31 13:00:00 
2004-10-08 14:00:00 


Mummy 
9' rcp that becomes a large mummy tunnel. First drain 


Dougo and Co. under the name cave clan. 
Various staircases, stalagtites, shape changes, old graff. 
Becomes a 7' redbrick arch before splitting. Area: 


Follow the Yarra with the flow past the 'foot under' from 
Villsmere Park (F1). [Mel: 45E1] 

TE 

VIC 

Australia 

Dry, cept for outlet, which is shin unless you do the 


The original mummy shaped tunnel found by the CC. 
Short, Bad Air, Glass Ck. Glass Ck Triplets, Dum Dum Dah 


Chamber. 
1986 Dougo/Sloth/Woody/Bubblenose 
4.5/5.0 

1995-12-31 13:00:00 

2005-01-05 13:00:00 


Munibung Fung Dung 
2 x 5.5'h rects (one narrow) that soon join together. 


TEL=258m. 
9,UE: Munibung Rd. Enter canal opp club. [Sw:NDR, UBD- 


Grg:NDR, GPS:-32.9426374639,151.655342044]. 


#0,UX: Small reserve 


beside carpark. 


Locality: Cardiff 
Region: NSW 
Country: Australia 
Water Level: Shoe 
Nearby: Whirlaway. 
Found: 2004 dTrog. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-11-11 13:00:00 
Name: Muschi 
Description: Similar to Magical Fairy Cave, but a grander waterfall 
drop at 
the outfall, also taller, around 2.5m high. 
Features: Rock outfall, much like a cave, corrugated iron ceiling. 
Access: Access from a gutterbox grille infront of 47 Noonbinna 
Cres., 
Northbridge. 


[GPS:-33.806505,151.215225] 
Alternatively, follow the creek from the outfall of 


Magical Fairy 


Cave, and the outfall to this is up high on the right, 


after 
approx 50-100m downstream. Walk through the property and 
up onto 
the street. 
Locality: Northbridge 
Region: NSW 
Country: Australia 
Care: Slippery, if you fall down the outfall it will hurt. 
Water Level: Slimey - Shoe 
To-Do: Bring cushions and chill out. 
Found: 2009 Curly 
Rating: 2.0/5.0 
Created: 2010-01-10 13:00:00 
Name: Nam 
Description: 5'5ft Oviform tunnel, rcp. 
Features: Impassable waterfall, unless you pop the manhole upstream 
of it 
at the top of the cliff. Tunnel only 30m long to 
waterfall. 
Access: Follow Merri Ck against the flow from Heidelberg Rd. Cross 
creek 
on stones to northeast bank. [Mel: 30G12] 
Region: VIC 
Country: Australia 


Water Level: Only under waterfall 


History: 
the 


reported 


Nearby: 
BR, 


Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
leading 


worth a 


Access: 
5] 
Region: 
Country: 


Rating: 
Created: 
odified: 


Name: 


Description: 


briefly 


roofing. 


station 


Features: 
Access: 


smaller canal 


briefly 
line and 
Locality: 


Region: 
Country: 


Water Level: 


Nam was so named because of the environment surrounding 
entrance. Any injuries that occurred in this tunnel were 


as “Got that scar in Nam”. 
Bangers, Northcote High, Bad Air, Johnston St BR, Dungoys 


Rushall Pipeline Tunnel, Clifton Hill Tunnel 
2.5/5.0 
P9952 30 135 004:00 


2005-01-05 13:00:00 


Nazi 
9' rep drain. 
Leads to a large pillared room, with numerous tunnels 


off. This is a rather comfortable large straight RCP well 


look. Area: South 
Follow Mile Ck aqueduct north towards Centre Rd. [Mel:79J- 


VIC 

Australia 

Ankle deep in room 
325/50 

1995-12-31 13:00:00 
2005-01-05 13:00:00 


Needle in a Brick Stack 
5ft brick-arch drain underneath railway line. Opens up 


before becoming a 5.5ft covered brick canal with steel 


Ends with 2ft RCP that apparently exits into railway 


car-park on Woodburn Road, according to Ratter. Awaiting 
confirmation. TEL=125m. 

Brick. Steel roofing. 

Jump fence on Vivian Crescent in Berala and walk up 


heading due west. [GPS:-33.870318,151.034549]. Opens up 
along Woodburn Road on the western side of the railway 


heads due south. 
Berala 

NSW 

Australia 


Care: Watch out for pipes running across the canal. These need 
to be 
navigated around. 


Eek!: Found a syringe (capped) that has presumably washed down 
from the 
car-park to the south-west. 
Vater Level: Dry - Ankle 
Found: 2013 Cupid, Durox, Jazmond, Majestic, Raptor, Raffe-al, 
Ratter, 
Rating: 0.0/5.0 
Created: 2013-08-31 14:00:00 
Name: Neverending Story 
Description: Long RCP running under Innisfail Park, Fairfield to who 
knows 


where. Starts at approx 7ft and slowly changes height 
every few 
hundred metres to 4.5ft at the point exploring stopped. 


Good drain for newbies. 


Almost entirely free or graff expect for under a few 
gutter boxes 


MPL - 850m so far. More to go. 
TEL - Forever??? 

Features: Concrete. Lots of it. 
Date marker from when initially installed. 25/8/79. 
Small 3ft waterfall where drain pipe changes direction. 
Small sections every few 100m with concrete covered 


manholes. 
Good for a breather. 
Access: Main access - Walk into drain from Innisfail Park. 
[GPS:-33.871228, 150.914662] 


Alt 1. Small manhole near fence line on Shoalhaven St 
-33.870995, 150.913219 


Alt 2. Small grill near fence along Winburndale Rd 
-33.870041, 150.90558 


Locality: Fairfield 

Region: NSW 

Country: Australia 

Care: Very open entry and exit points. Be cautious as to who is 
watching. No real way to not be seen. 

Water Level: Shoe - Ankle 

Cond: Almost entirely clean 

History: Date marker found inside first main pipe states 25/8/79 

To-Do: Find the end of this thing! 

Found: 2010 - Sledgy, Ghost, Hatsumi, Vox, Mr & Mrs X 


Rating: 2.0/5.0 


Created: 


Name: 
Alternate: 


Description: 


Access: 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 


Name: 


Access: 
Locality: 
Region: 
Country: 


Notes: 
Found: 
Rating: 
Update: 
complex 


James 
you'll get 
version 
the 
building 
the 


much more 


Created: 


Description: 


Water Level: 


2010-01-15 13:00:00 


New Jeans Destroyer 

Glendale drain 

Twin 7ft rect shrinking to twin stoopy black plastic pipe. 
TEL = 770m 

MPL = 960m 

Main Entrance: [GPS:-32.931422,151.639095] 

GPT Room Entrance: [GPS:-32.933669, 151.639462] 

Roadside Box: [GPS$:-32.936114, 151.645133] 


Glendale 
NSW 
Australia 

Knee - Dry 

Batou 2013 

0.0/5.0 

2013-05-18 14:00:00 


New Plymouth Darkie 

Vide rectangular drain under shopping centre 
Over fence, Ariki St. [GPS:-39.056992,174.072796] 
New Plymouth 


AUK 

New Zealand 

Dry - Shoe 

Short. 

2004 Durgin/Nivelo 

0.5/5.0 

2014-02-09 13:00:00 (Kazman) - This location is far more 


than originally listed. Access can now be gained easily at 


Lane, just jump in the river, kn high at high tide, 


wet unless you wear long gum boots. The place is a cheap 
of Venice, the foundations of buildings are actually in 
canals. Also the canals split, one goes all the way to 


opposite Sir Victor Davies Park and then a short tunnel to 


park, the other runs parallel to Devon st West. There's 


to this location, its far from boring. 


2010-01-07 13:00:00 


Modified: 


Name: 
Description: 
Access: 

[159 


stand 


Locality: 
Region: 
Country: 
Vater Level: 
Cond: 

Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
goes 


Features: 
section with 


Access: 
of 


branch. 


Locality: 
Region: 
Country: 
Water Level: 
Cond: 
History: 
such, 


hanging 
ceiling. 
by the 


To-Do: 


2014-03-30 13:00:00 


New School Echo 
Grille room, chambers, almost all concrete, pillars 
RMH at grille room in park at ICB end of Victoria park rd 


L5] This manhole shaft as no stepirons, bring something to 


on. 
Kelvin Grove 

QLD 

Australia 

Shoes, muddy 

Built 2002/3 

2003 ekweleks/dsankt 
2.5/5.0 

1995-12-31 13:00:00 
2005-09-09 14:00:00 


Newbies' Thin Tulip 
Thin Tulip 
New section (1 


ss then a year old) of differing drain that 


under new buildings. 
Giant cavernous section, peculiar cinder-block block 


split level and no-escape bars at the end. 
From D/S end of Fat Tulip; from entering canal near corner 


Perry St and Denison St, head upstream and take the left 


There you are. 

[GPS:-33.95949508639021,151.22400641441345] 

Matraville 

NSW 

Australia 

Dry - Shoe 

Brand new 

In December '07 it was a big empty space with no drain as 


waiting to be developed. Used to be a section called 
gardens due to all the roots hanging from the drain 
Found during the first newbies of '09, 


collectively named 


newbies. 
Traverse upstream in a go-cart. 


Found: 
Scarecrow, 
Rating: 
Update: 


the 


been 


canal, 


to be 


Created: 
Modified: 


Name: 


Description: 


Yarra. 
Features: 
in 


enties 


Access: 


entrance being 


Region: 
Country: 


History: 
this 
Nearby: 
Rating: 


Created: 
odified: 


Name: 
Alternate: 


Description: 


slashed 


Access: 
Esp 


Water Level: 


27-02-2009 - Fenix, Goretex, Hilander, Kava, Loop, 


2.0/5.0 
2014-09-12 14:00:00 (Red) - There are two security cameras 
pointing into the canal just before you enter the drain on 


side of one of the buildings. New step irons have also 


installed with the vegetation clear on the side of the 


allowing workers easy access. This, however, is not going 
an access point for us. 


0000-00-00 00:00:00 
2014-11-03 13:00:00 


Nexus 
Flooded tunnel full of stinky mud set into the wall of the 


Grille pits and the entrance, an 8ft RCP that is 6ft deep 


water. (hadnt been fully explored at the time of this 


source report being written) 
Dudley St next to Port of Melbourne Authority. New 


built. [Mel: 2E-C04] 
VIC 
Australia 


Best to use a boat 
Named by Bob after he & Doug had to sit on a bus to & from 
Canberra watching a Star Trek movie(Generations) that had 


guy trying to find a way to get to “The Nexus”. 
69er, Dudley St Pedway 

135450 
1995-12-31 13:00:00 


2005-01-05 13:00:00 


NFI 
No Fucking Idea 
6ft arch near entrance, chamber, dragon paintings (mostly 


now). Used by locals as graff and smoke up spot 
1:Creek outlet under bridge cnr of Chiswick rd and Bardon 


street 
Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Alternate: 
Description: 


is on 


and walk 


high 
gutter 
never 


pristine 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 
probably 


Eek!: 


Water Level: 


Cond: 
To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Vater Level: 


[158 K6] #2:Open Entrance - someones front yard in quiet 


Bardon 

QLD 

Australia 

Shoes 

2000 dsankt Upd: 

2 45:/ 52.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


21/10/2004 


Nice Chamber 
That One Under that Place 
Drain system under former Epping brickworks site, outfall 


Birchgrove Cres opp Gipps Row, you can walk down a drive 


across grass to outfall 
5.5 entry then step irons up into 'nice chamber' maybe 7ft 


and 12ft wide. From chamber step irons up again into 


grill, 2ft nothing entering, 5fter leads off into the 
never..followed maybe 150m or so then turned back. Also 


gpt off the 'nice chamber' 


MPL 500m+ TEL ? 
A nice chamber - see ‘location name' 
see description. 


Outfall here: [GPS:-33.786055,151.070884] 
Epping 
NSW 
Australia 

Park away from site, be quiet, nice new McSuburbians 


keep an eye out 


Dry - Slimey 

brand new 

keep exploring... Oh where oh where does it lead upstream? 
Not garbage just a bit boring 

Hatsumi, Sledgy, Bastien and +1, Jan 2016 

0.5/5.0 

2016-01-02 13:00:00 


Name: 
Description: 
MPL=237m. 


Access: 
Grg:NDR, 


#9,AE: 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 


Features: 
drains 


Access: 
UBD:229J01, 


Other 


#8, PE: 
clanner. 

#1,UX: Many 
Grg:306A12, 


Locality: 
Region: 
Country: 
Notes: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Niddah Niard 
Twin 6'd RCP running under Haddin Rd - hence the nam 


TEL=474m. 
0,UE: SW End of Haddin Rd 


[Sw:NDR, UBD-Wg:053M11, 


GPS:-34.5873512988,150.847178977]. 


Under dam lookout 


[Sw:NDR, UBD-Wg:053N10, Grg:NDR, 
GPS:-34.5857860976,150.848909099, XED]. 
Flinders 

NSW 

Australia 

Knee at d/s GPT 

2005 dTrog. 

0.5/5.0 

1995-12-31 13:00:00 

2005-12-17 13:00:00 


Nightvision 
7' RCP with big grille rooms every 50-100m. MPL=1.591km. 
TEL=1.7km. 

Very unusual big, 


double, u/s grille room with lots of 


entering it. 
9,UE: Creek (S) cnr Britton & Long Sts 


[Sw:271E09, 


Grg:335J01, GPS:-33.8460125368,150.938689794] 


grilles further N along Britton. Stuff it, you are a 


Enter the drain at the creek and get your feet wet. 


grilles or Carnation St [Sw:271G04, UBD:209L12, 
GPS:-33.8336277169,150.943784868, XED, XNL, XWPT]. 
Smithfield 

NSW 

Australia 

Extensive waypoint & reference list available from dTrog. 
Penitentiary. 

2000 Siologen. 

3.07/50 

1995-12-31 13:00:00 

2004-08-24 14:00:00 


No Expense Spared 


Description: 5'8 and smaller RCP. Stepped same as 17 Steps, but shorter 
steps. 
Gets smaller as you go u/s. TEL=436m. 
Features: Mega quality grilles, a delight to use. 
Access: 9,UE: 50m d/s (N) of Cycleway drain, in reserve, Cnr 
Woodgrove 
Ave & Hillgate Pl [Sw:213F15, UBD:151M11, Grg:219B11, 
GPS:-33.7252235759,151.031348652]. 
#5,UX: Any of the unlocked 
hinged mega grilles. 
#0,AX: [Sw:213E16, UBD:151L12, Grg:219A12, 
GPS:-33.7270232314,151.027163458, XED, XNL, XWPT]. 
Locality: Cherrybrook 
Region: NSW 
Country: Australia 
Found: 1999 Trioxide/Siologen. 
Rating: 0.5/5.0 
Update: 2011-04-08 14:00:00 (Red) - Shrinks to 5.5ft, then 5ft, 
then 
4.5ft, and so on, as you progress through each connected 
section. 
Created: 1995-12-31 13:00:00 
Modified: 2011-04-08 14:00:00 
Name: No Junk Mail 
Description: Large 8ft RCP drain running west underneath the northern 
side of 


becomes a 
was 

receives 
southern 


Features: 
with 


into 
the park, 


torrents. 


the RCPs 


park. 
Access: 


Woodstock Av After several hundred metres the drain 


G 


BG 


chamber which splits into 2x 3.5ft RCPs. Only one (1) 


Drain looks like it 


spotted although there may be more. 


BGs on the 


all of its water from pipes connecting the G 


tock Ave. U2 
te a large drain for West 


side of Woodst 
Spacious. Quit 


tern Sydney, compared 


others in the surrounding suburbs. Water runs from drain 


another smaller underground drain which runs underneath 
the latter of which is used as a flood plain for larger 
"No Junk Mail' 


A large sign is now wedged into a join in 


for future visitors to enjoy! GPT at beginning of drain in 


In park off Woodstock Ave, near Rooty Hill Rd North. 


St and 


Locality: 
Region: 
Country: 
Care: 


Eek!: 
wet. 


Bad 


Water Level: 
Cond: 
with no 


History: 
galvanised 


To-Do: 
drain 


Found: 
Toothpick, 
Rating: 
Created: 


Name: 

Alternate: 
Description: 
Ashfield.. 


ovuloid, hard 


floor, then 
slide/decline 
100m 

other 
Features: 


Access: 
you see 


[GPS:-33.758904,150.837312]. 


Park in Beatrice St or Alice 
walk across Woodstock Ave to 
unobstructed and pretty easy 
Mount Druitt 

NSW 

Australia 

Broken glass, shopping trolleys, and other assorted junk 
scattered throughout park entrance. 

Some sunken RCPs joints. You will get your ankles/shins 


the park. Drain entrance is 
to find. TEL=800m+. 


smell at beginning of drain near park entrance. 
Shoe - Shin 
Structurally sound. RCPs are holding their shape thus far 


sign of detereoration any time soon. 
RCPs engraved with 1998, and delivery stickers on the 


iron dated to 1998. 


Explore to the end of the 2x 3.5ft RCPs to s where the 
has its beginning. 

2010 Aly, Basura, Devos, Ghost, Kazman, Raptor, Red, 
230750 

2010-12-21 13:00:00 


No Means No 
Family Plannin 
Briefly exposed canal behind some buildings in 


emight 


connect eventually with the hand maiden, maybe with 
to tell. 


d/s end goes to 20m of covered canal with brick lined 


immediate shrink to 3ft 


u/s end 6ft covered canal maybe 30m or so then 7ft 


into 5.5ft eliptical i went about 


drain of unknown length, 


and between my heavy bag, the weather and needing to do 
things i didn't push on so...go good explorer. 

Heavy industrial roof section near slide. 

None of any note. 

http://g.co/maps/sa59g behind the car on the right where 


some green bushes drop into canal via rungs, no fencing. 


building 


wall 


weekdays 


Locality: 
Region: 
Country: 


Water Level: 


Cond: 
To-Do: 
to 


and doing 
Found: 


Rating: 
Created: 


Name: 


Description: 


x 4! 


Features: 
very 


Safety 


Access: 
roof of 


drain entry 


Grg:378G03]. 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Alternat ntry/exit canal from behind family planning 


on Liverpool road, fence can be pulled out at top of canal 


and easily slip under but naturally building is occupied 


during biz hours.No cameras and not too hectic. 


[GPS=-33.888524,151.120811] 
Ashfield 

NSW 
Australia 

Dry - Slimey 

Good 

push on and see where it goes. great for a newbie looking 


cover unexplored ground and maps, who likes making maps 


stoopy stuff? 
2012 Hatsumi 
0.5/5.0 

2012-05-01 14:00:00 


hmmmm i recall someone does.. ;p 


North Bondi Drain 
8'h rect brick at Nth end of Bondi Beach that ends with 3 


RCPs. MPL=100m. TEL=100m. 
Viewing holes out over the beach, hav 


a perve, otherwis 


little. Good to do while you're at the beach with Japanese 


Boots (thongs) on. 
0,UE: The promenade of North Bondi Beach is actually the 


the drain. Follow (NE?) until you descend stairs. The 


is facing E on your L [Sw:299E07/069E07, UBD:258B03, 


North Bondi 


NSW 
Australia 
Waves enter the drain when the seas are high. 


Tidal, Shoe-Death 


Found: 
Rating: 
Created: 
Modified: 


1999 Hatchet. 
0.5/5.0 

1995-12-31 13:00:00 
2004-11-16 13:00:00 


Name: 


Description: 


Features: 
6ft 


Access: 
left 


thru 
Locality: 


Region: 
Country: 


Water Level: 


bars 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


started it 
meeting 


Features: 


dedications to 


The two 


Access: 


Locality: 
Region: 
Country: 


Cond: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 


Vater Level: 


North Park 
Odd little drain running thru industrial area. 
7ft outfall, 7ft corro iron section, small junction rooms, 


hallway section. 
Follow path into park from Rustic Rd, opp. Jocada Rd, head 


into bushes, follow creek 50m to outfall, climb down and 


bars. [Mapart: 108 H14] 
North Park 


OR 

United States of America 

Thigh deep pond at outfall, avoidable by climbing down 
2003 UEC 

2.5/5.0 


1995-12-31 13:00:00 
2007-06-11 14:00:00 


Northcote Golfcourse 
8' rcp paired with an 8ft rectangle. The drain that 


the expansion of CC as the Pillars chamber was used as a 


point and message board 
The Pillars chamber, 18 years of Cave Clan Graff, 


Brian Hugh, a teenager who drowned in the drain in 2002. 


tunnels join eventually and continue on for ages as a 6ft 
rectangle. 

Over fence at west end of Woolton Ave into Golf Course. 
[Mel:30C5] Enter via the lefthand rect. 

Northcote. 

VIC 

Australia 


Dry if you take the rectangle rather than the rcp 
Battered, very atmospheric. 

Northcote High, Bell. Bell St BR. 

1986 Dougo/Sloth/Woody 

4.5/5.0 

1995-12-31 13:00:00 

2005-01-05 13:00:00 


Northcote High 
8ft RCP 
Nice redbrick slide. 


Access: 
Creek. 


Locality: 
Region: 
Country: 


History: 
of 


Nearby: 
Flooded, 


Rating: 
Created: 
odified: 


Water Level: 


Vest end of Eunson Avenue on the east bank of the Merri 


[Mel:30C09] 

Northcote 

VIC 

Australia 

No, but a bit slippery 

The cavity known as Flooded was originally the last 200m 


Northcote High. The cement section was built in the 80’s. 
Northcote Golf Course, Bangers, Nam. Rushall Pipeline, 


Clifton Hill. 
2.5/5.0 


1995-12-31 
2005-01-05 


13:00:00 
13:00:00 


Name: 


Description: 


Features: 
Access: 
flow from 


Region: 
Country: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


split 


Access: 
4' RCP 


#5: Gutter box 


RCP 


#0: 


Northlands 

TEE LCD: 

Not a lot, Split rooms. 

Follow the northwest bank of the Darebin Ck against the 


Wood Street. [Mel:19D10] 
VIC 
Australia 

Forgotten and Woodys Tomb 
1987 Dougo/Sloth/Woody 

2 0/0. 

1995-12-31 13:00:00 
2005-01-05 13:00:00 


Nose Crest 
Quarry Creek. 
Mostly 4-5' RCP, a couple of small rooms, parallel-ish 


under freeway and a couple of branches. TEL=700m. 


m 


9,UE: Bottom of Hamilton Lane, next to pedestrian path, 


[Sw:257G16/035G16, UBD:216B04/022D08, Grg:315G04, 
GPS:-33.8208993725,151.204124832]. 

on E side at S 

end of Wheatleigh St, squeeze into GB, then drop into 4' 


[Sw:257G16/035G16, UBD:216B04/022C07, XED, XNL, XWPT]. 


Manhole green area NE cnr Expy overpass & Brook St 
[Sw:257J15/036J15, UBD:216D03/022G606, Grg:315J03, 


GPS:-33.8191534117,151.208072349, XED, XNL, XWPT]. NW cnr 


has 
gate in fence then cross expy. Drops into small room. 
Locality: Crows Nest 
Region: NSW 
Country: Australia 
Vater Level: Dry-Shoe 
Cond: Mostly excellent, relatively new in places. 
Photos: Maps at 
http://roger.mindsocket.com.au/images/urbex/nosecrest/ 


u:caveclan p:goindrains. 


To-Do: Loosen known grates. Explore Alexander St branch, finish 
exploring Willoughby Rd branch. Get better photos of 


stormwater 
map sign for further exploration. 
Notes: Nearby stormwater map of the area and CDS info posted ona 
sign 
(halfway down Hamilton La, in park [Sw:257H15/035H15, 
UBD: 216C03/022E05, XED, XNL, XWPT]). 
Found: 2003 Cron/KitPie. 
Rating: 370/570 
Update: 2012-11-09 13:00:00 (Axel) - Main branch dead ends in a 
gutter 
box albany st crows nest,outside substation. 2short 
sandstone 
block corridors,4ft RCP,short crawl section towards end. 
Created: 1995-12-31 13:00:00 
Modified: 2012-11-26 13:00:00 
Name: Not Worth It 
Description: Twin hardcore 3ft RCP drain with at least 2 adjoining 
sections 
before combining and becoming a 4.5ft RCP after about 100m 
for 
the remainder of its flow. TEL=200m. U2. 
Features: Hardcore. Lots of deep puddles where pipes have naturally 
sunk 


deeper than they were designed to. Possibly a sewer 


overflow as a 
loud, running sewer can be heard inside the drain for 
almost all 
of the 4.5ft section but is most audible from a 1ft side- 
pipe 
further downstream. 
Access: Upstream access at 
[GPS:-33.756663,150.987922] 
in Landscape St Park, downstream from Suburban Farm Drain. 
Several drain/gutter openings: 
1, western edge of park on Landscape St; 
2, outside 12 Landscape St; 


by the 


before 


Locality: 
Region: 
Country: 
Care: 
have been 


Just be 


Eek!: 
twin 


are 


Water Level: 
Cond: 
just 


History: 
zoned and 


TO=DO# 
into the 


two small 
Found: 


Rating: 
Created: 


Name: 
Alternate: 
Description: 


Features: 
turns, 


Access: 
of Aro 


decorated and 


Locality: 
Region: 


3, in between 27-29 Meryll Ave; 
4, western edge of 32 Meryll Ave; 
5, somewhere on the property of 35 Meryll Ave 


(indicated 


inside of the drain looking rendered lik 


a new driveway) 


finally exiting into Harry Carr Reserve at 
[GPS:-33.758198,150.986877]. 

Baulkham Hills 

NSW 

Australia 

A couple of rusty metal bars sticking out the walls but 


snapped off by myself (Red) or bend back into the walls. 
careful one does not spike you in the head. 


Ankle deep puddles and built up mud for most of the 3ft 


sections and being such a small pipe, this means that you 


most definitely going to get wet! 
Shoe - Ankle 
Upstream full of mud, debris and puddles but downstream is 


clear, running water. 

Built in the 1960s or 1970s when the entire area was re- 
built up. 

Explore a 2.5ft section which heads off east about 10m 


upstream part of the drain (this more than likely joins 


gutter pipes up at Windsor Rd. 
2010 Red 

1.0/5.0 

2010-08-16 14:00:00 


Nui Manga 

Vai-Mapihi, Aro Stream 
Massive 2-2.1m RCP running under Aro Valley and Te Aro, 
Vellington. 

Massive RCP running under Wel] 


ington, numerous twists, 


manhole shafts, small waterfalls. 
Manhole in footpath near public toilets on northern side 


Rd, at Aro Park, Aro Valley, Wellington. Manhole is 
labeled "Storm Water". [GPS:-41.295305,174.768196] 
Aro Valley 

WGN 


Country: 
Care: 


Water Level: 


Cond: 
History: 
which 
toa 
and the 


tunnel 


To-Do: 
Wellington 


due to 
Notes: 
Found: 
Rating: 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


tags, 
been 

has this 
was in 


completed 


(feels more 
200metres. 
Pipes are 
each 
sweeping 
fairly 


degree 


New Zealand 

NZ is subject to serious flooding. 

Dry - Ankle 

Excellent 

This drain began it's life in 1926 when the Aro Stream 


flowed down Epuni Street and into Aro Street was confined 


drain. Repeated flooding of the area and Wellington CBD 


upgrade of the Wellington bypass began the upgrade of the 


from a oviform brick to 2m RCP. 
Continue past Taranaki St. This should join the new 
Stormwater Main which is even bigger. could not continue 


uncertain weather. Pop more manholes further downstream. 
Nui Manga is M&#257;ori for "Big Stream". 


2008 Trioxide 
4.0/5.0 

1995-12-31 13:00:00 
2008-04-18 14:00:00 


Numberplates 
Arie B.Sh 
This place is pristine and until last night unexplored. No 


no footprints. It wouldn't be surprising if no one had 


inside since construction finished in the late 80s. Why 


not been found before? I think it is because the outfall 
an overgrown paddock until recently when a road was 
between Carlisle Rd John Hines Rd. 2x 6 ft rectangles 
like 5.5ft because of silt) run parallel for about 

They then junction with 4 RCPs. The RCPs are two pairs. 


at least 250 metres each. TEL= 1.5km. Northern pair of 5ft 


run up to Sterling Rd before separating with a dramatic 


bend. Southern pair are slightly larger at 5.5ft and run 


straight under Eddie Ave until they too do a dramatic 90 


pipes 


Features: 
number 


number 
resonance at 


Access: 
Locality: 
Region: 
Country: 
Care: 

Eek!: 

Vater Level: 
Cond: 

Teck 


History: 
1989 

TO=DO:: 
Sterling Rd 


until 
room with 


Notes: 
source of 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
distance 


tunnel was 


Features: 
8ft 


and the 


Access: 
River 


bend to the north (under Grex Ave TBC?). Do the middle two 


meet up? 
Unusual sweeping bends in the RCP. Junction room with 


plates hanging on the wall. Save up your random found 


plates and add to the gallery. Excellent echoes and 


various points. L-O-N-G delays up some sidepipes. 

Walk into the outfall [here] (-33.781622, 150.811749). Go! 
Minchinbury 

NSW 

Australia 

Don't be noisy under the truck yards 

Accidentally uncovering a car rebirthing ring? 

Ankle to shin 
Pristine unmarked, ungraffed, untagged except the RCP/Twin 


junction room which now has number plates glued up in it. 
Oldest construction dates found were 1985. Most recent was 


Crawl through the pipe I suspect links the northern 


branch to the southern Eddie Ave branch. Follow the drain 
the end. Find the upstream entrance. Fill the junction 


numberplates 
Runs under Car City Minchinbury which I assume is the 


all the number plates. 
Intrepid 2015. First explored Intrepid and Diode Oct 2016 
35/50 

2016-10-23 09:18:34 

2016-10-31 16:59:29 


Nylex 
Yarra river drain with three outlets all emptying a fair 


from each other. Was rebuilt after the City Link car 


completed. 


Junctions, fun boating sections, cool side tunnels, mostly 


rcp. Named Nylex due to its proximity to the nylex tower 


fact got rare black plastic pipe sections. 
All three entrances are on the north bank of the Yarra 


between Punt Road and Anderson Street. They all join up. 


Region: 
Country: 


Water Level: 


[Mel :2G-] 
VLC 
Australia 

Tidal use a boat 


Cl 


11] 


History: 
of 


Nearby: 
Rating: 
Created: 
odified: 


Name: 


Description: 


*LH 


upper 


the 

*RH heads 
beyond 2nd 
Features: 


Access: 
[Sw2e2L3€15, 


XED, 


#9,UE: 


Locality: 
Region: 
Country: 
Care: 
them 


Water Level: 


Reserve 


Cool, old 6 way junction was destroyed during construction 


City Link tunnel. 

South Yarra, Anzac, Como Falls. 
34.9/9%.0 

1995-12-31 13:00:00 

2005-01-05 13:00:00 


Oakhill Lagoon 
5.5' twin RCP branching out. MPL=1.333km. TEL=1.333km. 


(looking u/s) goes to nearby lagoon where 
vertically. Both end in skylights rooms wit 


he drain splits 
h the shorter 


cd ct 


unexitable due to boardwalk above grille. The longer lower 
portion ends in exitable skylight room that is occupied by 


one of the biggest yabbies you will ever see. BDID. 
along Oakhill Dr & up Tawmi Pl. Need milkcrate to go 
waterfall. 


Yabby, tortise & waterfalls. 
0,UX: Lower lagoon skylight room, end Foley Pl 


UBD:151J11, Grg:218J11, GPS:-33.7255661169,151.021196686, 


XNL, XWPT]. 
end Odney Place [Sw:213D14, 

UBD:151K10, Grg:218K10, GPS:-33.7218678563,151.02618083]. 
Castle Hill 
N 
A 


Sw 
ustralia 
Don't put your fingers or toes near the yabby - he'll take 


off. 
Slimy-Shoe 


Found: 
Rating: 
Created: 
Modified: 


2004 dTrog. 

3.0/5.0 

1995-12-31 13:00:00 
2004-10-18 14:00:00 


Oasis Extension, The 


Description: 
TEL=235m. 
Features: 
Access: 

to 


#9,UE: Open 


Kenneth Rd 


guard rail 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
To-Do: 
Nearby: 
==<Manly 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
TEL=213m. 
Features: 
Access: 
Follow 


gap at 


Climb 


4' twin box pipe under residential and golf course. 


Avoiding golfers and handling the kn deep water. 
0,UX: Opens into golf course at u/s end (follow canal up 


"Oasis"). [Sw:258R01, UBD:197M05, Grg:288B05, 
GPS:-33.787439085,151.272442623, XED, XNL, XWPT]. 


m 


channel E side of Addiscombe Rd over fence at int with 


[Sw:259A01/260A01, UBD:197N05, Grg:288C05, 
GPS:-33.7870319859,151.274923992]. Jump fence next to 


on Addiscombe Rd, jump into canal, walk u/s. 

Manly 

NSW 

Australia 

Golfers don't like introverts of society. 

Knee 

Boat it. 

*Burnt Bridge Ck Course: == Oasis == Oasis Extension 


Lagoon. 

1997 Mr India. 
0.5/5 ..0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Oasis, The 
8'h x 15'w drain under Manly Vale industrial area. 


Size and garden in churn blocks. 
9,UE: NW cnr of West Manly Park. Park end of Quirk Rd. 


bike path to bridge. Walk beside canal until entrance. Use 


end of fence then backtrack until churn blocks [Sw:258001, 
UBD:197L05, Grg:288A05, GPS:-33.7878580194,151.268880992]. 


down there. 


#0,UX: Near intersection Condamine St & Kenneth Rd 


Locality: 
Region: 
Country: 
Vater Level: 
To-Do: 
Nearby: 
==<Manly 


[Sw:258P01, UBD:197K05, Grg:287K05, 
GPS:-33.7873679206,151.266730872, XED, XNL, XWPT]. 
Manly 

NSW 

Australia 

Dry-Ankle. Sometimes D/S end gets flooded 
* 


Explore side pipes. 
Burnt Bridge Ck Course: == Oasis == Oasis Extension 


Lagoon. 


Ghost, 


Created: 
Modified: 


Name: 
Alternate: 
Description: 


6' RCP 


TEL=2.6kms. 
Features: 
Access: 
Point Rd 


UBD:191M14, 


#8,RM: Hall Of 


#7,IN/PX: The 


1996 Mr India. 

3.0/5.0 

2012-05-22 14:00:00 (Scarecrow) - Drain is having a major 
overhaul. Full of scaffwork, lights and workers during the 


This is due to a new development topside above the drain. 
Lb, Scarecrow; 20120523 


1995-12-31 13:00:00 
2012-05-22 14:00:00 


Oatlands Orbital 
North Parra Goolie Wash. 

A drain passing through 3 suburbs. D/s-u/s: 3 x 5' RCPs, 
besser-brick hallway, 2 x 5.5 RCPs with connections, 1 x 


ending in a party room, 2 x 5' RCPs. MPL=1.146kms. 


Rooms, junctions & halls. 
9,UE: Creek just E of Bettington Rd, S side of Kissing 


(not Vineyard Ck which is further E). [Sw:253F10, 


Grg:279B14, GPS:-33.8043868486,151.0282072]. 


Reflection. 


Escape Room. Exits to creek. Exit thru 


properties. 


#6,JN: The Auditorium. Nice echo. 


#5,SK: Locked 


grille near Barton Park tennis courts. 


#4,RM: The Cell. Danger 


from this point. Read Care. 


#3,RM: The Sweatbox (non collapse 


#1,RM: The Party Room. 


side). 


#0,AE: Gollan Ave Reserve. Head $S 
looking for creek [Sw:253B08, UBD:191H12, Grg:278H12, 
GPS:-33.7990626072,151.018381842, XED, XNL, XWPT]. 
Locality: Oatlands 
Region: NSW 
Country: Australia 
Care: Heading u/s, take either 5.5 RCP, however at the Sweatbox, 
take 
the R/H RCP as the L/H has a dangerous partial collapse. 
Look for 


* Heading d/s, 


danger signs written on the walls. 
take the L/H 
5.5 RCP at the end of the 6'. 


* One section has collapsed, other 


problems 


Eek!: 


Water Level: 


Cond: 
Photos: 
16/11/04. 


Nearby: 
drain 


Found: 
Rating: 
Created: 
Modified: 


sections very likely to collapse. 


in roughly the same location. 


Partial collapse. 


Shoe-Shin 


See Care. 


Danger. S 


Photos of part 


No response 


Care. 


at this stage. Collapse still there Sep 


The other RCP as minor 


tial collapse sent to Parra City Council 


2005. 


Street directories incorrectly show the creek feeding this 


as the creek feeding Does Not Compute. 


2004 dTrog. 
4.0/5.0 


1995-12231) 1.300200 
2005-12-07 13:00:00 


Name: 


Description: 


Features: 
Access: 
down to 


[Sw:NDR, 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
Found: 
Rating: 
Created: 
odified: 


Ocean Beach 


Nice hardcore 4ft RCP. TEL=500m. 
Grille in footpath. 


9,UE: 


beach using the RIGHT 


Umina 
NSW 
Australia 


Hardcore. 
2004 Dayv. 
0.5/5.0 


Enter Ocean 


UBD-CC:106N16, 
#1,UX: Out footpath grille, 
UBD-CC:106N15, 


Grille is in the 


(SW) walkway, Climb in pipe. 
Grg:NDR]. 
[Sw:NDR, 
Grg:NDR, XED]. 


middle of a footpath. 


1995-12-31 13:00:00 
2005-12-17 13:00:00 


Beach Carpark from Trafalgar Ave. 


Go 


Name: 
Alternate: 


Description: 


Features: 
room 
Access: 
D9] 


D10] 
Locality: 
Region: 


Octagon 


Colmsely Caverns 
Stormwater drain 


Chamber with pillars, 


TECE 


2S GE 


k outlet on North side 


8 barrel 8 sided section, 


Baringa st Cannon Hill 


gril 


Cannon Hill 
QLD 


k inlet in Regent Park, Wynnum rd Cannon Hill 


Country: 
Eek!: 


History: 
Found: 
Rating: 
Created: 
odified: 


Name: 


that it 


RCPs 


consist of 


Access: 
centre 


suitable 


Water Level: 


Description: 


Australia 

Mud in open middle section near shops 
Shoes 

The long lost eight barrel drain! 
OSBC, refound 2002 ekweleks Upd: 
375/550 
1995-12-31 13:00:00 
2003-12-31 13:00:00 


13/05/2004 


The system serves as a catchment for the shopping-centre 


encloses, as well as some street grills at various points. 
rarely travel in a straight line for more than 10m and 


3,4,5ft RCPS. 
Access can made from various grills around the shopping 


car park and the street, but the most appropriate with 


step-irons has a neat 5-way junction: [GPS:- 


33.775960,150.931423]) 


Locality: 
Region: 
Country: 


LO=DOs 
Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


1.2km 


Features: 
4'6 PVC 


sections, 


points, 


vaulted 


Access: 


Vater Level: 


Seven Hills 

NSW 

Australia 

Dry - Shoe 

Get Ratter up it (lol). 

Impractical to list all lengths and entry points. 
Swim, Cupid, Jazmond - 2012. 

3.0/5.0 

2012-10-27 13:00:00 


Odyssey Drain 
Old and new sections, hardcore in some parts. Approx. MPL 


or more. 
CDS unit, walls to climb over, 6'6 snaking brick archs, 


pipe section, mini 4' brick archs, RCPs, short crawl 
hardcore death-crawl sections, multiple entry and exit 
and the icing on the cake: 10' sandstone chamber with 
roof and 2' side-entry pipes via gutterboxes. 


D/S of Kogarah 1/2/3, via side canal that goes through 
Millepatte; behind Rockdale McDonald's on the Princes HWY. 


Next to 
entry has 
this 


CDS 


the 


approx. 


Sth of 


you 
over 


Ste Is- 


into 
road. 
2 Goyen 


100m D/S 


use the 


carpark at 


[GPS:-33.95669,151.136798] 

Alternatively use same grilles on Subway Rd that lead into 
Millepatte. [GPS:-33.956043,151.136765] 

Double-swing grille in footpath opposite 23 Hegarty St., 


black curved lamp-post. [GPS:-33.95477,151.136206]This 


fingertight bolts locking it in place. Re-bolt if using 
entry/exit. Leads into PVC pipe U/S, short crawl (10m) and 


unit D/S. 
UPDATE Ratter 2011: The "fingertight bolts" holding down 


Hegarty St grille are pretty solidly rusted on. Ghost and 
couldn't get it open, from topside or underneath. 


Swing grille inbetween apartment building and rail fence, 


60m nth of Hegarty St along train tracks, or approx 30 m 


The Seven Way, where it goes over the train line. 
[GPS:-33.953932,151.136021] 
Climb down eastern side. Leads to 6'6 brick arch U/S (once 


have climbed over wall) or PVC pipe D/S (same deal, climb 


wall). GBG at the front of 43 Watkin St, where King Edward 


[GPS:-33.952231,151.13281] 
This is hardcore entry through 2' RCP, but leads directly 


snadstone chamber after 5m. Can't be done during day; main 


Park car infront of GBG for safety at night. GBG opposite 
Ave. [GPS:-33.951474,151.131393]Hardcore death crawl for 


through 3' RCPs, leads into chamber. 
For the closest (safe) entry to see the sandstone chamber 


concrete manhole located under the tr next to the 


the apartments on 43 Watkin St. [GPS:- 


33.951776,151.132014]Approx 


exits 
#2, anda 


Locality: 


80m, and the RCP gets bigger the further D/S you go. 


Update Ratter 2011: Upstream of the chamber, there are two 
on Goyen Ave - a hinged steel grille in the driveway of 


pair of cast-iron grilles opposite it. 
Rockdale 


Region: 
Country: 
Care: 
points, one 


just 
round, 
carefully 


Eek!: 
of it 


couple of 
pipe 
drain. 
and a 


air. 


Water Level: 


Cond: 
History: 


To-Do: 
visits. 
Notes: 
Rd, you 


ready to be 


Found: 
Rating: 
Update: 
from the 


the 


still 


in tidal 


Created: 


NSW 
Australia 
Not for the softcore. Although, with multiple entry 


can enter into the drain and avoid crawling. 


UPDATE Ratter 2011: It's probably worth mentioning that 


downstream of the CDS unit is a murderous GPT - perfectly 


murky, and at least two meters deep. You've got to step 


along th dges before climbing over the wall. 
Don't open ANY GBGs unless you're car is parked in front 


and is safe to do so. 


UPDATE Ratter 2011: The hardcore brick arch leading to the 
chamber runs adjacent to an active sewer. There are a 


little steel overflow flaps, and at least one terracotta 
that looks right into it, wafting pure shitstench into the 
None of these stinky sections last more than a few metres, 


handful of skylights provide a welcome breath of fresh 


Dry - Shoe 
Excellent 


Everything has been explored! Bring kneepads on future 


If you look on Google Maps at the small park off Subway 
can see all the pieces of the CDS unit laying around, 


installed. 

21.11.2008- Bastion, Hatsumi, Scarecrow 
5407540 
2012-01-08 13:00:00 (Ratter) - (08/01/12) Unexplorable 


downstrem end: the GPT is blocked, flooding the drain to 
height of the weir. Upstream entrance on Hegarty St is 


fucked. 
TODO: Yank on the basket chain to unblock the GPT; drown 


wave of grotty garbage water. 


2008-11-07 13:00:00 


Modified: 2012-01-28 13:00:00 


Name: Officeworks 
Alternate: Hornsby Hunter's Hovel 
Description: Novel little Drain in Hornsby near Concourse 


Has been a while since this drain was first 


explored, 

so details are hazy. 

Traversed the 

length of this drain roughly 400m TEL, so not huge but 

interesting and clean 

From memory 

it was about 5 Ft, and from the entrance heads towards 
bushland 

as well as back up towards the Hornsby Concourse 
Features: - Interesting height/segment changes up and down Hunter 
Street, 

- Big grills outside 

an estate/serviced apartment block (-33°41'58.8"S 

151°06'07.8"B) 

- Ends near a park, if you follow the creek line there ar 
some 

underpasses (-33.698474, 151.107182) 

- Fun technical entrance/exit due to depth - 

especially if you're short (N.B. this is from memory as a 
new and 

impressionable explorer) 

- The best feature is mainly its location, and that 

there 


is a drain near Hornsby concourse 
Access: Access via a deep gutter grille in Hunter Lane behind 
Officeworks, potentially other access grilles along the 
lane too 


next to 


Locality: 
Region: 
Country: 
Care: 


are 


Eek!: 
unscrewing, 


Water Level: 


Cond: 
History: 
To-Do: 


Notes: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


canal. 
Features: 


drain. Old 


Access: 


bridge, and 


-33.700345, 151.100783 


Exit out of an obnoxiously shaped grille in the 
footpath at the T-intersection of Albert St and Water St, 


a telegraph pole. 

-33.699561, 151.102735 

Hornsby 

NSW 

Australia 

Access obviously, middle of Hornsby 
Residents 

probably 

Grill may be heavy at exit 


ti 


tall, maybe a two person minimum explore to exit easily 


Potentially a bolt on the exit grille that needs 


which might rust over time 

Shoe 

Mint - Untouched when explored in late 2014/early 2015 
Unsure, looks reasonably modern. 

Find more like it in the area, 


Explore with the Clan 

Information here may not be 100% accurate 
Siege and Paz, 2014 

30:/5.2.0 

2016-04-30 00:06:08 

2016-05-20 21:49:40 


Ogre's Hovel 
Large wide drain running adjacent to Rushcutter's Bay 


TEL=300m. 
Upstairs room with view of a nice clean pipe feeding 


egg shaped sewer tunnel that branches off and runs over 
Rushcutter's Bay drain, dry and not in use. 

1: After exploring Rushcutter's Bay Drain, (Sth end of 
Rushcutters Bay park, at Bayswater Rd [Sw:298A01/067A01, 
BD:236M13/004J09, Grg:346G613/013D09, 
GPS:-33.8767465107,151.229928318]) continue S under 


Ci 


n 


out into main canal. Turn N again. 


#2: Enter canal from SE cnr 


ntrance grill is a short drop (from memory) so unless you 


of Bayswater Rd & Neild Ave (Same SD ref), take R side 
drain. 
#9,AX: Sea exit next to Rushcutter's Bay canal. 
Locality: Rushcutters Bay 
Region: NSW 
Country: Australia 
Water Level: Tidal, Dry-Knee 
Nearby: *Course: Vertigo == Rushcutters Bay Drain/(Ogre's Hovel) 
==<Rushcutters Bay. 
Found: 1997 Ogre. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-09-27 14:00:00 
Name: OH..Look at that! 
Alternate: Matraville Drain 
Description: Short drain passing beneath Botany Rd, in same canal but 
downstream of Fat Tulip. 100m. 
Features: Eels, birds, cans,papers, a floodgate with a by-pass in 
canal. 
Access: Beauchamp Rd, Matraville (shown as open canal in 
Gregories, page 
406, G16). 
-33.962997,151.220439 
Locality: Matraville 
Region: NSW 
Country: Australia 
Care: Canal downstream passes through the container dock! 
Eek!: Tidal, can be totally dry, or 6ft deep in water, depending 
on the 
tide. 
Water Level: Dry - Boat 
History: Used to be shorter but was extended when Botany & 


Found: 
Rating: 
Created: 


Beauchamp Roads 


lsy (Nivelo) 


were remodelled 
2002 - Blakjak, Drac, Mil 
E0750 


2012-07-20 14:00:00 


Name: 
Description: 
large 


Oil Sump 


30x20 meter 7ft tall retention basin. 


4 access points from 


grills give it an interestng lighting effect. 


Standable area in center 
dirt/water anywhere. 


of chamber. Chamber is smick, no 


Features: 
lighting 


easily be 


Access: 
of KIA 


unhinged 


Locality: 
Region: 
Country: 
Care: 

my be 


above 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
slide 


Few 


Access: 


Longbranch GO 


is set 
strong 
Locality: 


Region: 
Country: 


Water Level: 


on 


Found: 
Rating: 
Created: 
Modified: 


Interesting scaffolding in centre of chamber. Nice 


effect of entrances. Sounds from inside building can 


heard 
Grassed area near advertising billboard on northern side 


motors dealership in Flemington. Open any of 3 light 


grills in garden be next to red brick wall. 

Flemington 

NSW 

Australia 

Easily seen by traffic on Parramatta rd. Noise in chamber 


heard from inside building. Active car dealership directly 


chamber 

Dry - Dry 

Pristine 

2010 - Ghost 
0.5/5.0 

2010-03-12 13:00:00 


Old Hoser 
7ft high Arched tunnel. 
Odd outfall, 12ft high, very narrow, leading straight up a 


to the arch tunnel, which is unusual in Ontario as it is. 


manhole shafts, becomes a 7ft rcp after 400m. 
From where Lakeshore Bvd crosses Etobicoke Ck(near 


station), follow the path on the eastern side of the creek 
roughly 600m upstream, past the rail bridge and dam. Drain 


into a tall retaining wall where the creek goes round a 


bend. Climb down wall to outfall.[Mapart: 118 U4] 
Longbranch 

OR 

United States of America 

Outfall is very deep, around mid thigh to waist depending 


creek height, however it can be negotiated 
2004 Angels of The Underground 

3:3 5/9 30 
1995-12-31 13:00:00 
2007-05-11 14:00:00 


Name: 
Alternate: 
Description: 
but a 


drain. 


Features: 
sealed off 


very 


into the 
also a few 
property 


Access: 


Old Lithgow Powerstation 
Vampire Drain 
The Old Lithgow Power Station ruins. The site is trashed 


few odd bits remain, including an old 6-7ft covered canal 


MPL=300m 
There ar 


a few small underground rooms but they are 


with steel plates, although one is accessible if you are 
thin. 


One room even contains an 
old Vespa motor scooter?! 


The 
drain beneath the site has strange wooden stakes driven 


walls towards the middle, and several worn down weirs, 


manholes and a 2ft sidepipe heading into the State Min 


across the street. 
Park near State Mine Museum, State Mine Gully Road. 
[GPS:-33.459597,150.170, one is accessible if you are 195] 


Underground plant room approx 30m north 
of the old broken concrete tank: [GPS:- 


33.460473,150.170643]. 


flooded and 


Locality: 
Region: 
Country: 
Care: 
ruins 


Water Level: 
History: 
Power 


Mine, the 


power 


There are several more hatches on 
the site too ([GPS:-33.459849,150.170417] & 
[GPS:-33.460798,150.170381]), but they are completely 


one has been backfilled. 
Lithgow 

NSW 
Australia 

Vatch out for nosey State Min 


workers, the power station 


back onto private property, and a house 
Dry - Ankle 
This tunnel was used to draw water into the old Lithgow 


Station, which powered the old Lithgow hospital, State 


western railway and the Lithgow ADI. The bulk of this 


To-Do: 
Notes: 
echo 


between the 
Found: 
Rating: 
Update: 
here: 


pumping 


are 


Created: 
Modified: 


Name: 


Description: 


a) T 


Features: 
made of 


Access: 
Barton 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


station has been demolished. 
Rescue the ancient Vespa. 
The old broken concrete water tank on this site makes cool 


sounds when clapping in it. 


There 
is also a 4ft drain leading into a grillroom halfway 


old rail crossing and Powerstation/State Mine. 

DC and Cactua 2012 

2.0/5.0 

2014-09-16 14:00:00 (DC) - Underground plant room access 


-33.460473,150.170643. featuring rusty cable trays, water 


stuff and also an old motor scooter. 


There are several more hatches on the site too 
(-33.459849,150.170417 & -33.460798,150.170381), but all 


completely flooded and one has been backfilled. 


2013-07-01 14:00:00 
2017-02-16 16:53:54 


Old Worsley 
Very old drain. 9' arch entrance, short open section, old 


section. Not very long unfortunatly. Runs under Canal. 
Odd, blocked off side tunnels. Very old (1780's?), walls 


rocks and dirt. 
Climb down into brook just NW of cnr or Stablefold Ln and 


Rd. [AA: 95H05, A-z: 78A6] 
Worsley 

North West England 
United Kingdom 

Floor full of potholes. 
Shin to knee 
Sagging roof, potholes, rotting walls. 
2004 Siologen 

25/570 

1995=12=31 -1:3:002:00 

2005-06-09 14:00:00 


Omaha Beachhead 


Description: 3.5'h sand filled rect entrance eventually opens up 5'h 
passage 


under road and parkland. Large sandstone room with new 

GPT. 5'd 

RCP at u/s end. 

Access: 0,UX: Tamarama park [Sw:298010/068010, UBD:257L06/026G12, 
Grg:378A06, GPS:-33.8982313786,151.267743585, XED, XNL, 


XWPT]. 


#1: Various manholes in between. 
#9,UE: Southern end of 
Tamarama Beach [Sw:298R11/078R11, UBD:257M07/026314, 


Grg:378BO7, 


GPS:-33.9006666747,151.270354588]. 


Locality: Tamarama 
Region: NSW 
Country: Australia 
Care: Don't walk in on bikini-less teenagers having sex. 
Water Level: Tidal, Shoe-death 
Found: 2003 Syme. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-11-07 13:00:00 
Name: One Nation 
Description: 6' twin RCP, changes shape to 5'X 10' rect tunnel then to 
5:0 REP 
Explored TEL=850m. 
Features: As yet unexplored branches!. 
Access: 1: Twin RCPs via Creek in Corea Oval, off Corea St 


[Sw:355C06, 
UBD:313L14, Grg:462A14]. 
#2: Grille in Macquarie st, near lane 
way & close to corner with Bathurst St [Sw:354R08, 


UBD: 313H16, 


Grg:461H16, XED]. 


#3 (To be confirmed): Council Nursery on 
Boulevarde. 

Locality: Miranda 

Region: NSW 

Country: Australia 

Water Level: Shoe 

Found: 2005 Rodent/Traceroute. 

Rating: 20. N 

Created: 1995-12-31 13:00:00 

Modified: 2005-12-17 13:00:00 


Name: Onedollaricher 


Alternate: 


Description: 


600m. TEL= 


main 


Features: 
drain 


the reps 
scale 
holding 
ladder 
Access: 
round rep 
go good 
rail 
Locality: 
Region: 
Country: 
Care: 
Cond: 


History: 
expo 


it was 
as 


To-Do: 
art 


Found: 

Rating: 
Update: 
need to 


the 


Until 


whatnot 


Vater Level: 


Quasi Extension 
Very cool little playground. 6ft round rcp for approx 


Easily could be 1km or more, a number of 5.5ft rcps ajoin 


passage and have not been, as far as i know, explored. 
Passes 7x 15ft drop shafts with ladders, one has uber 


ladder goodness. Four waterfalls, several of these have 
atop them, would need ladder or at min two milkcrates to 


falls. MPassage ends with boardings over drain visibly 


back tonnes of backfill in final drop shaft. From here 


goes up to accessible rcp 5.5ft which goes to grill room > 
continues as 5ft rcp. 
Under rail bridge in canal at Eastwood station. See 6ft 


set in wall, 8ft yellow rung ladder in wall next to it?> 


explorer. Railway Pde, roughly opp Ethel street alongside 


line. Jump in canal. Head towards underpass. 
[GPS:-33.78911001607905,151.08261108398438] 

Eastwood 

NSW 

Australia 

Usual caution whence climbing ladders. 

Dry - Shoe 

Awesome..most of main passage is all new rcp 

Loop and co had wandered into this one evening on a Quasi 


and taken a look, but it was never listed. 
UPDATE: Was originally listed as Tyr's disappointment when 


only a short, very short drain. Now it grew and is listed 


above. 
Explore all the side branches. 


Make it into a Swoo esque 


gallery. 

Pandaman 2008 Jan 17 

3.0/5.0 

2013-03-30 13:00:00 (Red) - (October - 2012) The gap you 


navigate over to get further into this drain right near 


entrance has been blocked with cooking oil, or paint, or 
something thats whitey-bluey and stinks like a chemical. 


the blockage can be dealt with, one would need a plank or 


it was 


Created: 
Modified: 


Name: 


Description: 


runoff 
memory) 


Access: 
and is 


visited 
condition. 
fairly 

Mt 

mountain in 
Hut 
Locality: 
Region: 
Country: 


Care: 
runoff 


fines 


Water Level: 


Cond: 
History: 
scheme 


To-Do: 


Found: 
Rating: 
Created: 
Modified: 


to access the drain proper. It may have changed since, but 


like this earlier in 2012 as well last I checked. 


0000-00-00 00:00:00 
2013-03-30 13:00:00 


Opera House Aqueduct 
10' high by 8' wide rock hewn tunnel, 1' deep in snowmelt 


that goes 2kms under a mountain (NW flank of Kozi. from 


with a cool overflow tunnel at SW end!!!. 
Geehi Dam turnoff is halfway between Thredbo and Khancoban 


about 70kms from either. The area is remote and often not 


for many weeks. The roads are dirt and not in the best 
The aqueduct is a 15kms walk/bike from Geehi Dam along 
gentle fire trail from other side of Dam wall, or descend 


Sentinel from the Nth flanks of Mt Tate (2nd highest 


Aust), just to the N of Mt.Kosciusko, down to Opera House 
[NDR]. 

Geehi Dam 

NSW 


Australia 
Water is VERY COLD, best to do during April when snow melt 


is at lowest. Is very very remote!!. Tunnel is locked, & 
apply if you get caught in there. 

1ft deep (cold) snowmelt flow during winter & spring 
Active. 

Was built to duct water from the Snowies into the hydro 


and prevent it washing down into the Murray and off into 
Victoria! 
Drive out in small 4WD and drive through tunnel. Tunnel 
originally designed for a Series 1 Landrover. 

1998 Mr India. 

4.0/5.0 

1995=12=31 -13008:00 

2003-09-14 14:00:00 


Name: 


Alternate: 
Description: 


Ck). 


under 


of the 


upgraded 
several 
sections 


older 


RCP's, 


Features: 


tunnels, 


and 


left 
buzzing 


Access: 


railway line 


Orange Darkie 
Orange Splits 
This is the main drain for the Orange CBD (Blackmans Swamp 


This system was "Supercharged" in 2006. 


The drain has two separate branches with one heading 


the main CBD and the other heading under the eastern part 


city. Both meet up near each end of the system. 


Mostly 7ft triple box culverts in the 


sections, but varies between 6.2 and 15ft, changes shapes 


times. Also features covered canal bits, corridor like 


and large RCP's, becoming a tub shaped drain in the much 


middle section. 


A bunch of cool 
Side pipes join into the system, including 2 separate 5ft 


and a few 3 & 4ft ones too. 


One 
Side tunnel runs a short distance to a street grill in the 


MPL 1km x2, TEL 2km+ 
Many shape changes, very old sections, interesting side 


large junction rooms (one particularly large), brickwork 


slate bricks in the old section, 2/3 separate systems with 
cables, gas and water pipes running through the roof in 


branch, old scaffolding from the upgrade, and a loud 


noise in middle of drain (under a substation maybe?). 
Best access is to park on William St here somewher 
-33.2793645,149.1066712 


Follow 
the main canal around the corner and head under the 


towards the large drain outlet here: 


-33.2786752,149.105248 


shopping 


Region: 
Country: 
Care: 


cable 


Eek!: 
wires 


this 


Water Level: 


Locality: 


Byng Street grill: 
-33.2819342,149.1023464 (locked). 


Canal inlet on Kite Street here: -33.2858325,149.0996046 
(4x6.2ft) but its on a main street across from the 


centre and a bit too visible during the day. 
Orange 

NSW 

Australia 

Very slippery in the tub section, 


Update 2016: Boiling hot water leaking from a rotting 


conduit running through the roof near the tub section? 
Loud buzzing in middle junction room of drain and heaps of 


and cables here too, also a funny industrial oily smell in 


section. 
Slimey - Ankle. The drain is mainly dry through out as the 


water 
small 
is dry 


Cond: 
History: 


To-Do: 
branch 


the 


drain 


Notes: 
does not 


Found: 


Rating: 
Created: 


Modified: 


runs through a channel in the floor. Only the outlets and 


section of far left branch can be shoe at most. All else 


enough. 

Good 

After several large floods in the city, the drain was 
"Supercharged" in 1996 and a second branch was added. 
Explore the sidepipes. There are a few through the right 


of the system, and another under the railway bridge near 


outlet. 


There is another 80ish 
metre long twin 7ft RCP section just upstream of the main 


here: -33.2873886,149.0984341 
Pic of the "official" drain map in the gallery, but it 


seem very accurate. 

2014 DC, Cactua and LB. First explored 2015 DC, Kazman and 
Stoony. 

4.5/5.0 

2015-06-22 14:00:00 

2017-02-15 07:45:45 


Name: 
Description: 
Close to 


Features: 
by 


Access: 
Henry 


through 


Locality: 
Region: 
Country: 
Care: 
manholes for 


Eek!: 
stretch 


Water Level: 
Cond: 
History: 
To-Do: 
Notes: 
forgot 


Found: 
Rating: 
Created: 


Orange Grease 
Little drain 


multiple othe 
MPL=500ms (mo 
Large grille 


small pipes. 
Park on Jocel 


Kendall St. 


RCP. 
[GPS:-35.1976 
Franklin 

ACT 

Australia 


Grille is easily visible from the road. 


Entry is visible from nearby homes. 


system around the new suburb of Franklin. 


r drains of similar construction. 
re likely 10ms for normal people.) 
room with internal GPT. Small rooms connected 


Good spot to chill. 
yn Brown street closest to the corner of 


enter 


70,149.147193] 


Only road based 


the first 300 
Navigating fr 


and vice vers 
Ankle - Dry 

Univisted / U 
Recent instal 


-400ms after leaving grille room. 
om the GPT bars to the RCP require a bit of 


a. Don't do a groin. 


ntouched 
lation in a new suburb 


NA 
If you do vis 


it this drain could you put my name up as I 


to bring a pe 
2014 Delo 
2.0/5.0 
2014-07-01 14 


n. 


:00:00 


Name: 
Alternate: 
Description: 
roundabout on 


Access: 
Newtown 


Locality: 


Oriface's ori 
Wetherill Par 
Twin 6ft rect 


the corner of 


MPL 
Enter canal o 


here... 

[GPS:-33.8447 
here... 
[GPS:-33.8443 
Wetherill Par 


fice 
k Darkie 
angular underpass running beneath the 


Victoria St & Newtown Rd, Wetherill Park. 


& TEL=90m. 


n the canal on the corner of Victoria St & 


34,150.892984] 


24,150.893719] 
k 


Region: 
Country: 
Care: 
flood 


Notes: 
the 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


up as 


dared. They 


Banks 


MPL=2 . 3KM 


Features: 


features with 


RBT 


section is 


from Banks 
train 


into 


between 6 - 
through 


Access: 
off east 


cycle 


either 


Vater Level: 


NSW 
Australia 
Very exposed area with lots of traffic passing by. Can 


during heavy rains. 

Dry - Ankle 

1 of a series of drains running off the canal that cuts 
diagonally through Wetherill Park from southwest towards 


northeast. 

2011 - Blakjak, Oriface 
0.0/5.0 

2011-06-29 14:00:00 


Orphan 
Mt Lawley Main Drain; Walt 
"Walters' brook flowed out 


ers Brook 
from a drain, which we walked 


CEET 


lads. We walked up the underground pipe, as far as we 


said it ends up in Hyde park!" - Inscription on a sign at 


reserve where Walters' Brook meets the Swan river. 


(approx) TEL=UNKNOWN 
A fantastic system containing loads of history and 


old and new sections combined. Coffin, Mummy, Rectangular, 


and RCP are all shapes you'll see in this drain. RCP 


the newest section, completed in the 60s. The RCP runs 


reserve in Mt Lawley and stops just before the east Perth 


station (end of Gardiner st to be precise) where it turns 


7/8ft concrete rectangle which runs up to Forrest Park in 
Highgate from there in turns into a mixture of stone 
mummy/coffin/rectangle/red brick where heights vary 


9ft (maybe 10 or more in some sections) and continues 


Highgate to Hyde Park (supposedly). 
Best place to park is at the bottom of summers st (comes 


parade) on the banks of the Swan. Walk north a long the 


path for approx 50-60ms before you hit the brook. You can 


rusted 
pretty 


and get 


100 or 
light 
meters of 


Le as 


historical 
abandoned. It 


Locality: 
Region: 
Country: 
Care: 
quiet 


are 


Eek!: 
ona 


some 
be 

Water Level: 
Cond: 


street 


History: 
Reserve, 


on 
is 
Originally 


Walter. 


enter here through a 5ft RCP with a very old school and 


swing grille. If you do enter via the RCP you get to see a 


cool waterfall room. If you want to skip the back break 


on with it, continue topside from the drain and cross Joel 
terrace, look for small Water Corp. service lane. Walk a 


so meters down here and lift second last (from memory) 


weight grate and enter. You only have to traverse 60 


RCP to get to the goods. You'll be able to tell which one 


because it isn't a cast iron bar grate like the others. 
1. Park [GPS:-31.943546,115.881343] 

2. Outlet [GPS:-31.941366,115.881026] 

3. Grill [GPS:-31.939352,115.879896] 

Side note: Summer st car park is very close to the 


East Perth power station that is currently lying 


may be a great spot to conduct an expo from. 
Mt Lawley 

VA 
Australia 

If entering through the grate in service lane try and keep 


as it's directly behind someones back door. Perth people 


paranoid. 
Careful climbing up some of the waterfalls. RCP section is 


constant ascent when heading upstream - very slippery in 


spots. Maybe lack of oxygen in some of the old sections - 


wary. 
Ankle - Shin 


(Tidal) 
No graffiti. E 


Except from the Water Dept who have written 


names and structual information in some sections. 
Walters Brook, which flows into the Swan River at Banks 


originally flowed from a swamp on the site of Forrest Park 


Walcott Street, Highgate. The brook still flows today, but 


mostly underground until it reaches Banks Reserve. 


named by Governor James Stirling after his older brother 


located 


present-day 


stormwater to 


To-Do: 
to bring 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
Access: 
Wigram 


#5,AX: 


Locality: 
Region: 
Country: 


Nearby: 
India's 


Hole) 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


becomes 


completely 


sourced 


Water Level: 


The brook originally flowed much further inland, and was 


site of the 


to the north of an open swamp, near th 


East Perth railway station. The Mount Lawley Main Drain is 
located at Walter's Brook, and formerly supplied 


Perth Power Station. 
my name up. I forgot 


Valter's Brook Engine House at East 
If you visit this drain can you put 


a pen. Follow it all the way to Hydey. 


2014 Delo 
5.0/5.0 
2014-03-04 13:00:00 


Orphan School Creek 

Old varied drain running under the Children's Hospital in 
Camperdown and Annandale. 

Various structures. Sandstone sections. 

9,UE: 4' sq draining into Johnson's Ck canal, just S of 


Rd Bridge [Sw:296N04/064N04, UBD:235G16/011P15, 
Grg:344G616/011D15, GPS:-33.8825568381,151.176408674]. 


Manhole at RH bend is openable. 

Camperdown 

NSW 

Australia 

Shoe 

*Johnson's Ck Course: (Trafalgarian) == Loaf == (Mr 


Vestibule) == (Orphan School Creek) == (Hereford Hell 


==<Rozelle Bay. 
1991 Melb Clan. 
05575370 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Other Side of the Slide 
Stagnant Socks 
4.5ft RCP drain exiting into the Parramatta river. Drain 


a chamber with manhole after 250m where it splits into two 
smaller drains. Drain straight ahead is 4ft and almost 


dry. 3-3.5ft drain off to the right is where the water is 


50m 
for 50m 
filled up 


Features: 
cars 


corner 
water - 
and then 
that 
Access: 
entrance 
Locality: 
Region: 
Country: 


Eek!: 
likely 


Cond: 
To-Do: 
pipe. 
Found: 
Rating: 
Created: 


Name: 


Description: 


shrinks to 
room with 

Features: 

Access: 

Pl 


firmly 


Vater Level: 


and shrinks really quickly. 4ft pipe continues for about 


until slid 


(see Features below) and then is ankle deep 
or so before becoming a low chamber with a low 2ft pipe 


with water. MPL=350-400m. TEL=450m+. U2. 
No gutter box grills. Chamber with manhole after 250m with 


going over it. The guess is that its somewhere around the 


of Marsden St and George St. Weird slide thing blocking 


drain rises up for a few metres like some sort of slide 


slides down again to pools of ankle-deep stagnant water 


smells really bad. 
Access to drain off Marsden St, Parramatta 
[GPS:-33.811243,151.003069]. Park in car park near drain 


and walk over to drain. Parking is not free before 10pm me 
thinks. 

Parramatta 

NSW 

Australia 

Stagnant water or possible sewer overflow, although more 


the former. 

Dry - Ankle 

Structurally good. Clean in most sections. 

Hardcore the 3-3.5ft side-pipe. Swim and drown in the 2ft 


2010 Red/Toothpick 
T: 04550 
2010-11-11 13:00:00 


Oyster Gully 
Starts as twin 7' RCPs, joins up after 50m. Eventually 


5' after 200m, slopes uphill and terminates in a little 


URBX CREW tags. TEL 500m. 
Plenty of skylight GBGs, concrete slab in park, plants, 
dragonflies. Do it on a sunny day. 

Outfall near Oak Rd North & Tea Tree Pl 
[GPS:-34.022989,151.072948], cast-iron grilles along Kiewa 


[GPS:-34.024313,151.072252]. Possible upstream exit via 


stuck cast-iron grille up a small side pipe, Birch Pl 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
concrete 


at u/s 
key to 
Access: 
Rd 

passes 


jump 


[GPS:-34.027410,151.071389]. 
Kirrawee 

NSW 

Australia 

Shoe - Dry 

Ratter, 2011 

2.0/5.0 

2011-07-10 14:00:00 


Padded Room, The 
Enormous chamber under a Private Hospital. 
BIIIG! Canal running down middle banked by donut-form 


banks, running up to 20m wid ither sid Twin waterfalls 


ends, big skylight grilles. Use a mailbox or petrol cap 


switch on the bank of 5000 watt floodlights!. 
0,UE: Across the road from the Private Hospital on Darcy 


[Sw:252E10, UBD:190K14, Grg:277E14, 
GPS:-33.8036506217,150.982717844], jump in creek, this 


under the road, via 4' recs. Follow to top of waterfalls, 


down & you're in. 


#9: Exits at rear of Hospital [Sw:252E10, 


Locality: 
Region: 
Country: 
Care: 
wirecutters 


hole on 
the 
Eek!: 
Found: 


Rating: 
Update: 


up 


in 


Water Level: 


UBD:190K14, Grg:277E14, GPS:-33.8022797169,150.98214518]. 
Westmead 

NSW 

Australia 

In you don't like climbing waterfalls then take som 


with you to exit the d/s end. As of 25 Feb 05 there is a 
LHS (looking d/s) corner of the building. Climb up under 


stairs to use them as cover from any security. 

Trappable drain!!!. 

Centre channel becomes flooded. Walk along edges 

2002 Hatchet/Millsy. 

4.0/5.0 

2010-05-16 14:00:00 (Sledgy) - May 2010 

Grab a milk crate or something to stand on to climb back 


waterfalls as its rather tricky without. Left a small log 
resting on right hand side just as you drop down to assist 


future. However may be gone by the time you get there. 


Also, downstream exit is easily possible at the moment 


without 

the need for wirecutters. 
Created: 1995-12-31 13:00:00 
Modified: 2010-05-17 14:00:00 
Name: Par 99 
Description: Average drain with one room and a family of Eels to keep 
you 

company at the northern portal. 

Southern portal comes out in the former Cathay pacific Par 
3 golf 

course. 

TEL = 50m, made up of 2x 25m lengths with a small room in 
the 

middle. 

Northern length is 5'6" 

Southern length is 5' 
Features: Chamber/room that would fit 4-6 ppl at a squash. 

Eels galore at northern end. 

Golf balls. 

Old graff. 

Spiders. 

Branch in the way of path 1/2way through southern length. 
Access: http://www.nearmap.com/?q=@-33.8951794,151.0130393é11=- 


33.895179,151.0130396z2=21é&t=k&nmd=20100715 
Climb down wall into ankle deep water (here, have a 


concrete 
pill), smash your way through the reeds and other 
shrubbery while 


holding onto the wall and enter the drain. Care for Eels. 


Entry 
is in Rose park. 


http://www.nearmap.com/?q=@-33.8964618,151.0112093é611=- 
33.896462,151.0112096z=21ét=k&nmd=20100715 
Climb out of drain up embankment. Care, keep noise to 


minimum due 
to possible security patrols and close proximity of 
neighbours 


http://www.nearmap.com/?q=@-33.8985312,151.0113320é11=- 
33.898531,151.011332&z=216t=k&nmd=20100715 
Jump gate here to exit. Care for possible security patrols 


and 
keep quiet as to not awaken residents. 
This gate has no barbed wire to circumnavigate. 
Locality: Sefton 
Region: NSW 
Country: Australia 


Care: 
proximity 


Water Level: 
Notes: 
the 


Found: 
Rating: 
Created: 


Name: 
Description: 


Features: 
around 


3m high. 


up to 
grille 
pipe gives 
Tunnel is 
wonderful 


Access: 
Dr, turn 


thru the 
H76] 


open. 
Locality: 
Region: 
Country: 
Care: 

of 


Water Level: 
Found: 


Security in golf course and noise levels due to close 
of neighbours. 

As it's a golf course, peopl 
morning as well. 

Shoe - Shin 

Did I mention one exit falls on land that's used early in 


tend to rock up early in the 


morning ? 
What about the neighbours ? 
What about the Eels ? 
DoriDori 2011 

2.0/5.0 

2011-04-01 13:00:00 


Park Drive 

Toronto's best drain, chock full of atmosphere and awesome 
features. 
13ft diameter rcp with long sections of 14ft high oval. 
Innumerable huge waterfalls, the first 4 being twin falls 


5m high, the remaining 8 or so being single falls around 


All the falls empty into large deep pits and all have an 
intricate ladder and catwalk system that sees you climbing 


E: 


the falls, then There are numerous 


ffectively over them. 


rooms, the odd side tunnel and eventually the big bore 
way to an 8ft and 6ft rcp, before going on to shrink. 
often full of mist with gushing sidepipes andweird n 


shapes. 
At the intersection of Mount Pleasant Drive and Roxburgh 


down Roxburgh then follow the trail off to the left down 


valley, the outfall is 200m down on the left. [Mapart: 192 


Outfall gate is very heavy, mostly requires two ppl to 


Rosedale 

OR 

United States of America 

Pits are waist deep and grotty, catwalks are dodgy. Lots 


ladder climbing. 
Yep, ankle to shin 
1999 Pyrodesiac/Ninjalicious/Persephone/Matt 


Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


two 


graffiti. 


fora 


Access: 


line. 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 


To-Do: 
before 


Notes: 
just from 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


tunnel - 


TEL=160m. 


Features: 
point. 
Access: 
nearby 


0.0/5.0 
1995-12-31 13:00:00 
2007-01-06 13:00:00 


Parkie 
Parkes Darkie 
Box culverts under rail line, short open section then into 


larger box pipes, which change to round pipe. Little 


Unsure how long it is, fairly unexciting RCP 


few hundred meters with no change. 

1: Jump the fence at Rail Station at bend in Newell 
Hwy, (-33.141726,148.171532) 

2: Walk up the creek 

from behind the BP servo on Newell Hwy south of the rail 


(-33.142117,148.171470) Watch the rail line/platform 
Parkes 

NSW 

Australia 

Section under rail line is fairly public 

Bats, rail staff 

Ankle 

Keep going and check if it gets any better - turned around 


it shrunk so there's a chance of some older stuff 
Could have sworn I'd found this on EB but maybe it was 


googling 

NoPro, 2016 

2.0/5.0 

2016-06-14 10:23:29 
2016-06-15 20:57:18 


Parramatta Park Drain 
Twin 4.5-5ft RCPs underneath two roads and a pedestrian 


the latter of which is underneath a rail line. MPL=80m. 


U2. 
It (the drain) changes direction slightly at the halfway 


Park in Parramatta Park during the day or in a backstreet 


during the night. Enter upstream here, at 


Locality: 
Region: 
Country: 


Cond: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


"Rambo! 


Features: 
RCP 


Access: 
Lane (NB: 


(leads 


overflow 


Locality: 
Region: 
Country: 
Care: 


Eek!: 


Cond: 
History: 
LO=D0% 
Notes: 
drain 


Found: 
Rating: 


Vater Level: 


Water Level: 


[GPS:-33.810604,150.992005]. 
[GPS:-33.81011,150.992626]. 
Parramatta 

NSW 

Australia 

Dry - Shoe 

Good. 

2011 Red 

0:35792.0 

2011-11-11 13:00:00 


Exit downstream here, at 


Passageway to Purgatory 
P.I.G. 
"Rocky' represents the optimistic side of life, and 


represents purgatory. - Sylvester Stallone. 
MPL=1.2kms of pain. 


Strange CDS unit. Weird overflow section. Rectangle and 


shape. Some dudes wallet. 
Park at small wetland cnr of Wimmera St and Flemington 


This road does not yet show up on google maps for current 
reference use mapleton road). Enter either through the RCP 


directly to a CDS unit) or through rectangle (leads to 


section that connects to RCP and marks the start of the 
"passageway"). 

[GPS:-35.196167,149.151941] 

Harrison 

ACT 

Australia 

Do not do this drain if you suffer from the following: 
Heart Problems 

Knee problems 

Back pain 

Macropodaphobia 

Arthritis 

You respect yourself 

It's not a wombat. 
Ankle - Dry 
Untouched. 

Brand spanker. 
Learn forgiveness. 
Great to test new 


xplorers spirits. If you do visit this 


can you put my name up as forgot to bring a pen. 
2014 Delo 


2..0/5...0 


Created: 


Name: 
Alternate: 


Description: 


6 ' 


Features: 
Access: 
the 


here. 


bridge, 


Locality: 
Region: 
Country: 
Care: 


thick 


Water Level: 


Cond: 
History: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Access: 


Locality: 
Region: 
Country: 


To-Do: 
around 


Found: 


Vater Level: 


2014-06-25 14:00:00 


Patin de Glace 
Nugget 
New drain under Bankstown Airport 6 x 6' RCP's feeding 4 x 


concrete squares with grilled marshy outfall. 


MPL: 400m 
Multiple drains! 
Turn off Milperra Rd at Bunnings/Bankstown Airport, follow 


road around airfields until you come to the overpass, park 


Enter via fence hole curtain into open canal, walk under 
SLIPPERY! 


GPS:-33.924733,150.996476 

Bankstown 

NSW 

Australia 

Security is friendly but they may not want you under their 
airport, verrryyy slippery at the basin infall which is 


with algae 

Shoe - Dry 

pristine 

upstream section constructed '06, downstream in '98 
Curly & Rascal '10 

3.0/5.0 

2010-02-13 13:00:00 


Pattersons Escape 
6Ft RCP Connecting two Marsh Areas MPL = 200M 


Gutter box end of Patterson Close Padstow 
[GPS:-33.963777,151.039296] 


Padstow 

NSW 

Australia 

Shoe - Ankle 

Look around padstow Marsh Areas probably alot more drains 


here 
What Woes 


Rating: 
Created: 


Name: 
Description: 
Access: 
Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
upstream 
Hills 


irons and 


School 


Features: 
upstream 


hand. 
Access: 


0.5/5.0 
2010-05-24 14:00:00 


Pauline Manson 

Stormwater Drain 

View entrance from train bridge to north ipswich. 
Ipswich 62 D-5, 213 F-14 

QLD 

Australia 

1997 Azza 

0.0/5.0 

1995-12-31 13:00:00 

2003-12-11 13:00:00 


Pearced Off 
Bad Pun 
Downstream is a 6ft RCP with step-irons needed to access 


areas (making this a rather interesting drain for the 


District to date). Drain becomes 5.5ft are first step- 


5ft after second step-irons. Upstream is 3.5ft. The larger 
sections of the drain go underneath Matthew Pearce Public 


(hence the drain name). MPL=~620m. U2. 
Manhole chambers with step-irons required to access 


RCPs. 


Big spiders; about the size of the average human- 


Hardcore 3.5ft upstream access at [GPS:- 


33.758702,150.959166]. 


There are 


scattered 


points of 


point of 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 


Simply slip underneath M7 fence in western-end of park. 
a mixture of old-school heavy grills and swing-grills 


along the southern side of Astoria Park Rd for varying 


access (~15 in total). Exits into creek at 
[GPS:-33.757811,150.964997]; the latter being the best 


entry. 

Baulkham Hills 

NSW 

Australia 

Debris build-up upstream. 

HUGE SPIDERS WITH GLOWING EYES!! 
Shoe - Dry 


Cond: 
History: 
Found: 
Rating: 
Created: 


New (ish). 
c. 1995 
2010 Red 
2.0/5.0 


2010-09-27 14:00: 


00 


Name: 
Alternate: 


Description: 


Features: 
pearl 


the 


Access: 
stupidly 


Locality: 
Region: 
Country: 
Care: 


To-Do: 
Found: 
Rating: 
Update: 


Created: 
Modified: 


Vater Level: 


Pearl Necklac 
Pussyfoot 
4.5! 


MPL: 


covered canal 


200m + overflow 
Barnacles in pretty arrangements all over the floor, 


with CDS 


(unexplored) 
soggy 


necklaces hanging from the ceiling waiting to catch you in 


eye. 


CDS unit is a nice spot to chill out 


Tidal outfall on Henley Marine Drive. 


thought it was 
Canada Bay 
NSW 
Australia 
Barnacles, 
Shin - Dry 


tide 


Rascal 2010 
0.5/5.0 


2011-04-03 14:00: 


Henley Marine Dr 
Russell Lea 


2010-06-28 14:00: 
2011-04-06 14:00: 


Batsquid's Tomb, 


Upon first sight I 


nuh uh. 


Explore the overflow 


00 (What) - -33.863348,151.14452 


Name: 


Description: 


TEL=221m. 
Access: 
Drain. 


and 


the 


Peats Ridge 


Bigger Longer Faster Drain 


Descrip: 6' 


9,UE: 


Heading N along F3 take Peats Ridge road exit 
Grg:NDR, GPS:-33.4275447569,151.227559094] 


UBD-CC:084M11, 


follow until you 


RCP and 6' 


Look for it beside the d/s 


MPL=221m. 


corrugated pip 


nd of Peats Ridge 


[Sw:NDR, 


come under th or take 


freeway overpass, 


overpass. 


look 


onramp to Peats Ridge Rd and stop just before the first 
Park at W end of bridge (northbound freeway traffic) then 


for the creek gully. 


#0,AX: In between exit & entrance ramps to 


[Sw:NDR, 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Access: 
be too 
[Sw:NDR, 
the 


stop 


road. 


Locality: 
Region: 
Country: 
Care: 
patrol 


Eek!: 
until you 


appear 
Care when 
wall 
Nearby: 
Found: 


Rating: 
Created: 


the F3. Nowhere near the other end of Peats Ridge Drain. 


UBD-CC:084M11, Grg:NDR, GPS:-33.4256588468,151.226844627]. 
Calga 

NSW 

Australia 

2004 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 

2006-07-29 14:00:00 


Peats Ridge Drain 
5' RCP and 6' extension with vertical shaft in between. 
1,PX: 3'RCP may provide a possible exit, should the shaft 


greasy or unsuitable for you the explorer. Unconfirmed. 
3,UE: Heading N along F3 take Peats Ridge road exit 


UBD-CC:084M11, Grg:NDR] and follow until you come under 


freeway overpass, or take the onramp to Peats Ridge Rd and 


just before the first overpass. Park at W end of bridge 
(northbound freeway traffic) and lift grille on S side of 


9: Out end of RCP into creek. 

Calga 

NSW 

Australia 

Try not to leave open grill in sight of traffic as RTA 


road and may stop to "help you out". 
Trappable drain!!!. Do not commit yourself to entering 


inspect the shaft from the creek end, as the entry grilles 
to have no step irons and open into the top of the RCP. 


climbing down shaft at end of 6' RCP may require rope or 


climbing skills. The wall is greasy. 
Peats Ridge Bigger Longer Faster Drain. 
2003 Durox/Millsy/Dsankter. 

2.0/5.0 

1995-12-31 13:00:00 


Modified: 


Name: 
Alternate: 
Description: 
TOSA 


a 


Features: 


intersection. 


Page 


multiple 


manhole 


intersection of 


Aquarium 


Locality: 
Region: 
Country: 
Care: 

it. The 


it 


Water Level: 
Notes: 
meets up 


and 
Found: 


stenci 
Rating: 


2005-03-05 13:00:00 


Penguin Aquarium 

Page Aquarium, a.k.a. Froggys (by older members) 

Long 6' RCP through Florey, Scullin and Page. Lower 3' 
rectangular section under Southern Cross drive, opens up 


RCP and dome shaped grill room near page oval. Turns into 


shrinker in southern Page. MPL = 2600m, TEL > 3200m. 
Rectangular grill room near Krefft St / Barnard cct 


Large dom 


shaped grill room in a depression between the 
oval and Page retirement village, containing graff of 
penguins. Coming from the north, after grill room there is 


rectangular room painted blue with stencils of aquarium 


plants, done by "Perp Penguins" group. 
Park in deadend Neumann Place near corner of Ginninderra 


Kingsford Smith Drive. 
intersection 
[GPS:-35.218820,149.044218]. 


Entry via the gully south of that 


Alternately, there's a 


without a cover in long grass due west from the 


Krefft St and Ennor Cres 
[GPS:-35.222828,149.042186] 
Meets up at grill dome GPS:-35.235305, 


149.050274. The 


is just south of here, 
Page 

ACT 

Australia 

Don't fall into the coverless manhole while looking for 


through rectangular section. 


grass around there tends to be 2ft long and you won't see 


until you're in it. 
Dry - Slimey 
Turns into 3' RCP after the aquarium room, but probably 


at the locked grill room on the corner of Belconnen Way 


Petterd St. 
Majestic and Squid 2008, based on info from Perp Penguin 


4.0/5.0 


Update: 
Cres 


Update: 


here, 


Created: 
Modified: 


Name: 


Description: 


Features: 
grille 


strewn, 


Access: 
100m up 


[Sw:271 


Gl 

oe) 

(oe) 
` 


Take 


#0: Gated exit, 


of 


Locality: 
Region: 
Country: 
Notes: 
Nearby: 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Great 


Description: 


than 


2011-02-01 13:00:00 (Majestic) - Manhole across from Ennor 


now has cover, but is easily lifted. 


2011-02-01 13:00:00 (Majestic) - Meets up at grill dome 
GPS:-35.235305, 149.050274. The Aquarium is just south of 


through rectangular section. 


2010-05-15 14:00:00 
2011-02-02 13:00:00 


Penitentiary 
7' RCP. TEL=600m. 
Massive locked gate over u/s end. Huge and really weird 


room, looks like an underground car port, dry, leaves 


offset from main drain. BDID. 
9,UE: D/s end is the same d/s end as Midnight Express, 


canal which is 80m W of the cnr of Britton & Long Sts 


UBD:209J316, Grg:305J16, GPS:-33.8436132766,150.938639408]. 


R-hand tunnel. L two are "Midnight Express". 
can 
be squeezed over. Emerges at Water Supply pipelines, 300 E 


Cooper St. 

Greystanes 

NSW 

Australia 

Extensive waypoint & reference list available from dTrog. 
*Course: Midnight Express/ (Penitentiary) ==<Prospect Ck 
==<George's River. 

2000 Fishie/Siologen. 

370/50 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Pennant Hills Falls 
Penno Falls, The Great Wall of West Pennant hills, The 


Waterfalls of West Pennant Hills. 
Is a drain. but the good section has more vertical shafts 


horizontal. 


Features: 2 HUGI 
drain, some 
Access: 
and 

jump 
#6, Recommended: 


until you 
see 


lid, 


jae 
0) 
w 
Q 
Gl 


through 
#9,UA: 
exit out 
rather 
acute 
second 
Locality: 
Region: 
Country: 


Care: 
20m. 


fence. 


E waterfalls 


rooms in d/s RCPs. 
5,UA: Just underneath M2 


[Sw:233 


(10m-12m?), 


biggest ever s 


nina 


Unfortunately RCPs are only 4'. 


10, UBD:172B10, 


Grg:249G10, 


GPS:-33.7591372824,151.041606269]. 


can see a square pit at ground 


this, 


wide open. 
until you find the same pit in 
fence or two. 


the S RCP. 


climb the 
large wall on your 


head S up the hill 


dys; 


6 The best way, 


and when you 


follow the RCP on 


slide, 


room. 


NSW 


Austral 
* No exaggeration on the height. 


and a room 


n 


Then head u 


ia 


i 


R and head 


until 


E along edge of the 


on Oaks road, go to the NE side 


wall 


level to your L. When you 


you find a manhole 


Through this is the 


When you see the 


You will know it by 


get to the pit, 


your L 


keep doing 


p S on that RCP, 
West Pennant Hills 


(west) 


with no 


first waterfall shaft. 


the ground. It may 


pit, jump down and 


be after 


waddle 


the sound of waterfalls. 


after you went through both waterfal 


don't jump out, 


west until you get 


* Climbing into RCP from step irons halfway down shaft. 
May get wet climbing ladders from spray of waterfalls. 


Water Level: 


Shaft 


Found: 
Rating: 
Created: 
Modified: 


rooms are usually sole 


2003 


2.0/5.0 
1995-12-31 13:00:00 
2004-08-20 14:00:00 


Batman/Pensil. 


then you are out. 


iss 


but 


and it will take you to an 


to the 


The first shaft is easily 


Name: 
Alternate: 


Description: 


room 


Pennywise 
Jeski's drain. 


Entering at 


4 1.5m cube room, 


upstream 24m 4'RCP 


to small 


with gutterbox seat. 16m 4'RCP to small room with square 
grill 
above. 16m 4'RCP to upstream creek with concrete sides at 
entrance. Downstream from #4, a 26m 4'RCP to 2m long room. 
12m 
5'RCP to im fall, room 3m high, 2m squarish. 20m 5'RCP to 
downstream creek overgrown with trees. Gully is hewn from 
sandstone. MPL=124m. TEL=124m. 
Features: Largish skinks, bats in past exploration. 
Access: 1: creek/gully, concrete walls [Sw:176C06, UBD:094M10, 
Grg:133G10, XED]. 
2: square grill past end of concrete drive off Emma Pl 
[Sw:176C06, UBD:094M10, Grg:133G10, XED]. 
3: gutterbox at end of (Westmost) driveway in culdesac of 
Emma 
Pl [Sw:176C06, UBD:094M10, Grg:133G10, XED]. 
4: gutterbox few metres up driveway in culdesac of Emma 
Pl 
[Sw:176C06, UBD:094M10, Grg:133G10] (recommended 
entry/exit) 
5: gutterbox on Emma Pl [Sw:176C05, UBD:094M09, 
Grg:133G09, 
XED]. 
6: gutterbox cnr Emma Pl and Mary Wall Cr [Sw:176C05, 
UBD:094M09, Grg:133G09, XED]. 
7: creek/gully, hewn sandstone sides [Sw:176C05, 


UBD:094M09, 
Grg:133G09, XED]. 
Locality: Berowra 
Region: NSW 
Country: Australia 
Eek!: Beware of Pennywise. 
Water Level: Shoe 
Cond: Untouched drains, overgrown gullies at each end. 
History: Constructed (or pipes manufactured) 25/11/88. Explored in 
1991 by 
Jeski, dragging her younger brother along in 1991 with 
distraught 
parents encouraging them to the then less overgrown 
downstream 
end, as it was beginning to rain. 
To-Do: Dress as evil clown and offer balloons to local kids. 
Found: 2005 Jeski/Lemming. 
Rating: 2.0/5.0 
Created: 1995-12 —34 -1.3330020:0 
Modified: 2007-01-16 13:00:00 
Name: Penrith Drain 
Description: A two system drain. The TAFE Carpark System, and the High 


St 


and 

are a low 
grilles via 
The 
Features: 


Access: 
bridge 


Grg:236J09, 


there 


This then 


junction room 


at 
gained 
between 
doesn't 


undesirable 


Lemongrove, 


Squash" 


day and 


System. At the d/s end, the TAF 


8" RCPs. 


These join up in a big room, 


E Carpark System is the 


then split off into 


seperate drains. The left is a 7ft corridor that shrinks 


contains a bat colony, 


height loop 


6ft RCP and 


, and right two 


back into the 


High St System goes to a shoe shop in High St. 


Various sky 
9,UE: Cree 


[Sw:225G08, 
GPS:-33.748 
O,PX: High 
Shoe Shop [ 
GPS:-33.752 


#0,NX: 


GPS:-33.751 


Update- Timdole 2016: 


in the tafe 


is a 4X4 box section 


splits into 


approximate 


medical centre). 


through the 


the 2 trees 


have any foot holds 


exit". 


Update- DC 2016: 


TAF 


light grilles, lots of Bats. 


low height loop at TAFE 


the middle-left and middle-right 


head to the TAFE Carpark 


grilles. 


TEL=1.6km. 


River rail 


k between btw tennis courts & Nepean 
UBD:163E08, Grg:236E08, 
0217824,150.685699709]. 
St 
Sw:225J10, UBD:163G10, Grg:236G10, 
5601319,150.693090343, XED, XNL, XWPT]. 
E Carpark Grille [Sw:225L09, UBD:163J09, 


1132836,150.698169906, XED, XNL, 


carpark at -33.750990, 


4 other square or RCP drains in a 


ly at -33.752407, 150.700669 


Alternat 
grill at -33.752211, 150.700669 (On 
opposite Soper Pl) This is a 4 foot 


"5. OEE 


"Continuing from the grill 
150.697349 to the right 


XWPT]. 


that goes for approximately 200m. 


large 


(Cnr Amart sports 


access/emergency access can be 


Lawson St 


entry but 


Also is on the road so an 


brick arch upstream inlets besides rail line at 


roughly here: 


[-33.753470 


for referenc 


[-33.753242,150.7057379] and 


6,150.7061791]. 


sak 


Named upon discovery as "Lemon 


Only one of these was 


xplored on the 


takes a 
we did 
split 
again". 
Locality: 
Region: 


Country: 


History: 
floor 


Notes: 


fence 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Penrith 


is 


Features: 
large 


large 


10ft deep 


cylinders,and has 


Vater Level: 


after 20m or so of brick arch it shrank to 3ft box and 


sharp curve towards the medical centre grillrooms. The one 


also continued upstream as a 4ft covered culvert till it 
off under a block of flats at Lemongrove where it shrinks 


Penrith 

NSW 

Australia 

Dry-Ankle 

The Carpark Grille room used to have a diagonal sloping 


from floor to ceiling. Replaced by a simple room in 2005. 
Fence to climb at TAFE Carpark grille, so no easy exit. 


Update: Separate unlocked lightweight grill 
into trunk 10m before Tafe grillroom, located outside Tafe 


too. Busy corner though. 
1997 Prowler. 

4.5/5.0 
1995-12-31. .13%3:00'::00 
2017-02-15 07:46:59 


Penrith Lakes Drain 
A short but interesting drainage system running into the 


Lakes scheme. It has an interesting entrance, this place 


definitely some kind of large overflow/filter. 


TEL: 375m+. 
An interesting entrance, several 5ft side pipes, a few 


grilles, manholes and rooms. 


TE 
begins as a 2ft box box section heading leading from a 


retention pit with several ladders running down into a 


room. This pit is full of strange black filter 


several trash racks. 


2ft section 


Sight. 


Much of 


Access: 
access 


Leland St: 
the main 


lake. 
Locality: 
Region: 
Country: 
Care: 


Eek!: 
bouncy 


Water Level: 


Cond: 
To-Do: 
Notes: 
leading to 


somehow 


Found: 
Rating: 
Created: 
Modified: 


only lasts like 1-2 metres before becoming a 5.5ft RCP at 
grillroom 
One 5ft sidepipe goes to 


a large junction room with a manhole then turns into a 5ft 
fibreglass drain before taking another corner out of 


Other 4.5ft pipes head off towards 
Castlereagh Rd and have a few grill rooms along the way. 


this drain is yet to b xplored due to its size. 
Park anywhere along Leland Street. This drain has its own 


road and small seating area. 


Enter pit here, near corner of Old Castlereagh Rd and 
[GPS:-33.729851, 150.692249]. Head through the pipe into 
system. The main pipe runs for about 150m towards the 
Penrith 

NSW 


Australia 
Be careful entering the pit, as its beside a busy road. 


The large retention room is obviously some 
kind of overflow/filtration system. 
The fibreglass section is apparently hollow sounding and 


indicating it is suspended somehow? 
Dry - Ankle 

Excellent 
Fully explore the side pipes upstream. 

Around 70m up Leland St on the left is a street grille 


another unexplored 5ft RCP Heading towards Penrith, but 


these drains do not seem to meet? 
2014 Cactua, DC and Swim. 

3.0/5 0 

2014-02-08 13:00:00 

2017-02-15 07:47:54 


Penrith Prison 


Description: Twin 4.5ft RCP drain with interesting outfall (see 
Features 

below). After a grill room, becomes a single 4.5ft RCP 
drain. 

After another grill room, drain becomes triple 3ft RCP. 
MPL=180m. 

TEL=220m. U2. 
Features: Interesting outfall, with GPTs, ladders, and divided 
fencing. 

Several small birds sleeping upstream. 
Access: Park near or around Cnr Racecourse Rd and Christie St, 
South 


Penrith. Outfall is in eastern side of Jamison Park. 


0 Outfall. 


[GPS:-33.764422,150.694552]. 


1 Grill room (locked), [GPS:- 


33.764791,150.694801]. 


#2 Grill (locked), [GPS:-33.765256,150.695077]. 


3 Grill room (locked), [GPS:- 
33.765944,150.695458]. 


Locality: South Penrith 
Region: NSW 
Country: Australia 


Water Level: 


Dry - Ankle 


Found: Cactua, DC, Ratter, Red & Swim (2013) 

Rating: 13.0 / 5:0 

Created: 2013-04-20 14:00:00 

Modified: 2017-02-15 07:48:56 

Name: Pentridge 

Description: Crappy drain that runs under the fortress-like prison. 
Features: Nice 4ft high rec entrance, gets bigger. 

Access: Opposite Meadow St on the west bank of the Merri Ck. 


[Me1:18A11] 


[GPS:-37.738099, 144.977168] 


Locality: Coburg 
Region: VIC 
Country: Australia 
History: Section of this drain collapsed in the early 90's 
Nearby: Bell, Ayyyflooded, Bell St BR. 
Found: 1987 Blade/Camo/Cobra/Dougo/Sloth/Woody 
Rating: 0.0/5.0 
Created: NGOS -—12—32 .1:3'300200 
odified: 2005-01-04 13:00:00 


Name: 
Description: 
Features: 
Access: 
UBD:271013, 


Perseverance 
Interesting Drain with some low sections. TEL=600m. 
Room reminiscent of a Canberra drain. 

9,UE: Canal opposite 58 Arab Rd (East) 


[Sw:313J13, 


Grg:399E13, GPS:-33.9463887741,151.034218367]. 


#0,AX: Grille in 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
Lake 


Features: 
being 


running 
from 

Access: 
cage in 


Roe St. 


Playford Park, along Nth fence. 
Padstow 

NSW 

Australia 

1995 Diode/Predator. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-04 14:00:00 


Perth Darkie 
Mounts Bay Main Drain 
Drain of varying size packed full of features, connecting 


Monger to the Swan River. Over 2km long. 
Weir room with retractable gate, many shafts; the deepest 


over 55 feet deep below street level, various chambers, 


hot water, stainless steel pipe room, metal pipes coming 


some shafts, chains hanging down in a couple of places, 
siphon/funnel, 2m diameter brick pipes, 6 foot RCPs. 
May need tools (Decent pliers or shifter). Enter through 


empty lot near pond, at the corner of Sutherland St and 


Nearest train station is City West. [GPS:- 


31.944783,115.848279]. 


on 


Siphon). 
Graham 


near 


Emergency exit only: through cracked slab which comes out 


Market St, about 140m from the corner of Sutherland St 
[GPS:-31.946139,115.848442]. 

(Unopenable) manhole on upper end of Spring St 
[GPS:-31.953791,115.850337]. (this is the shaft near the 


Inlet around pond closest to John St, in between the 
Farmer and Mitchell Freeway. Pedestrian and bicycle paths 


here. [GPS:-31.943684,115.84995]. 
Outlet 150m west of Barrack St Jetty. 


[GPS:- 


31.958644,115.8555]. 


Has a capped end, so can't enter or exit this way. 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


City West (West Perth) 

WA 

Australia 

Sloped section are extremely slippery. 
Slimey - Shin 


Cond: 
History: 
River, 
To-Do: 
end, 


entry to 


Notes: 
discovery 


Found: 
Rating: 
Update: 


don't have 


Created: 
Modified: 


Name: 


Royal 


Beach 


creek. 


Features: 
crabs and 


Access: 
The 


m 


[There is 
national 
34.168733, 
Locality: 


Region: 
Country: 


Description: 


Varying age, Overall great condition 
Constructed in 1909 to connect Lake Monger to the Swan 


allowing water levels in the lake to be regulated. 
Explore other sections downstream from the siphon. 
There is reportedly a newer double-barrel section near the 


which runs behind the bus depot. Find manhole or other 


this. 
Department of Water Documents found by Dougo led to the 


of this drain. 

Dec. 2010 Mulletjocks & Scarecrow. 

5307/50 

2015-03-02 13:00:00 (Delo) - Access grate has been fixed. 
Shifter/Socket set will be required for access if you 


a key. 


2011-01-05 13:00:00 
2015-05-18 14:00:00 


Pest View 
Dual 4.5-5ft RCP outfalling at Garie Beach inside the 


National Park. Apparently the stormwater drainage at Garie 
was upgraded around 2006/2007. Connects up to a nearby 


MPL=350m approx 
Very scenic outlet and inlet. Two nice chambers. Bats, 


lizards. Good spot to escape the heat. 
Park at the Garie beach car park at the end of Garie Road. 


drain is right next to the main path down to the beach. 
a $12 entry fee, per car, to enter this part of the 
park. Outlet [GPS:-34.170817, 151.066669] Inlet [GPS:- 
151.064918] 

Royal National Park 


NSW 
Australia 


Care: 
the 


Eek!: 
Pest 


Water Level: 


Cond: 
History: 
upgrade 


To-Do: 
just up 


outlet. 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


to the 
brick 


Access: 


dip of 


UBD: 293] 


[T] 


08, 
XWPT]. 
covered 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Lifeguards patrol this beach. Try not to be seen entering 


outlet. 
Bats, Lizards, Crabs and other general drain creatures. 


central. 

Dry to Shoe 

Untouched - No graffiti. Looks quite new, 

The stormwater system was part of a $640,000 project to 


the Garie beach area in 2006. 
Explore the sidepipe that connects to the left hand pipe 


from the first junction room when entering from the 


Delo 2016 

2.0/5.0 

2016-02-15 00:23:12 
2016-02-24 09:43:30 


Petes Love Canal. 
Round, 8' dia at entrance. Two branches with small rounds 


R, one with excellent echo. Eventually becomes 5' covered 


canal. MPL=1.161km. TEL=1.410km. 

9,UE: 50m to W of boat ramp on Morshead Dr [Sw:334P09, 
UBD:293F13, Grg:431F13, GPS:-33.9826138802,151.088868533]. 
5,AX: Thin concrete slab cover in grass beside gutter in 


Princes St, between Park St & Grove Av [Sw:334N04, 


Grg:431E08, GPS:-33.9724004175,151.086131825, XED, XNL, 


0,PX: If you want to mission past the 5' sections of the 


canal, the drain eventually ends on Dardaneilles St. 
Oatley 

NSW 

Australia 

1991 Predator. 

2. 0/3::0 

1995-12-37, 133:00%.00 

2004-09-21 14:00:00 


Peter's Pissbolt 
Marrickville Station Drain 


Description: 
but 


block 


leading up 


Features: 
building with 


Access: 
walk up 
Locality: 
Region: 


Country: 
Care: 


Nice drain running alongside Marrickville station. Small 


attractive. Has grand entrance underneath new apartment 


with explorable cavity above. Very new looking canal 


EO aE: 


TEL approx 150m. 


short crawl. 
Entrance under 


Ranges from 6' to 5' and includes a 
Old and new concrete and SRA brick. 


explorable cavity. 
Drain is here. [GPS$:-33.913716,151.153840] 
Enter through gate on Byrnes St past apartment block and 


canal. 
Marrickville 
NSW 
Australia 
The canal 


train 


is fairly visible from the 


station/apartments 


Water Level: 
Cond: 
History: 
take 


water. 


of 


some 
To-Do: 
happens. 
find 


Notes: 
Lentil, 


Found: 
Rating: 
Created: 


above. 
Dry - Shoe 
Clean. No Grafitti 


Maggot's old man was sent in here by a surveying firm to 


some measurements. Was chased out by the sound of rushing 


Apparently 5 minutes later the drain 


was completely full 
water. <. 
RSL. 


Drain used to run under Marrickville Now runs under 


depressing looking apartments. 
Stoop further upstream through 4' 


section and see what 


Follow the canal downstream through two small drains and 


yourself in the middle of the tracks 
Explored during apartment construction in mid-2013 by 


Mandala, Nighthawk, Ratter. 
Maggot's old man (1975) 
3.0/5.0 


2015-02-11 13:00:00 


Pharaoh Falls 


Description: 


Skyroom. 
Features: 
before 


stand in 
Access: 
access 
river. 
east side 
Locality: 
Region: 
Country: 


Vater Level: 
wet 


Drain that is similar in design to Tube City, with a 


7-8ft hallway tunnel with numerous weirs and grille rooms 


reaching a skyroom. Has the added feature of a ladder and 
platform in its skyroom that allow you to essentially 


lake. Encient 


the, middle of the 
walls... 
Outfall 


Egyptian Graff adorns the 


in little offshoot of 


into river is 


Bow River, 


from the north end of Diamond View, head down trail to 


Alternate access is via mahole 60m north of outfall on 
of pathway. 
Diamond Cove 
AB 
Canada 

Outfall is knee, 


[Mapart:149 S27] 


numerous shin deep wiers. Skyroom is very 


when lake is full 
To-Do: Rescue any ducks you find in there. Capture them, then 
hurl them 
skyward out of skyroom. They'll land in lake. 
Found: 2003 Anymouse/Skaught/Kay O'Sweaver/Stong 
Rating: 4.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2003-12-31 13:00:00 
Name: Phat Ego 
Description: 7' rect drain. TEL=981lm. LSAA. 
Features: Huge skylight grilles, one about 12m long, replacing roof 
in 
sections. 
Access: 0,UE: E end of Knight Pk, starts under Fairfield St, deep 
canal 
[Sw:272D19, UBD:230J11, Grg:337D11, 
GPS:-33.8682068797,150.977015742]. 
#9,AX: Emerges in park, just 
E of Seville St [Sw:291R01, UBD:230E13, Grg:336K13, 
GPS:-33.8728726365,150.968506156, XED, XNL, XWPT]. 
Locality: Fairfield East 
Region: NSW 
Country: Australia 
Notes: *[Sw:272C19, UBD:230H11, Grg:337C1l1, GPS:56H 312593 
6250363] 
*[Sw:272B20, UBD:230G12, Grg:337B12, GPS:56H 312364 6250167] 
*[Sw:272A20, UBD:230F12, Grg:337A12, GPS:56H 312204 6250008]. 


Found: 1999 Hatchet. 


Rating: 3.0/5.0 
Update: 2012-05-19 14:00:00 (Red) - Upstream entry is western end 
(not 
eastern end) of Knight Park. Park in Wentworth Parage. 
Upstream 
entrance to drain is at [GPS:-33.868704,150.975075]. 
Downstream 
outfall at [GPS:-33.872921,150.968338]. 
Created: 1995-12-31 13:00:00 
Modified: 2012-06-04 14:00:00 
Name: Phoenix Falls Desc: Stormwater drain 
Features: Waterfalls, grille rooms, churn blocks at entrance 
Access: Finucane rd? 
Locality: Alexandra Hills 
Region: QLD 
Country: Australia 
Water Level: Shoes 
Found: 2002 ekweleks, dsankt. Spotted by The Phoenix 
Rating: 3.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2003-02-09 13:00:00 
Name: Piggery 
Description: TEC “rep. 
Features: Split rooms. 
Access: Downstream from PORRIDGE DARKIE. Follow canal against the 
flow 


from Sneydes Road(G-7). [Mel:206G06] [GPS:- 
37.895855,144.691878] 


Locality: Werribee 
Region: VIC 
Country: Australia 
Nearby: Porridge 
Found: 
Rating: t5750 
Created: NGOS =12=31 13300300 
odified: 2005-01-05 13:00:00 
Name: Pillars of Olympia 
Description: Large chamber under Olympics site with numerous side 


drains. 


Features: 
outlets, 
big room 
middle, 


Access: 
E side 


Olympic Bvd. 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Update: 
dozens of 


of 


and 


cctv 


to 


be 


..we found 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


ın 


east, 


dry 


Large chamber with fluro lights/power point. Submerged 


five side drains, two which go up Olympic Bvd, one ends at 
waterfall, one is overflow for pollution plant other has 


and waterfall. Pillars room has large bench running down 


dry on outlet side, wet on CDS unit side. MPL=250m. 
2,UE: Grille at bus stop outside multi storey carpark on 


of Edwin Flack Ave [Sw:274C07, UBD:212K15, Grg:310E15, 
GPS:-33.8438469548,151.061308502]. 
8,PX: Blatant! Grille on cnr of Edwin Flack Ave and 


Grille is stiff and very exposed! Go d/s to chamber. 
Sydney Olympic Park 

NSW 

Australia 

Cameras and security all over the joint!. 

2004 Pandaman. 

4.0/5.0 

2009-09-21 14:00:00 (Hatsumi) - 2009 Hats/Crow tried 


gbg's. they'd been spot welded and the ones listed at cnr 


Olympic Blvd and Edwin Flack were also padlocked. 
after 35mins of trying every entry point rangers pulled up 


advised they'd b whole time on 


n following our tour th 


;some shit talking about being arty photographers seemed 


placate them and we left. 
hard to suggest when a good time to visit is, may actually 


easier with a huge crowd and ' looking for lost keys ' 


one potential entry but will need to revisit to accomplish 


1995-12-31 13:00:00 
2009-10-08 13:00:00 


Pillars of Parramatta 
Parramatta Golf Course Drain 
4.5-5ft twin RCP drain underneath apartments and streets 


Westmead. Eastern-most RCP zig-zags around underneath the 
apartment buildings above, going south-west, then south- 


then south-west (~170m), while the western-most RCP is a 


the same 


The 


Features: 
plastic 


two side 
feeding 


Access: 
Find 


33.813329,150.990418]. 


highway bypassing the other RCP (~150m). Both end up in 


chamber. A single RCP continues up Mimosa St. MPL=150m+. 
TEL=370m+. U2. 


(Ratter - 2013) Drain continues upstream of the pillars 
4.5' RCP. The only feature of note is a pair of long 


pipes wedged at a bend in the drain. Briefly changes to a 


concrete rectangle under Houison St. Exit via two unhinged 
stainless steel grilles adjacent to Sydney Smith Park 
[GPS:-33.815224,150.988337], [GPS:-33.815263,150.988219]. 


drain ends abruptly just after the second grille. 
Three 5ft-high chambers connected together with two white 


pillars filled with concrete in the middle chamber. The 


chambers each have a grill access and a small gutter RCP 


into them. Pretty cool and was unexpected! 
Park in Oakes St, Westmead and walk north-east into park. 


creek. Enter drain here: 

0O Outfall, [GPS:-33.812224,150.991258]. 

1 Grill chamber, [GPS:-33.812871,150.991183]. 
2 Grill chamber, [GPS:-33.813239,150.990819]. 
3 Pillars room, [GPS:-33.813388,150.990477]. 
3a Pillars room side chamber, [GPS:- 


3b Pillars room side chamber, [GPS:- 


33.813448,150.990531]. 


ocality: 
Region: 
Country: 
Care: 
consider 


Eek!: 


Water Level: 


Cond: 
To-Do: 
under the 


Vestmead 
NSW 
Australia 

Drain goes under driveways of the apartment buildings so 


whether or not you should be loud or stealthy. 

Drain spiders! 

Dry - Shoe 

Good. 

(Ratter - 2013) Check out the stormwater retention tank 


park 


http://www.environment.nsw.gov.au/resources/stormwater/managestormwaterb0 


6137. pdf 


Found: 
Rating: 
Created: 


(page 12) 
2011 Red 
20/540 
2011-11-11 13:00:00 


Name: 
Alternate: 


Bay. 


Features: 
irons. A 


Access: 
end of 


Kendall 
the 
Locality: 
Region: 


Country: 
Care: 


Water Level: 


Cond: 
Notes: 
Heaps 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


drains 


Access: 
St [179 


Locality: 
Region: 
Country: 
History: 
Found: 
Rating: 
Created: 
odified: 


Description: 


Pinball Machine 
The ferry run 
Drain that goes under housing estate. Outfall at Kendall 


Unknown length. 6' RCP. 
Small waterfall, chambers, many short shafts with step- 


set of large overflow gates. 
Park either on the NW most end of Kendall Inlt, or the N 


Cabarita Rd. Walk W to the walking path that goes around 


Bay. The outfall is located underneath a wooden bridge at 


bottom of the 'U' shape of the bay. 
GPS: -33.843677,151.11471 

Mortlake/ Cabarita 

NSW 

Australia 

Possibly tidal? 

dry 
good 
Keeps getting smaller and smaller the further u/s you go. 


of gutter grilles along the way as well. 
27-01-2009, Hatsumi, Scarecrow 

2.0/5.0 

0000-00-00 00:00:00 

2008-06-30 14:00:00 


Pincushion 
Potential 
7 stacked rcps make up entrance, lead to large chamber.The 


are crap, only worth it for cavity 
Creek outlet East end of Moolabin Ck, Ipswich Rd & Black 


N15] 

Moorooka 

QLD 

Australia 

Renamed 2003, by dsankt and ekweleks 
1998-Azza 

2.5/5.0 

1995-12-31 13:00:00 

2005-12-06 13:00:00 


Name: 
Alternate: 
Description: 
Though this 
Features: 


section 


make it 
corrugated 
Runs 
vibrations in 
plaques 


Access: 
Parramatta 


behind IMO 


hole 


all 


Locality: 
Region: 
Country: 
Care: 
busy and 


Eek!: 

Vater Level: 
Cond: 
Structurally, 


To-Do: 
Notes: 
the 


Found: 
Rating: 
Update: 
swing 


Pinhole 
Headwall 
A brand spanker! 


Akin to Xylophone and Double Barrel. 

system may be better than both in some regards MPL=500m~ 
Dual 6ft RCPs that take different paths and head through 
different rooms only to meet up further upstream. A small 


RCPs. Dual waterfall section. 
Lots of grille's that would 


of steps leading up into the 
Multiple rooms and chambers. 


fun to do without torches during the day. Weird 


rubber sections further upstream. Self asphyxiation belt. 


directly under the train line and causes some cool 


certain sections. Sydney water and City of Canada Bay 


above the outlets. 


Lots of parking around George street which comes off 


Rd and only a short walk from Homebush station. Head 


Car wash and look for hole in the fence, pop through said 


into the canal. Outlets: [GPS:-33.864426, 151.087879] NB: 
Multiple grilles that will provide more stealth access are 


bolted and will have 
North Strathfield 
NSW 

Australia 

Don't get seen entering - the car wash seems to be quite 


to be undone from top side. 


the hole you enter through is in a car park. 
Rubber sections are slippery. 
Dry to Shin 

Heavily graffed by Wundernuss, SKU and Tubbyl - 
PENS En top’ nick. 

Have a bowling then pinhole expo 

Far upstream may still be under construction. 


You can see 


‘corrugated’ rubber sections on street view around here: 
-33.861570, 151.089416 

Pandaman 2016, First explored by DB & Delo June 2016 
4.0/5.0 


2016-07-03 13:34:52 (Ratter) - Update Access: The steel 


grille on Queen St, between Napier St and Princess Ave, 


adjacent 

to the rail line [GPS:-33.8631016,151.0898919], has been 
unbolted 

(8mm allen key for future reference), liminating the 
"worm 


squirm" from the cast-iron grilles across the road. A 
short crawl 


leads to the top of the black plastic waterfall-chimney 


pipe at 

the side of one of the junction rooms. 

Access to furthest upstream end of drain via steel 

swing 

grille near corner of Queen St & Wellbank St 

[GPS:-33.8593576,151.0888848]. Drop into the gutterbox, 
grovel 

through deformed terracotta pipe, crawl through RCP, then 
slither 


down slippery sloping PVC and get born into the final 
shin-deep 

junction room. Users of this entrance may find themselves 

becoming uncomfortably moist. 


Update: 2016-06-30 07:14:30 (Ratter) - Update Access: Alternate 
entry/exit possible via "worm squirm" through side pipe 
under 
road, leading to cast-iron gutter grille on Queen St, 
between 
Princess Ave and Napier St [GPS:-33.863080,151.090039] 
Created: 2016-06-29 02:01:38 
Modified: 2016-07-05 02:20:46 
Name: Pitbull 
Access: Cnr Crown & William St. [184 N11] 
Locality: Alexandra Hills 
Region: QLD 
Country: Australia 
Found: 2001 Warp 
Rating: O's -075i2 0 
Created: 1995-12-31 13:00:00 
odified: 2003-12-31 13:00:00 
Name: Playground 


Description: 5ft RCP shrinker in one direction under houses 


houses 


Access: 
of 


Locality: 
Region: 
Country: 
Care: 
suburban. 


Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
Access: 
UBD:274L12, 


Go 


round 


ones on 


didn't tempt 


big 
right 
Locality: 
Region: 


Country: 
Water Level: 


5ft Drainage canal leading under a few hundred meters of 


in th 


other direction until it meets local waterway. 


Acc #1: Cnr Balgownie Rd and "The Parkway". On north side 


Balgownie Road, jump into canal. 


Acc #2: In playground across road, 
Balgownie 

NSW 

Australia 
School nearby, 


lift grill. 


replace all grills lifted. Very very 
Keep noise down. 

Dry - Ankle 

2007 Anakaine 

2.0/5.0 
1995-12-31 13:00:00 
2008-01-04 13:00:00 


Playschool 

RCP Drain. TEL=300m. 

Rooms, sloping bits, 6'h. 

9,UA: Laneway between 4 & 6 Chestnut Dr [Sw:316B12, 


Grg:403F12, GPS:-33.9450490444,151.144748277]. See canal. 
canal. Go u/s. Good explorer. 


UPDATE Hatsumi 2009: 


There are four reps u/s from entry point, three 
and one 

rectangle....take the rectangle for joy. The 
the left 

smelt sewerfresh. The one on the far right 


enough to 
check out. 
Vhen you get to the junction up through the rectangle, the 


RCP on the left goes to Playschool, the smaller RCP to the 
goes on to Treasure Trov 
Banksia 

NSW 

Australia 

Dry - Shoe 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
piles of 


Access: 
Street. 


Region: 
Country: 
Water Level: 
Nearby: 
Rambo & 


Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
gelignite, 
re-use 
Library. The 
shelves and 


here, the 


lawns; a 


sterilization 


suitable for 
primary 


through a 


2000 Dirge. 

2.0/5.0 

1995-12-31 13:00:00 
2004-09-12 14:00:00 


Polluted 
6ft Rect, rcp 
Massive amounts of rubbley build up on walls and sides, 


rubble and junk. 
On the east side of Westall Rd just north of Rayhur 


1:79H06] 


The first of 6... Polluted, Nazi, Underpass, The Fall, 


Exit. 

1.5/5.0 

1995-12-31 13:00:00 
2005-01-05 13:00:00 


Pool of Wisdom 
Chatty Tank 
Like nitroglycerine seeping out of old sticks of 


long-unread books ooze wisdom. Willoughby City Council has 
developed an innovative solution to capture, treat, and 


the wisdom leaking from ancient tomes at Chatswood 


volatile liquid is collected in gutters beneath the 


routed to a 5ML holding tank under Ferguson Lane. From 


raw substance can be pumped directly onto gardens and 


3-step purification process involving ultraviolet 


produces a smaller yield of refined wisdom which is 


flushing toilets. Excess wisdom accumulating in the 


storage tank is discharged to the stormwater system 


failsafe overflow. 


Features: 
8m 


with gas 


Bypass/intake 


Huuuuuge underground tank (80m long, 8m wide, and approx. 


deep) spanned by concrete beams, 
accessible from the drain downstream; 


overlooked by a balcony 
fully ventilated 


detection system. A plethora of pumps and pipes. 


structure with CDS units, weir (thigh-deep), and 


guillotine gate. 


Access: 
Lane is 


upstream 


former 

tank; 

access 
Ferguson Lane 
deep 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 
History: 
To=Do:: 

Bring 


drain 


Notes: 
an 


actuator 


Easternmost (downstream) grille on north side of Ferguson 


unbolted [GPS:-33.794886,151.184701]. From here, head 


through either the crawly RCP on the left or the crab-step 
culvert on the right; both change to 5' RCP after 30m. The 


leads to the outlet chamber with balcony overlooking the 


the latter leads to the intake/diversion wier. Potential 


via westernmost (upstream) grille on north side of 


[GPS:-33.795403,151.183001], dropping directly into knee- 


water behind the weir; need socket wrench to unbolt grile. 
Chatswood 

NSW 

Australia 

Beware of (vis/aud)ibility by pedestrians in lane. 

Don't fall into the tank! 

Dry - Death 
Completed in 2011. 

Climb down into the tank 


(use rope/harness for safety). 


Explorer 200s and float about. Find a way into the intake 
structure. Explore downstream connection to "The Hunch" 


under Chatswood Chase shopping centre. 
"Stormwater intake under normal condition is controlled by 


intake structure that includes a penstock gate (with an 


that opens or shuts the intake gate at the 


western/upstream end 


traps 
Another CDS 
end of 

open 


are 


of the tank). Water passes through two CDS gross pollutant 


before being diverted into the primary storage tank. 
gross pollutant tank is located at the eastern/downstream 
the tank which screens stormwater from the roof and the 


space at the podium level. Two 601/s tank evacuation pumps 


(when the 
joins up 
Creek 
will shut 
the 


will 


directly into 


Government for 


located at the eastern end of the tank and excess water 
tank is full) is pumped to the outlet structure which 


with the stormwater drainage system that ends up in Scotts 


downstream. During flood conditions, the penstock gate 


which will cause water in the stormwater main to by-pass 
primary storage tank. Overland flow entering Ferguson Lane 
be captured by grated inlet structures which drain 

the tank." 


For further 
information, see "Final Report to the Australian 


the Water Smart Australia Program: Chatswood CBD and The 
Concourse Integrated Water Management System and Education 
Facility Project" 


https://www.environment.gov.au/system/files/pages/a8910e37-3cc6-4c83- 
8c02-2b68af4cd95f/files/nsw02-chatswood-integrated-water-management.pdf 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
room, 8ft 


Access: 
deep 


Deer Run 
feilds 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Vater Level: 


Ratter & Aydun, 2016 
4.5/5.0 

2016-07-17 12:13:52 
2016-07-20 01:58:55 


Poopchute 
10ft rcp that empties into the river near a sewage plant. 
Big gate on outfall, long 10ft pipe, big graff covered 


rcp, big weir, small waterfall, 6ft rect. 
Outfall is on river around [Mapart:154 T32] M/H is in shin 


grass 200m west of the park between th aster branch of 


Cres and the western end of Deer Side Driv Head into 
from Deer Side Drive. [Mapart: 154T31 

Deer Run 

AB 

Canada 


Ankle, shin in wier 
2004 Nimrod/Double Eh. 
2°57 5:20 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


Name: 


Description: 


Features: 
Access: 
end of 


Locality: 
Region: 
Country: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Access: 
find our 


Locality: 
Region: 
Country: 
LO=DOs 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


entrances 


Features: 
Access: 
[159 


Locality: 
Region: 
Country: 
Eek!: 


Water Level: 


Porridge 

8ft Rep 

Prison-like gate. 

On the southeast side of the Princess Hwy near the south 


David Court. May be locked. [Mel1l:206F05] 
[GPS:-37.890758,144.687830] 

Werribee 

VIC 

Australia 


Piggery 


0.0/5.0 
1995-12-31 13:00:00 
2005-01-05 13:00:00 


Port Arthur Darkie 
Drain 
Look for a underpass under a walking bridge and you will 


stickers! [GPS:-43.147431,147.849047]. 
Port Arthur 

TAS 

Australia 

Add your stickers too. 

Drac & Magga & Nivelo 2004 

1.5/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Possum's Eel 
Possums Eel Cave (original name) 
Long, dead straight 9' rpb drain. Choice of two 6' rcp 


set a good 30m apart. 
Eels, a few rooms, lots of collapsing sections. 
Two river outlets under Merivale train bridge, ~50m apart. 


tA] 
outhbank 

LD 

Australia 

Slippery, sewage pollution. 

Tidal, inaccessable at high tide, knee deep at low tide, 


Ong 


ankle 


most of length 


Cond: Old and falling down. 
Found: 1996 Possum 
Rating: ERAAI 
Created: 1995-12-31 13:00:00 
Modified: 2005-07-09 14:00:00 
Name: Postex Goolie Wash 
Description: 5.5'h rect under Australia Post Distribution Centre. Twin 
5.5'd 
RCPs at d/s end. 2 underpasses as well. MPL=222m. 
TEL=222m. 
Access: 9,UE,Wet: Canal on E side of Woodville Rd just N of 
Christina Rd 
(same as 3 Musketeers). Head up small canal. [Sw:292E04, 


UBD:230K16, Grg:337E16, GPS:-33.8803932417,150.980057676]. 


#0,AE,Dry: Footpath next to 129 Urana St [Sw:292D07, UBD:250J03, 
Grg:367D03, GPS:-33.8860247971,150.978724714, XED, XNL, 


XWPT]. 
Follow path to creek. Follow creek. 
Locality: Villawood 
Region: NSW 
Country: Australia 
Water Level: Slimy-Ankle 
Notes: U/s access on site of lst Villawood Scout Hall. The sign 
tells us 
so. Isn't that nice. I wonder if they washed their goolies 
in the 
creek. Sing the Goolie Wash song as you explore this 
drain. 
Nearby: 3 Musketeers. 
Found: 2004 dTrog. 
Rating: Os 5/520 
Created: 1995-12-31 13:00:00 
Modified: 2004-10-29 14:00:00 
Name: Power Plant 
Alternate: Chisholm 
Description: A drain originally found by FiL in the 90s that channels 
storm 
water run off from the suburbs of Chisholm and Fadden into 
the 
the Monks creek canal system before dumping it into the 
Isabella 


control pond. MPL=lkm TEL=UNKNOWN 
Features: 1 x 6ft and 2x 5fts. 6ft runs straight for a approx 900ms, 


before 


Canberra. 


underneath 


Access: 


Plantation park 


drive and 
once in 
manhole to 


waterfall 


Locality: 
Region: 
Country: 
Care: 
kids. 
Eek!: 

the 


Water Level: 
Cond: 
History: 
To-Do: 

from. 

Notes: 


LOCATION 


near a 


seems to 


name 


81, 


changing between at 7ft and 6ft at different intervals, 
entering the loudest dual waterfall junction room in 


Waterfall room contains 1 x 6ft and 1x 5ft that are both 
constantly flowing. 5ft heads under MacArthur and 6ft 


Fadden. 
Closest/Best place to Park is at the Fadden Pine 


(Bugden drive). Follow cycle path down towards Isabella 


hop into Canal and head upstream. Outlets will be visible 


the canal - Take the 6ft on the left. There's a safe 
lift in the first manhole room after you navigate the 


6ft. 

Park - [GPS:-35.409998,149.119083] 
Drain [GPS:-35.412646,149.120097] 
Chisholm 

ACT 
Australia 

Outlet seems to be a popular bong spot/hang out for local 


Be very careful trying to transfer from the 2m high 6ft to 


5ft at waterfall junction. Very Slippery. 

Dry - Ankle 

Mildly graffed to 

Found by Fil in the 90s 

xplore 5ft further. Find where all the water is coming 


ti 


FiL List says: 
"CHISHOLM 1.8 N N N ; UPSTREAM END OF CANAL. BETTER 


DESCRIPTION WANTED. 


81 J-11 " 


LTW on CCF says: 
[The Chisholm location that you have mentioned is located 


power sub station and is always flooded since it all it 


be from above is a flooded bunker room.... 
..-have been around for donkey years are Power Plant (the 
seems to be sprayed painted years ago all the way up) Map 


Grid“ Bil3.....™ 


Delo says: 


After much research and exploring every outlet in the 
monks creek 


open canal I believe LTW has confused himself. Power plant 


XLSX 
The Chisholm location. FiLs description was pretty much 
spot on. 
Anyway, one more down, one more to go. 
A photograph in the gallery. 
Cheerio, 
Deldo 
Found: FiL 90s / Listed & Explored Delo 2013 
Rating: 320/550 
Created: 2014-02-25 13:00:00 
Name: Predator's Drain 
Alternate: Predator's Tomb (Melbourne name). 
Description: Long drain with interesting changes, slide, roof dips, 
etc. 
Features: Twin 7'h rect entrance, also entrance to separate drain 
Wired. 


Some access shafts are very high, one with a grating 
balcony half 


way up. Lots of branches. TEL=1.3km. 


Access: 9,UE: Through/over wire fence at E side of kink in Sydney 
Steel 
Rd [Sw:296M16/074M16, UBD:255F12/017L07, Grg:374F12, 
[GPS:-33.9089484578,151.171466117]. Take RH entrance. LH 
is 
Vired. 
2,PX: Grille up 2' side pipe. 
Locality: Marrickville 
Region: NSW 
Country: Australia 
Nearby: *Course: Predator's Drain/Wired == Three Pits 


(Basin) /Rooster's 
Egg ==<Cooks River. 


Found: 1991 Predator. 
Rating: 3.0/5.0 
Update: 2016-12-19 12:55:43 (Ratter) - Update Access: If 


fibreglass hatch 

can't be lifted for whatever reason, use 8seg manhole in 
footpath 

(*not* the round gatic in the driveway) outside 121 
Addison Rd 

[GPS:-33.901937,151.162913]. 


Update: 
hatch in 


top of 


Update: 
fence at 
cats). 
corner 


Created: 
Modified: 


Name: 


Description: 


3m w. 
Access: 


Grg:423G02]. 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
Notes: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


at! 


the 


Features: 
Access: 


#9: Below 


2016-07-25 12:26:25 (Ratter) - Update Access: Fibreglass 


footpath at cnr. Addison Rd & England Ave 


[GPS:-33.901805,151.162572] leads to side pipe on left at 
slide. 
2012-10-16 13:00:00 (Maggot) - (2012 Maggot) The hole in 


Sydney Steel Rd has been fixed (I blame the swarm of stray 
There's easy access through a hole in the fence around the 
on Murray St, right near Three Legged Dog. 


1995-12-31) 13100300 
2012-12-06 13:00:00 


Prestons 
10' sq plus two RCPs under M5. Square sections are 2m h x 


1: Either side of M5. [Sw:309018, UBD:288B02, 


Best 


M7 side of M5. [GPS:-33.954033,150.876797] 
Prestons 

NSW 

Australia 

Yeah, Onyx's foot got stuck in a puddle. 
Knee 

Brand shiny new. 

Being extended as of December 04. 

2004 Ogre/Onyx. 

30/520 

1995=12-34) 131004 90 

2005-01-05 13:00:00 


Presurprise 
Wouldn't be a surprise if I told you where it was. Find 


MPL=100m. TEL=100m. Best feature: Your brain working on 


surprise. 

6' RCP of Presurprise. 

0: End of Depot Rd [Sw:334E02, UBD:292M06, Grg:430G06, 
GPS:-33.9674035597,151.064144838, XED, XNL, XWPT]. 


02, 


Cl 


levated sewer, behind RSL Club off Depot Rd [Sw: 334] 


Head 


Locality: 
Region: 
Country: 
Vater Level: 
Notes: 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
Access: 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
8 T 


Features: 
Processing 


ladders and 
formations. 
Access: 


between 


#2: 


inlet 


increases the 


UBD:292M06, Grg:430G06, GPS:-33.968047946,151.064411603]. 


u/s. 
Mortdale 
NSW 
Australia 

Varies depending upon recent rain 

Do Presurprise before doing Surprise. That way it 


surprise that Surprise offers. 


*Course: Presurprise == Surprise ==<Lime Kiln Bay. 
2004 dTrog. 
0.5/5.0 


1995-12731 13-20,0:3.0.0 
2004-09-27 14:00:00 


Primary Education 

Twin 900x1200 square pipes. TEL=600m. 

Eels in pipe. Grills in school oval. 

1: Edge of lagoon opposite pub, walk up pipe [Sw:NDR, 
BD-CC:089M11, Grg:NDR]. 


Australia 

Shoe 

2004 Dayv. 

0:.5/9%.0 

1995-12-31 13:00:00 
2004-12-06 13:00:00 


Processor 
Moston Brook Upstream 
Long. 8' redbrick pipe, becomes 9' rcp, 


9ft rpb, 10' rbp, 


rectangle, 9' arch, 8' rbp. 
Numerous sewage overflow chambers, including two large 


chambers with conveyors, motors etc. Large shaft with 


balconies. Section of 10' rbp that is covered with 


1: Outlet, 


in overgrown wasteland, SW of Lathbury Rd, in 


Silchester and Chevington Drives. [AA: 101E4, A-Z: 83F5] 


Inlet, down track on the east side of Williams Rd near 
intersection with St Mary's Rd. Climb thru opening in 


Locality: 
Region: 
Country: 
Care: 


Water Level: 
Cond: 

Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
halfway 
nowhere, 


drain 


Access: 


#9,UE: Canal 


Locality: 
Region: 
Country: 
Vater Level: 
To-Do: 
product 


works. 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
TEL=800m. 
Features: 
joins 


grille. [AA: 102A3, A-Z: 84 B4] 

Harpurhey-Moston 

North West England 

United Kingdom 

Very slippery! Area around outlet infested with overgrown 
nettles. 
Ankle throughout, knee at inlet 
Old, potholed. 

2004 Siologen 

0.0/5.0 

1995-12-31 13:00:00 

2005-06-09 14:00:00 


Prosthetic 
3 x 5'8 rectangles, 
The RH (from #1 end) 


split to 4 rectangles. TEL=350m. 
tunnel has a window on its R side 


thru. This window leads to an adjacent drain that goes 


dead ends in both directions. In the opposite cnr of this 


there is a 2' pipe that leads to the Soul Cage. 

0,UX: Canal d/s from cnr of Juno Pde and Punchbowl Rd 
[Sw:294H16, UBD:252012, Grg:370K12, 
GPS:-33.9093672778,151.075354927, XED, XNL, XWPT]. 


7 side Cosgrove Rd Opp Blanche St [Sw:294J314, UBD:253A10, 
Grg:371A10, GPS:-33.9040093459,151.076383863]. 
Strathfield South 


NSW 

Australia 

Dry-Ankle 

Huge lake with islands behind Marshalling Yards. Lake is 
of TNT Explosives that were tested by the former chemical 


1991 Predator. 
2.0/5.0 

1995-12-31 13:00:00 
2004-10-08 14:00:00 


Prowler's 
Prowler's Tomb. 
6' rect drain that becomes 7' almost straight away. 


Interesting grille room, triple split into 5' rounds, and 


in the 


Access: 
the 


final 
the 


Locality: 
Region: 
Country: 
Notes: 
6242880] 


6242758]. 
Nearby: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


MPL 200m, 
Features: 
deep 
Upstream 
natural 
drain, 


Access: 


up again, eventually exiting in an unknown overgrown swamp 


back of a wrecker's yard. 
9,UE: Small canal Nth of Bankstown Substation, go u/s to 


entrance adjacent to Fairford Rd [Sw:313K08, UBD:272A08, 
Grg:399F08, [GPS:-33.9357821499,151.036853214]]. 
0,AX: Either thru 5' rounds, or via dislodged section in 


grille, before split, also there's a grille about 200m up 


middle RCP. 
Padstow 
NSW 
Australia 

* [Sw:313J09, UBD:271009, Grg:399E09, GPS:56H 318190 


T 


* [Sw:313H09, UBD:271P09, Grg:399D09, GPS:56H 317965 


*Salt Pan Course: (Bankstown Cage/Wormhole) == Gutter Seat 
(Autobahn) == (Prowlers) ==<George's River. 

1995 Predator/Prowler/Diode. 

3.0/5.0 


1995-12-31 13:00:00 
2007-01-18 13:00:00 


Psuedo Ooze 
Double 6.5' tall rectangular outfalls, 6' rcp upstream. 


TEL 250m. 
The right (eastern) of the two outfalls is full of knee- 


sludgy mud full of crabs. Comes to a dead-end wall. 
The left doesn't have any mud, but full of barnacles. 


comes to a slight incline, changing to 6' rcp. Changes to 
creek upstream, with a section of carpark covering the 


around 9' high and pillared on both sides. 
Inlet: Next to 1753-1765 Botany Rd. [GPS:- 


33.960149,151.211751]. 


Botany Rds. 


Locality: 
Region: 
Country: 
Care: 


Outfall: 450-500m west of the corner of Foreshore and 
[GPS:-33.961844,151.211057]. 


Banksmeadow 

NSW 

Australia 

Tidal, knee-deep mud, slippery. 


Water Level: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


3ft 


Features: 
drain 


Access: 


nature 
the 
ammunition 


there 


Locality: 
Region: 
Country: 


Water Level: 


Cond: 
To-Do: 


Notes: 
Underryde 


Found: 
Rating: 
Created: 


Name: 


Description: 


Access: 


Ankle - Chest (Tidal) 
2012 Scarecrow 
0.5/5.0 

2012-01-08 13:00:00 


Pump n Ryde 

Upstream Derby 

drain that feeds into small creek. 

explored approx 200m, TEL unknown but it shrunk to approx 


u/s. 
4-5ft 
twists and turns, little corner rooms ( about 4 ) where 


turns at right angles that have seating. 
appears to be a fairly new drain extension. 


GPS:-33.751751,151.142984 Drain is here. 


-33.753131,151.142102 here on Ryde road is the start of a 
walk that you can follow around to the creek that leads to 
drain. the little sign here details that the area had 

stores and an abbotoir..walking further up the main creek 


is evidence of stone walls and various things. cool walk. 
-33.75161,151.143253 alt access via carpark here. 

the nearby buildings on Ryde road are abandoned. 

Gordon 

NSW 

Australia 

Dry - Dry 

great 

follow main creek u/s, it then goes through various stages 
including under bridges in peoples backyards 

the d/s part of the main creek leads to Minamurra 


drain. 

2010 Fl@sh n Hatsumi 
0.5/5.0 

2010-09-19 14:00:00 


Pumping Station 
Long rectangular drain. TEL=1.6km. 
9,UE: 167 Wyndham St [Sw:297G13/075G13, 


UBD:256B09/019C01, 


rail 


#8,RM: Lookout 


#3,PX: 
Redfern. 
Locality: 


Region: 
Country: 


Water Level: 


Cond: 
machinery 


History: 
1999 


LO=DO# 
way. 
Found: 
Rating: 
Update: 


lookout room. 


Update: 
hobbit door 


from 


Created: 
Modified: 


Name: 


Description: 


Features: 
steep black 


grilles, 


Access: 
Yarra 


Locality: 
Region: 
Country: 


Grg:375G09, GPS:-33.903377316,151.200924674], over metal 


fence into open channel. 
room good for perve, 
Botany Rd. Has door that can be opened from the inside. 


Manhole in small park near cnr Marriott & Boronia Sts 


Long way up tunnel. 

Alexandria 

NSW 

Australia 

Ankle 

Pumping Station as such doesn't exist anymore, all 


removed, however, large chamber still exists. 
Used to have a big pumping chamber but this was removed in 


when the topside building was demolished. 
Need 'DEV' (Drain Exploration Vehicle) to follow all the 


1991 Melb Clan. 
2.0/5.0 
2016-12-19 13:01:01 (Ratter) - Update Features: Access to 
building cavity and carpark via squirm/wriggle from 


Go good explorer. 


2016-12-19 13:00:03 (Ratter) - Update Access: Secret 


is on Botany Rd, directly across from Allen Rd 
[GPS:-33.902861,151.201698]. Requires Pandaman key to open 


outside. 


1995-12-31 13:00:00 
2004-08-14 14:00:00 


Punctual. 
Long 9'-10' brick oviform drain, very old. 
New entrance, odd box section with diversion barrier, 


plastic pipe leading up to the oviform. Dozens of big 


small slides. Area: Inner 
20m north of the Hawthorne Bridge on the west bank of the 


River. [Mel:2hH7] [GPS:-37.819577,145.014761] 
Hawthorn 

VIC 

Australia 


Care: 


Water Level: 


Cond: 
History: 
To-Do: 
Notes: 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


for ~200 


TEL = 


Features: 
Access: 
Retarding 


jumping 
Enter via 
Kilba St 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
traffic, 


Water Level: 


Cond: 
History: 
mid-1990s 
paint 

and 


To-Do: 
to the 


Found: 


Dangerous slide at outlet 

Ankle to shin deep almost entire length 

Old, a bit slippery, mild sewage pollution. 

New outlet and slide installed 2000. 

Follow drain to the wall, climb over, continue exploring. 
Nearby drains: Maze, Ladders to Heaven, Slide, Mega Slide 
Cavities near: Elgin St B-R 

Maze, Slide. Mega Slide, Elgin St BR. 


4.5/5.0 
1995-12-31 13:00:00 
2005-01-05 13:00:00 


Puppetmaster 
Heatherton Rd Drain 
2.7 m RCP that stays big for ages. Flooded to the thighs 


m, then stays big and featureless for a long, long time. 


2.3 km. 
Grille, small steps, size and not much else. 
1. Wade up outfall in northeast corner of the Argus St 


Basin (corner Argus St and Warrigal Rd), likely requires 


fence behind 146 Argus St (-37.960874, 145.074528). #2. 
grille in road (careful!) northeast of Powlett Rd and 
(note - location TBC) (-37.945923, 145.074000). 
Cheltenham 

VIC 

Australia 


Avoid semitrailer to the head when exiting through grille. 
Lots of eels. Grille exit is in a gutter in full path of 


though road is rarely used outside of work hours. 

Vaist, then ankle-shoe after 200 m. 

Excellent, aside from some silt at the entrance. 
Thought to have been explored by Prowler and Seanile in 


after mistaking it for Rusco's Tomb. Prowler recalls 
spraypainting 'Is This Rusco's Tomb?' on the wall, but the 


is now missing. Found again by Siologen in 2015. Explored 


xit verified by Iso and Thongs later that year. 
See if you can get out via the stoop-tunnel that leads up 


wetlands fed by 72nd. 
Siologen, 2015 


Rating: 
Created: 
Modified: 


3.0/5.0 


2016-10-05 13:02:28 
2016-10-31 22:53:15 


Name: 


Description: 


TEL=306m. 
Features: 
has a 12' 


with 


surrounded 


the roof 


Access: 


33.830641,150.936561] 
the middle of th 
2, If W locked, try 


Grg:305H10, 


canal 


Locality: 
Region: 
Country: 


Water Level: 


Cond: 
History: 
metre 
valley 


the 


diversion 
built 


racks and 


construction it 


Purgatories Travelator 


Another old disused Water Supply Tunnel. 


What used to be a Canal 


RCP in it. 


hatches and ladders descending in 


by Turreted buildings with roof access. 


atmosphere! 


The pits 


MPL=306m. 


empties into 10m deep pit, 


When in use, 


(one at each end) 


this tunnel would be filled 


and would have acted as a giant siphon. 


1,UE: 
[Sw:271E03, 


100m NI 


UBD:209J11, 


in 


GPS:-33.831474,150.939585, XED, XNL, XWPT] 


grille up to the roof. 


Greystanes 
NSW 
Australia 
Dry 
Outer 


layer of tunnel 


that 
are grilled off, 
to them. The pits are 


Tunnel is huge on 
to 


E of Dahlia St And Maguarie Rd roundabout 


Grg:305J11, GPS:- 


= 


larg 


E turret 


[Try W turret first. 
[Sw:271D02, UBD:209H10, 


LE serv 


Once on the roof climb down. 


is chipping off, 


evidence of fires and squatters. 


The 


reinforced concrete pipe b 
that allowed 


aqueduct 


using gravity to push 


other side. 


Boothtown Syphon (now 


the water back up int 


the Greystanes Syphon) is a 


The aqueduct was blocked with concrete plugs to allow 


of the water flow into the syphon. 


as ornat 


sluice gates to control the flow. 


At the time of 


and scale the 


lots of garbage and 


3-15 


uilt on the southern side of the 


the water supply to traverse the 


to the canal on 


The syphon inlets were 


castellated concrete towers with steel trash 


was the longest continuous concrete work of its kind in 


Australia. 


http: //www.trailflix.com.au/tfx new/trails.php? 


id=prospect_canal&&component=history 


Notes: 
Found: 
Rating: 
Update: 
parapet is 


wire 


making 


respectively. 


forbidding 
Update: 
inaccessible 
into the 

The east 
skinny can 
work on 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Turns into 


continues 


Access: 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 
History: 
2001. 


The tunnel bridge is now a bike path. 
1998 Siologen. 
4.0/5.0 

2015-03-28 13:00:00 the western 


(Red) - At present, 


missing its padlock and the door can just be opened. The 
mesh forming a cage on the inside has also been cut open, 
for easy access up and down the stairs or ladder, 
The eastern end still has a shiny golden padlock, 
entry down that end. 
2011-06-16 14:00:00 (Red) 


- This is, at present, 


without a makeshift plank or ladder. Beams used to cross 


towers have been dropped into the pits on the west side. 


side looks like it has an attempt but only the super 
get through - and walking across the beam is dangerous 
this side. 


1995-12-31 13:00:00 
2015-03-28 13:00:00 


Putney Drain 
Grove Creek 
Starts as 5 foot 5 inch twin rectangles for 20 meters. 


5 foot oval for about 20 meters when both twins rejoin, 


as 5 foot high 10 foot wide oval for some distance 
Enter via canal cnr Morrison Rd and Frances Rd, Putney 


GPS:-33.826282,151.114704 

Putney 

NSW 

Australia 

Crabs 

Crabs 

Shoe - Ankle 

Explored and probably found by Siologen and others, 


circa 


Found: 2009, Refound by Wolfman, Scarecrow, Ghost 


Rating: 10/50 

Created: 2009-11-01 13:00:00 

Name: Pyramid 

Description: The Pyramid is a massive steel grille (10'h) over a 


vertical deep 


shaft in Brennan park near the rail line. Definitely 
kiddie 

proof. The drain is short, but has three different forms, 
one of 

which is round corrugated iron 5'5" dia. (So is the 
shaft). Shin 

deep pool. Very bad erosion undercutting S wall of brick 


arch 

tunnel past pool. This drain is now a side drain in the 
Swoo 

system. 
Access: 5,UE: Via Swoo, take first LH tunnel in Swoo. 


#1,AE: Down 
embankment from Brennan Park [Sw:277E03/045E03, 
UBD: 215Q11/006P05, Grg:315E11, GPS:- 


33.8354535875,151.197369072]. 
Don't break the lock, simply ask for the key. 
Locality: Wollstonecraft 
Region: NSW 
Country: Australia 
Water Level: Ankle-Shin 
Nearby: *Course: (Pyramid) == Swoo ==<Balls Head Bay. 
Found: 1993 Diode/Predator. 
Rating: 4.0/5.0 
Update: 2011-01-02 13:00:00 (Hatsumi) - -33.834703,151.197929 
upstream 


grill here, drain continues into the ether as a 3-4ft 
pipe. 

heading downstream it hits a chamber here 
-33.834808,151.197776 
which is joined by a 3ft pipe running from 
-33.834964,151.197854 

( this one is unlocked ) 

DANGER ..downstream of where pipes join ( maybe 6m )is a 


sudden, 

vertical drop, no step irons. 

u/s not explored, if you like crawling, you'll love it. 
Created: 1995-12-31 13:00:00 


Modified: 2011-01-05 13:00:00 


Name: 
Alternate: 
Description: 
catering 


Gardeners Rd, 
into 


Features: 
the 


Access: 
or 


Locality: 
Region: 
Country: 
Care: 

Jet 


don't 


Eek!: 

Water Level: 
History: 
TO-DO< 

Drain 


flows 


Found: 
Ghost) 
Rating: 
Created: 


Name: 
Description: 
West Link 


Features: 
then 4' 


shared 


effect. 
Access: 


Qantas Drain 
Mascot Drain 


Short (5ft) drain in Mascot that cuts across the Qantas 


centre, and training base, and test cell. Starts at 


alternates between open canal & capped drain till it flows 


Alexandra Canal. TEL=300m. 
Unusual bridge for gas/sewerage pipe above entry to one of 


small capped sections near O'Riorden St here... 
[GPS:-33.92758,151.188121] 

Via canal between houses in Miles, Hughes, or Carinya Sts, 
manhole in north-western corner of Mascot Park. 
[GPS:-33.92758,151.188121] 

Mascot 

NSW 

Australia 
Houses (north) 


are occupied by narky residents and Qantas 


Base (south) either side of canal , be quiet, no torches, 
get seen. 

The Qantas property is guarded, don't get spotted. 

Shoe - Ankle 

Vas once a stream that was capped & built on over time. 


Explore entire drain without getting detected, take pix. 


unexplored north of Gardeners Rd (beneath Ellis St) due to 
shrinkage. 
Nearby: one of the many drains/canals in South Sydney that 


into Alexandra Canal. 
2000 - Mr India, Ogre 


(listed 2007 - 


Beachbum, Blakjak, 


0.0/5.0 
2013-08-08 14:00:00 


Quaint 
Short drain running under Rozelle train yards and City 


MPL=219m. TEL=300m. 
brick/sandstone arch 


roadway. Branches off Whites Creek. 
6' tub shaped drain changing to 5! 


brick/sandstone arch after a short break. Two shafts with 


grille at first change, usually gushing with waterfall 


Enter Whites Creek canal at 


9,UE: 


Brenan St bridge 


d/s 


Locality: 
Region: 
Country: 


Water Level: 


[Sw:276L20/054L20, UBD:235E12/011J08, Grg:344E12/010J08, 
[GPS:-33.8740254413,151.169639076]]. Take smaller canal on 


side of bridge and go 111m u/s. 

5,PX: Grille above waterfall is openable. 
Annandale 

NSW 

Australia 

Tidal 


Nearby: 
Bay. 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


rounded 


chamber. 


Access: 


33.7890900918,151.082815905]]. 


UBD:193A08, 


XWPT]. 
Locality: 
Region: 
Country: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


center of 
MPL=900ms 
Features: 


for most 


Grilled 


*Whites Creek Course: Whites Creek == (Quaint) ==<Rozelle 


1997 Siologen. 
2.0/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Quasi 
Eastwood Drain. 
Twin drain each side having: 6' rect, 8' chamber, 6' 


diamond, 7' rectangular, short open, then a huge brick 


MPL=342m. TEL=580m. 
9: Canal next to railway carpark Ethel St [Sw:254K03, 
UBD:193B07, Grg:281B07, [GPS:- 


0: Canal next to Hillview Rd carpark [Sw:254J04, 


Grg:281A08, [GPS:-33.7911419833,151.08024292], XED, XNL, 


Eastwood 

NSW 

Australia 

*Course: == Quasi ==<Terrys Ck ==<Lane Cove River. 
1993 Predator. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Queanbeyan Darkie 
Real good massive sick drain that runs underneath the 


Queanbeyan and empties into the Queanbeyan river. 


TLDR = Heaps. Nice waterfall at the beginning. 9ft RCP 


of the way. Brick and stone sections. Large chambers. 


and 

RGP; 
Access: 
the 

a green 
the 
Locality: 
Region: 
Country: 


Care: 
might 


is 


Eek!: 


Water Level: 


Cond: 
History: 


Some 


To-Do: 
brick 


split 
room. 
Notes: 
Found: 


Rating: 
Update: 


junction room 


be 


person to 


junction room where it turns into to 5.5ft brick corridor 


5.5ft stone corridor that splits and turns back into 7ft 


Same junction room contains 6ft RCP. 
[1] Park at the leagues club on Collett street (closest 
intersection is Rutledge street). [2] Mark you way down to 


banks of the QBN river drain is to the east surrounded by 
security fence. Ladder closest to the Kings bridge side of 
drain. [1] [GPS:-35.353665,149.236924] [2] 
[GPS:-35.353995,149.237868] 

Queanbeyan 

ACT 

Australia 

Getting up/down from waterfall can be a little tricky. You 
want to bring a milk crate or two if upper body strength 


lacking. 


fond of smoking weed at the 


It appears teenagers are quit 
opening of this drain. 

Dry - Knee 

Heavily graffed 

Found by FiL in 1997. 


Rusco found the old section about 5 years before Fil. 


Apparently this drain was extended in 2004 according to 


graffiti on the wall. 
11-11-2013: Investigate/explore 7ft at the end of the 


Caved in rubble section from 


corridor. Investigate/explor 


near u/s junction room. Investigate/explore 6ft in grille 


Confirm that the boarded up RCP is in fact Kate's Tomb. 
Pity it is in Queanbeyan. 

FiL, 1997 / Listed 2013 Delo 

4.0/5.0 

2014-05-21 14:00:00 (Delo) - 22-05-2014 - (Delo/Red) 1. 
Confirmed: the boarded up 6ft RCP at first upstream 


leads to Kates Tomb. At the time of writing this can only 


accessed from the Kates Tomb side and does require th 


be of a fairly slim build and does require some gymnastic 


ability. 


by 


fact, 


Created: 
Modified: 


Name: 


Description: 


chamber, 


Access: 
UBD:234B14, 


Queens 


Locality: 
Region: 
Country: 


Notes: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


Queens. 


Features: 
like 


interesting in 


rail 
meter long 


is 


Water Level: 


2. Some of the further upstream sections contain graffiti 


Panic! stating there is no exit. The ones we checked, in 


did contain exits that could be used in an emergency. 


2013-11-10 13:00:00 
2014-07-22 14:00:00 


Queens 
6'1 oval drain, long, 9' arch entrance, with under rail 


splits. TEL=1.068km. 
9,UE: Over fence Croydon Rd opp Queen St [Sw:295J02, 


Grg:342G14, [GPS:-33.8770668598,151.122513848]]. 
0,UX: Big grille on u/s side of rail chamber, Paisley Rd 


Reed St, Burwood [Sw:295F04, UBD:233P16, Grg:342D16, 
[GPS:-33.8810664118,151.112230985], XED, XNL, XWPT]. 
Alt; walk upstream from Hatchets, or downstream from 


Handmaiden. 
Ashfield 
NSW 
Australia 

Ankle 

*Tron Cove Ck Course: (Queens) == (Hatchets) ==<Iron Cove. 
1994 Predator. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Queens Handmaiden 
Lil Princess 
5 and half foot oval drain 15 minutes walk upstream from 


MPL over 1000 m TEL unknown 
Way in is along 4 metre deep two metre wide long canyon 


canal which runns for about 500 meters or so. Very 


a full moon. Large 3 or 4 meter high 50 meter long under 


oval brick chamber with 3 metere high 2 meter wide 60 


rectangular side tunnel running parallel. Main oval tunnel 


tunnel is a 


the 


wasnt. 


about another 400 meters past under rail tunnel. Main 
looong 5 and half foot endless oval backbreaker. Way in is 
best part. Was originally mistaken for Queens but it 


Absolutely NO tags in main passage. [GPS:- 


33.889275,151.115241] 


Access: 
irons into 


keep 


Locality: 
Region: 
Country: 
Care: 
next 


Water Level: 


Cond: 
Notes: 
2009, 


Found: 
Rating: 
Created: 


Name: 


Description: 


Allambie 


Access: 
Grg:257G16, 


park. 
Locality: 


Region: 
Country: 


Notes: 
watch from 


Found: 
Rating: 
Created: 
Modified: 


Vater Level: 


Over fence at footbridge, Hedger Ave, Ashfield. Step 


deep steep walled canal and walk U/S 1 km 
[GPS:-33.880134,151.121618]. Same way in as Queens, just 


going upstream instead downstream to Queens. 
Ashfield 

NSW 
Australia 

Nasty doberman roaming around Queens entrance. Barking dog 


to Hedger Ave entrance 

Shoe - Dry 

Tag free (until Janury 2010) 

Originally found by Ghost, Scarecrow and Hatsumi September 


re-explored 2010 Ghost Wolfman Diode 
1803 Pandaman 

2.0/5.0 
2010-01-30 13:00:00 


Quickie 
Backbreaking hardcore 3' box converting to 1'9 under 


residential. 
0,UE: Bottom of Wandella Res [Sw:238L16, UBD:177G16, 


[GPS:-33.7755926908,151.258513109]]. Canal at bottom of 


9,UX: Opens into bushland. 

Allambie Heights 

NSW 

Australia 

Ankle 

House opposite has large screen projection TV you can 


street. 

1997 Mr India. 
0.5/5.0 

1995-12-31 13:00:00 
2004-09-17 14:00:00 


Name: Raff's Fruitbowl 


Alternate: Xtenda Yard - Lebbo Style. 
Description: Network of drains that go under Punchbowl Park and 
surrounds that 
lead to the Salt Pan Creek Canal...This drain is Part of a 
larger 
network that comes from as far back as Lakemba and 
Riverwood. 
MPL=100m. 
Features: Home made xtenda yards - lebbo style - that seem to make 
use of 
water board land. This unauthorised use of land harvests 
fields 
of fruit and plenty-a compost !. 
Access: Punchbowl Park. [Sw:313P06, UBD:272E06, Grg:399K06]. 
-33.931764,151.045699 
Locality: Punchbowl 
Region: NSW 
Country: Australia 
Care: Locals seem suss of cameras and people from non middle 
east 
origin, although islander looking people seem to pass 
through ok, 
but only just !. 
Eek!: Smelly from compost, watch the head - falling pears and 
other 
fruit.. makes for healthly, tasty expo. 
Water Level: Dry-Slimey 
Cond: Closer to Salt Pan Creek and Old Tip. 
History: Heading towards the Salt Pan Creek, the drain becomes a 
bit 
toxic. This used to be an old tip and despite efforts to 
clean it 
up, it still looks and smells toxic. 
To-Do: Pick Fruit. 
Found: 2007 Raffe-al. 
Rating: 3.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2007-01-07 13:00:00 
Name: Rainbow Apartment 
Description: 5.5'-5' RCP with small chambers and waterfalls. Named 


after it's 
first chamber with technicolour tags from ceiling to 
floor. 


MPL:200m then shrinks 
Features: Old graff 


Access: 
st is 


Locality: 
Region: 
Country: 


Water Level: 


Outfall at end of laneway off Chiswick Plc, nearest cross 


Darlington Ave. 

Or 150m downstream of Cycleway and No Expense Spared. 
[GPS:-33.723563,151.031236] 

Cherrybrook 

NSW 

Australia 

Slimey - Dry 


Lo=Do% 
Found: 
Rating: 
Update: 
for 


Created: 
Modified: 


Name: 


Features: 
Access: 
Region: 
Country: 
Nearby: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
section 


generous 


CRE 


Access: 
[Sw:234K20, 


Description: 


find an upstream exit 

Rascal 09 

0.5/5.0 

2011-04-08 14:00:00 (Red) - This drain is actually 4-4.5ft 


the first few sections, not 5-5.5ft. 


2009-12-30 13:00:00 
2011-04-08 14:00:00 


way Reserve northwest of Exit Tunnel. [Mel:80D01] 


Australia 

Exit, The Fall, Underpass. 
15/930 
1995-12-31 13:00:00 
2005-01-05 13:00:00 


Rangers 
Very old and interesting under-railway drain. TEL=450m. 
Changes, 5'h brick arch, 8'h twin sandstone hallway 


(shows original width of Balaclava Rd), slides. 


UPDATE Hatsumi 2009: 8ft high hallway may be a little 


its just over 6ft high and barely 2ft wide 


that) but is a 

twin parallel corridor - 
drainspiders the 

span of your hand in several places...not for 
arachnophobes. 
0,UE: Edna May Hunt Sanctuary end of Yaraan Ave 


we came across big ass 


UBD:193B04, Grg:281B04, GPS:-33.7819935521,151.08338457]. 


Sanctuary. 


turned 


didn't 


a park 


didn't 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


pipes, 
cage at 
outfall. 


Features: 
with 


Access: 


Over/under fence at base of railway embankment in 


9,PX: Terrys Creek. 
Aydun 2015 - Open grille here (best): [GPS:-33.782810, 
151.084903] 


UPDATE Hatsumi 2009: d/s exit to creek was knee deep, we 
back. Grill in d/s rcp outside a coffee shop 
budge from 


below, seemingly bolted from above. 
Second grill old twin iron type seemed to be in 


due to 
being surrounded by grass but for safety we 


attempt to 

open. 
Epping 
NSW 
Australia 
Knee at #9 
2004 Pandaman. 
3407540 
1995-12-31 13:00:00 
2004-05-29 14:00:00 


Raptor Pen 
VelociRaptor Pen 
Twin 6ft RCPs with interesting GPT room with a few side 


multiple chambers that join the RCPs together, heavy duty 
upstream end, bolted grille at GPT, knee high mud at 


MPL=300m. 
Big cage, GPT room, eels, joining chambers made of brick 


step irons to nowhere. 
Park on Elizabeth St. Bring socket set, approx 17mm (cant 
remember) to unbolt the swing grille. [GPS:- 


33.579302,150.714947] 


Locality: 
Region: 
Country: 
Care: 


Knee-high deep mud outfall. [GPS:-33.577830,150.717671] 
Cage (no access). [GPS:-33.579611,150.713983] 
North Richmond 

NSW 

Australia 

Be very quiet. 


Eek!: 
inside. 


History: 
canal 


To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
and 


creek. 
Access: 


Water Level: 


Mormons across the road. Velociraptors may be secured 


Dry - Knee 
The chambers have step irons to nowhere. It may of been a 


once. 
Explore the 4ft pipe. 

Bolt it back down when done. 
Raptor & Phobic 2013 

320750 

2013-03-30 13:00:00 


Raptor's Lair 

Chinko's Lair (formerly) 

7ft square drain, MPL:200m 

Funny section where main passage brakes off to a dead end, 


the drain continues up stream half size opens into a 


entry is adjacent footbridge here: [GPS:- 


33.837175,151.192492] 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


LO=DO# 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


underneath 


continuing 
This 
the 


Features: 
foundations 


Grills 


Wollstonecraft 

NSW 

Australia 

Rocks. best at low tide 

Shoe - Shin (Tidal) 

follow the creek up stream, see if it goes back under. 
2009 Raptor 

22-049 5.0 

2010-09-05 14:00:00 


Rattle and Hum 
Line of Coke, Coke Tunnel 
6ft-high, 8ft-wide concrete culvert drain running 


factories in southern Northmead in a north-north-western 
direction. After 250m, this drain becomes a 4ft RCP 


along Briens Road to the west with several grill rooms. 


drain rattles and hums due to the truck activity above in 


Coca-Cola factory. MPL=335m+. TEL=350m+. 
80cm-high water fall. Besser block room beneath the 


of one of the factories. Steel ladders and grill rooms. 


are not padlocked but are very large and heavy. There is a 


room 


Access: 
bridge 


until you 


hours. 


the 


Locality: 
Region: 
Country: 
Care: 
water 


Eek!: 
Vater Level: 
Notes: 


rooms. 
frogs and 
boardwalk 
grille 
Thigh 
stoop. 
Found: 


Rating: 
Created: 


Name: 
Alternate: 
Description: 


chambers. The 


smaller pipe guarded by a spider leading to an interesting 


with what looks to be leftover 
Park at southern end of Redbank Rd, Northmead, before th 


crossing the creek. Walk west along the walking track 


arrive at drain outfall. Parking during day here is 2- 


0O Outfall here, at [GPS:-33.798887,150.988688]. 
1-3 Several unknown gattics with ladders along the way of 


drain. Number of gattics is unknown at this stage. 


4 Gril room and drain junction, here at 
[GPS:-33.796868,150.987366]. 
5 Grill room here, at [GPS:-33.796804,150.987328] 
6 Grill room here, at [GPS:-33.796902,150.987095]. 
7 Grill room here, at [GPS:-33.796963,150.986961]. 
8 Grill room here, at [GPS:-33.797035,150.986801 ] 
9 Grill room here, at [GPS:-33.797102,150.986656] 
Northmead 
NSW 
Australia 
Outfall is angled, slippery and has a shin-deep pit of 


before it. Watch your step! 

Spiders! 

Dry - Shin 

3ft drain 300m upstream (along the creek) from Coke drain 
outfall. 140m MPL with three large cylindrical junction 


Lots of wildlife (snake spotted near entrance, skinks, 


spiders along length of drain). Access is off prepared 


here: -33.799318,150.987713. Drain finishes at an unlocked 


within Coke factory here: [GPS:-33.798182,150.98687]. 


Master 280 added for posterity and to save others th 


2010-12 Various, including Ghost, 
3... 0/50 
2012-09-17 14:00:00 


Intrepid, Xsv, and Red 


Rayleigh's Bedroom 
Originally called Unnamed Drain 
Usual kinda drain, RCP structure with grilles and 


there. 


Features: 
becomes 2' 


building 
where it 


Access: 
opposite 


iranda. 


Big 
marsh-land 
Locality: 


Region: 
Country: 


Water Level: 


u/s end has a bolted garbage grille, so no entry/exit 


MPL/TEL-200m. 
2 chambers- 6'6, parallel twin 6' RCPs, one of which 


and is never seen again. At the rear of the Shire Access 
you can see the grilles, and the u/s end of the canal 


becomes covered. 
Access from the d/s end of the canal, which is directly 


Shire Access and Fernwood; around 205 Port Hacking Rd 
See the railing at the footpath, walk around and jump in. 
empty park right next to the drain, which empties into 


next to golf course further d/s. 
GPS:-34.025098,151.106898 
Miranda 

NSW 

Australia 

Slimey-Ankle 


Cond: 
light 
History: 
tripod. 
Notes: 


noticed... 
Found: 
Scarecrow 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


balloon, 
arch 


under 


shown 


eventually 
Features: 


Typical drain condition, has been graffed where there's 


Was first explored with a DEV, which also doubled as a 


Thought to be a different drain by Scarecrow. Since it was 
‘unnamed', it's had a name change. No one has even 


2005 Rodent/Traceroute/Savage. Re-found 30/08/2008 by 
2.0/5.0 


2008-08-29 14:00:00 
2008-06-30 14:00:00 


Rebirth 
Prince Alfred Park branch/ The Skel Hole 
newish 5m concrete drop shaft breaks into 3.5ft brick 


heads toward rail line for about 60m. Turns to 4.5ft brick 
for about 60m then shrinks again to 3.5ft cast iron slide 


the tracks. 
TEL- unknown. 


In theory its one of the two historic lines 


on Fraser's civil plans for CUB- so would link to BWB 


beautiful original brickwork untouched 


Access: 
Prince 


that 
manhole 


the 


landscape 


shaft. 


Locality: 
Region: 
Country: 
Care: 


Eek!: 


Cond: 
History: 
T932; 
To-Do: 
Notes: 


crawling the 


Found: 
Rating: 
Update: 


for 


under 


Balfour & 


into 


Created: 
Modified: 


Water Level: 


lots of (brass?) flaps 
cast iron slide! 
1lxlm hinged grille under tree, outside court number 5 in 


Alfred Park. Finger tight bolt. 
[GPS:-33.887785,151.204397] 


Beyond the slide, the drain becomes a 1050mm RCP and stays 


way. The only features for the next 550m are half a dozen 


shafts. It passes under the weird displaced manhole behind 


former CUB at Balfour & O'Connor streets 
[GPS:-33.886079,151.200136] and flows on into the rest of 
Blackwattle Bay. 


Grille is heavy as fuk, needs 2 people to lift from above. 
Alt entry- across path there's a split round grille in 


feature, unlocked. Crawl through 2ft feeder pipe to drop 


This grille is much easier to open from below. 
Parking is probably best across chalmers st. 
Chippendale 

NSW 

Australia 

Tennis courts are booked until 11.30pm, 7 days 

Fair bit of pedestrian traffic through the park also. 
Best done after midnite 

ghosts? (maybe) 
Shoe - Knee 
original, untouched 

built in 1916 as combined sewer, seperation occured in 


keep pushing downstream beyond the slide 
The waters not deep, but listed as knee as youll be 


first 60m 

Skel & J (Newbie), 2011 

3.0/5.0 

2011-08-02 14:00:00 (Ratter) - Beyond the slide, the drain 


becomes a 1050mm RCP and stays that way. The only features 


the next 550m are half a dozen manhole shafts. It passes 


the weird displaced manhole behind the former CUB at 


O'Connor streets [GPS:-33.886079,151.200136] and flows on 


the rest of Blackwattle Bay. (Ghost and Ratter, 02/08/11) 


2011-07-10 14:00:00 
2011-08-26 14:00:00 


Name: 


Description: 


foot 
retention 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


History: 
If they 


nearby 


a 


Thank 


m 


To-Do: 
goes 


Found: 
Rating: 
Created: 
Modified: 


Water Level: 


Receivership 


Single 5 foot RCP with some junction rooms, 


high. MPL=150m, 


basin. 


The entrance. After that it's all 


one of them 12 


Entrance via raised shaft next to small 


disappointment. 


Entrance shaft: -34.015478, 
Parking: 

Menai Maccas nearby, 
Menai 

NSW 


Australia 


Menai. Say no more. 
Downstream exit is ankle deep. 


Someone dropped the entrance grill in. 


didn't mean to, I bet 
It's named 


Receivership, 


151.012816 


cnr Allison Cres & Macmahon Place. 


Careful you don't get overwhelmed by the mediocrity. 


It's still there. 


they felt stupid. 


due to being discovered while visiting the 


Dick Smith store for personal closure after DS went into 


receivership. 


Like seeing a once-clos 


friend, who's been 


hopeless junkie for decades, 


god. 


finally on their last breath. 


Someone may want to follow the 3 foot branch that probably 


to nearby shopping center. 
Diode, Jan 2016 

1.0/5.0 

2016-01-19 12:35:10 
2016-02-19 08:04:35 


Name: 


Description: 


hardcore 
to do 
Access: 
Locality: 


Region: 
Country: 


Rectabout 


5.5'h rect under Newcastle & Main Rds roundabout. 


section 3'h rect unexplored. MPL=202m. T 


Bonus 


T 


EL=250m. Something 


[Sw:NDR, UBD-Nc:131N12, 


to "Stop, Revive, Drain". 
0,UE: Jesmond Park. Follow canal. 
Grg:NDR, GPS:-32.9068542215,151.693168518]. 
Jesmond 
NSW 
Australia 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


trekked 


shrinker 


redback 


Features: 
Access: 
from the 


streets. 


from the 


Locality: 
Region: 
Country: 
Care: 


Found: 
Rating: 
Created: 


Name: 


Description: 


way to 


Features: 
Bricked 


RCP. 


Vater Level: 


2004 dTrog 

2.0/5.0 

1995-12-31 13:00:00 
2004-11-11 13:00:00 


Red Back Breaker 
Long RCP that looked promising at the 5.5' outfall but 


and trekked at 5' then 4.5' then 4'...the typical RCP 


you know you love. 


Also in typical Hills RCP style, the place crawls with 


spiderisms munching on centipedes and huntsmen and unlucky 
drainers. 


MPL: approx 300m 
Small shafts, sharp corners, concrete. 
Outfall in reserve on First Farm Drive, you can see it 


road. Lots of gutter boxes along your journey, quietish 


Nearest cross street is Wongajong Close, outfall is 20m 
intersection. 


[GPS:-33.723189,151.01091] 
Castle Hill 

NSW 

Australia 

Spiderisms 

Shin - Dry 

Rascal 09 

0.5/5.0 

2009-12-28 13:00:00 


Red Hill 


6 to 7ft drain that runs from the base of red hill all the 


the outfall in the curtin canal system. 
Caged inlet and outlet. Small bunker style grille room. 


up gutter box. Weird pipe passing throught the middle of 


Large rectangular split rooms. Large weird chamber that's 


Weird 


Access: 
the 


Walk down 


ft RCP 


n 


traight 


Caged 


completely black in colour. Steep slide at Red hill end. 


orange black sludge seeping from the joins in the RCP. 
The best way to do this drain is from curtin up. Park at 


bottom of Thorn Place which comes off Morgan Crescent. 


to the Canal and head right. Look for cage covering the 6 


outlet slip in through gap at side of the cage. Entry 
[GPS:-35.322327,149.088087] 3ft Exit/Entry (takes you 


into the large black chamber [GPS:-35.324746,149.0971] 


inlet at base of red hill exit/entry [GPS:- 


35.3237247 149-099412] 


Locality: 
Region: 
Country: 
Care: 
smell 


change to 


Eek!: 
slide 


Water Level: 


Curtin 
ACT 
Australia 

Not many emergency exits. Orange sludge lets off a strange 


when stepped in. Take left rectangular pipe at shape 


avoid walking in it. 
Slippery at small slide at Rectangular shape change. Steep 


hen ascending towards red hill outlet - Slip hazard. 
limey - Shoe 


Cond: 
History: 
Canberra 


TO=Do:: 
Notes: 
Found: 
Rating: 
Created: 


Name: 
Description: 
Access: 
Penrhyn Dr & 


#9,PX: Pipe flows out into 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


eavily graffed 
ldest graffiti spotted was from 1987. Though usual 


OTS 


suspects are present as well i.e. FiL, Panic and Mongo. 
NA. Fully explored 

Explored and listed Delo 2013 

Pandaman 

370/50 

2013-08-31 14:00:00 


Red Hill Drain 
4'RCP down big hill. 
0,UE: First gutter grille (hinged) SW of cross Lady 


Supply Ave [Sw:238L02, UBD:177G02, Grg:257G02, 
GPS:-33.7447607113,151.260313799]. 


creek next to Willandra Rd. 
Beacon Hill 

NSW 

Australia 

Has numerous 2' waterfalls. 
Steep in sections. 


Found: 1997 Mr India. 


Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-09-17 14:00:00 
Name: Red Light Rejects 
Alternate: Mitchell 
Description: Unsurprising 6' RCP under Mitchell. Starts in channel 
along 
Vicars St and empties into channel south of Morisset Rd. A 


few 

rooms but not much else. MPL = 1500m 
Access: In: Next to 54-56 Vicars St, Mitchell [GPS:- 
35.210142,149.143353] 
Out: Western side of Flemington Rd (250m south of the 
intersection at Sanford St) [GPS:-35.223378,149.143685] 


Locality: Mitchel 
Region: ACT 
Country: Australia 
Water Level: Dry - Slimey 
To-Do: Mitchell is one of Canberra's legal red-light districts. 
Someone 
needs to plot where the gutter boxes are and heckle the 
Johns 
from below, it would be hilarious. 
Notes: Referenced on CCF as 'Mitchell'. 
Found: Majestic and Skwid 2006 
Rating: 2307540 
Created: 2010-05-15 14:00:00 
Name: Redback 
Description: Local drain, often slippery, Got it's name from the 


hundreds of 


redbacks in the main entrance. 

Features: Red Back Spiders. 

Access: Vale Ln [Sw:333R06, UBD:292G10, Grg:430B10]. Head into 
Park via 


the walk 50m into the lane. Walk about 50m right into the 
middle 
of the park past a set of trees where there is a small, 


not very 


visible concrete block. The block requires 2 ppl to lift. 


Locality: Peakhurst Heights 

Region: NSW 

Country: Australia 

Care: Watch for spiders!. Bring gloves etc. Possibly some 
repellent. 


Eek!: Poisonous residents. 


Vater Level: 
To-Do: 
Notes: 
Never 


Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
oval 


Old! 
Access: 
Drive. 


Locality: 
Region: 
Country: 
Water Level: 
Cond: 

Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
with 
small 
outfall with 
into 


the old 


Access: 
St, 


in. 


Shoe-Ankle 
Explore further without the friends. 
Ed: Dunno what the findererererers mean by "local drain". 


seen a remote drain. 
2007 Neptune/Anakaine. 
2.0/5.0 

1995-12-31 13:00:00 
2007-01-11 13:00:00 


Redbarn 
7" redbrick, leading to numerous excellent shapechanges. 
Lots of large rooms, an ancient, deformed, 15' high brick 


section, followed by an old bluestone arch section. Very 


In park, off west side of Broadway, just north of Milton 
[AA: 89F1, A-Z: 71G3] 

Chadderton 

North West England 

United Kingdom 

Ankle at entrance, shoe throughout 
Very old, very cool. 

2004 Jondoe/Stoopmaster 

0.0/5.0 

1995-12-31 13:00:00 

2005-06-09 14:00:00 


Redux 


5' concrete culvert under industrial featureless 


state, 


bends for about 150m. 4.5' sidepipe near outfall with two 


grille chambers, one of which has a GPT. Interesting 


the modern concrete culvert (constructed '07-'08) falling 


canal 


alongside 2x concrete plugged RCPs (the remnants of 


drain) 
Enter d/s at rear of paper processing factory on Madeleine 


Strathfield South. Jump fence/squeeze under fence to get 


Alternatively, approach directly from Cook's River Canal. 


[GPS:-33.894736,151.076453] 


Locality: Enfield 
Region: NSW 
Country: Australia 
Water Level: Slimey - Dry 
Found: Rascal 2010 
Rating: 2.0/5.0 
Created: 2010-04-02 13:00:00 
Name: Reo 
Description: RCP. TEL=200m. 
Features: Heavy steel entrance, 5' waterfall in a huge room, 
reinforcing 
rod vertical grille on u/s exit. 
Access: 9,UE: Park at Peel St, walk across Holroyd Sportsground. 
see 
canal look opposite wall for a drain entrance. That is 
Misplaced. 
Reo is opposite (underneath you) [Sw:272N01, UBD:211C09, 
Grg:308C09, GPS:-33.8281041782,151.002649909]. Step irons 
are 


back towards Peel street a bit. 
#2,PX: Squeeze under reo grille. 


Locality: Merrylands 
Region: NSW 
Country: Australia 
Nearby: *Beckett Ck Course: CXIV == Windowville == (VeeZedOne) == 
(Reo) 

== (Misguided) ==<Duck Ck ==<Duck River ==<Parramatta 
River. 
Found: 1995 Prowler. 
Rating: 2.0/5.0 
Created: 1995=12=31 13300200 
odified: 2004-09-27 14:00:00 
Name: Retarded Basin 
Description: Stormwater Retarding Basin beneath the ???? apartment 
complex. 
Features: You have to climb over a filthy GPT to get in. About two 
foot 

high or lower by twenty by thirty metres broad chamber. 
Access: 5,UE: Through open barred door in wall of staircase in 
back of 


large apartment complex (Blackwattle Lane). 
* Unconfirmed 


ref=[Sw:297E04/027E04/065E04, UBD:235016/012P15, 
Grg:345E16/012K15]. 

Locality: Broadway 

Region: NSW 


Country: 
Care: 
might 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
up 


water. 
Access: 
ramp 
hinged job 
Locality: 
Region: 


Country: 
Care: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


6 T 


Access: 


Lover's 


Australia 
Meant to be a stormwater retarding basin, but I think it 


retard all sorts of things from the smell. 
Shoe-Waist 

2004 Willow. 

0.5/5.0 

1995-12-31 13:00:00 

2006-07-27 14:00:00 


Retention 
Stormwater reservoir under a shopping centre loading dock. 
Decent sized, 5m high, 25m x 15m, odd drain inlets hallway 


wall. Skylight grille and enclosed ladder. Mud, stinky 


5,UE: On Balmain Rd, about 100m S of McDonald St 
[Sw:296G06/063G06, UBD:255A02/013B03, Grg:374A02/016B03, 
GPS:-33.8864869999,151.159360576], under the loading dock 


leading into The Norton Plaza. Grille is lightweight 


in centre of ramp surface. 
Leichhardt 
NSW 
Australia 
Mind for trucks and Plaza seccers. 
Ankle. Deeper if recent rain 

2004 Siologen. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-04 14:00:00 


Revesby Rail 
Drain following rail line past Revesby station. Starts off 


round, is 5' at exit. Grills before this are unopenabl 
MPL=986m. TEL=986m. 

9,UE: Via park off Montgomery Av [Sw:313A16, UBD:271G16, 
Grg:398G16, GPS:-33.9529220195,151.01098831]. Next to 


Drain. 


#3,PX: Grille near Hendy Ave [Sw:313D16, UBD:271K16, 


XWPT]. 
Locality: 
Region: 
Country: 


Grg:398K16, GPS:-33.9524226775,151.018595726, XED, XNL, 


Revesby 
NSW 
Australia 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


the 


Features: 
Access: 


Locality: 
Region: 
Country: 


Water Level: 


Cond: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
for 


Access: 


Locality: 
Region: 
Country: 


Water Level: 


1993 Diode. 

0.5/5.0 

1995-12-31 13:00:00 
2004-06-09 14:00:00 


Rhodes Renal 
5ft brick arch under rail drain, barely 30m long. 


area trying to find something worth crawling through. 
brick. 
GPS:-33.829615,151.087471 


..it goes under th 


rail line, you'll figure it out. 


Rhodes 

NSW 

Australia 

Dry - Shoe 

old 

find something actually worth listing and exploring. 
2011 Hats 

02.57/50 

2011-03-14 13:00:00 


Ribbed 
5' round drain. 


Small rooms, rubber ribs held in place by metal ringlets, 


extra stimulation!!!. BYO lubricant. 
9,UE: At N end of small beach, N of Vickery Ave 
[Sw:278018/058018, UBD:237L10, Grg:348Al10, 
GPS:-33.8702929135,151.267519596]. 

Rose Bay 

NSW 

Australia 

Tidal, Dry-Knee 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


1998 Siologen. 
0.5/5.0 

1995-12-31 13:00:00 
2004-08-21 14:00:00 


Ribbed For Your Pleasure 
Pussy sucker 
TEL = 50m 


was in 


Just your average drain with an interesting photographic 


opportunity where material used to construct said drain 
changes. 
Features: Pipe about 1/2 way through drain to hit your head on. 
Chances from normal concrete to metal just before the 
bend. 
Access: http://www.nearmap.com/?q=@-33.894549,151.013386&11=- 


33.894549,151.0133866z=20ét=k&nmd=20100715 
Metal end, climb down 45 degree wall on western side into 


ankle 

deep water (suck it up princess, it's only water) and walk 
into 

drain (take care for sharp metal where it's corroded and 
broken 


away) Entry in Rose Park. 


http://www.nearmap.com/?q=@-33.894718,151.014310611=- 
33.894718,151.01431&z=20&t=k&nmd=20100715 


Valk down embankment and walk into drain from southern 
Side. 
Entry in Maluga Passive Reserve. 
Park somewhere on Woods Rd, Sefton/Birrong. 
Locality: Sefton 
Region: NSW 
Country: Australia 
Care: Metal section has corroded through in parts and will cut 
you if 
not careful. 
Pipe to hit your head on about 1/2 way through. 
Water Level: Shoe - Shin 
Found: DoriDori 2011 
Rating: 2.0/5.0 
Created: 2011-04-01 13:00:00 
Name: Ribbit 
Description: A tributary for a small creek which flows into 
Excelsior/Bidgigal 


reserve. 5' RCP, with 6' to 8'h chambers extending up to 
gutterboxes and waffles. Main entrance is through a hinged 
garbage trap located in a small gulley, leading over a 


rise into 
an antechamber and the start of the main pipe. MPL=400m. 


Features: The first 200 meters is full of frogs. Repeat full of 
frogs. 

Repeat full of frogs. Repeat full of frogs. Repeat full of 
frogs. 

There is also a pollutant tank to one side of the main 
entrance, 


accessed through a smaller, similar entrance or the 
chamber 


unknown. 
toys, 
Access: 
block 

on 

and 

via 
Locality: 
Region: 
Country: 


Care: 
tunnel also 


also a 


i 


accosted by an 


for 
while 


Eek!: 
your face. 


trickle of 


Water Level: 


Cond: 
To-Do: 
large 


wall, and 
the 
that 3 


Notes: 
Found: 
Rating: 
Created: 
odified: 


inside th 


tunnel itself. Depth of "liquid" in the tank 


Good place to find tennis balls, single shoes, childrens 


and one time a foam human brain. 
Corner of Cross St and Cary St [Sw:232M09, UBD:171B09, 
Grg:248B09, GPS:-33.756262,151.002875], opposite the small 


of shops. Concealed from road but visible to pedestrians 


sidewalk. To find entrance, climb down slope into gulley, 


lift grill to the right of the large circular tank. Exits 


gutterboxes every 70 or so meters, some climbing involved. 
Baulkham Hills 

NSW 

Australia 

Aside from being full of frogs (hence th 


name), this 


plays home to various spiders (mostly Daddy Long Legs, but 
nasty looking species of hairy brown ones). The first time 


explored further than the main entrance pipe i was 


incredibly aggressive blue-tongue lizard. Conceivable hom 


snakes. All due care should be taken that would be taken 


bushwalking. 
If you poke the frogs they bite you, or worse, jump on 


If you poke the spiders, well, i havent tried that yet. No 
noticeable chemicals or other pollutants in the tiny 


water. 

Dry-Slimey 

Nothing broken. No graffiti. Occasional rust. 

After 400 meters you emerge into a vertical shaft with a 


waffle at the top, a glowstick wedged in a crack in the 


a 3 foot RCP to the right. I havent been able to locate 


waffle topside, but am curious as to where and how far 


foot RCP goes. 

Bad place to take a date. 
2004 Seeker. 

0.5/5.0 

1995-12-31 13:00:00 
2007-01-15 13:00:00 


Name: 
Alternate: 
Description: 
with old 


Features: 
Access: 
drains that 


northern end 


Locality: 
Region: 
Country: 
Water Level: 
Notes: 

due to 


Found: 
Rating: 
Update: 
1853 


though, and 


Update: 


new 


Suburbs 


tunnel leads 


sewer that 


dumps into 


Created: 
Modified: 


UBD:236H09/004A02, 


Rick's 
Ricks Tomb, Woolloomooloo Sewer. 
Filthy tidal drain in Sth end of Woolloomooloo Bay, 


Shy 


sandstone sections, basically just a 24hr sewer overflow. 
TEL=200m. 

Big turds make this drain a right turd. 

9,UE: To the W of the finger wharf, its the L of two 


sit side by side [Sw:277N17/029N17/056N17, 
Grg:346C09/004F02, 
[GPS:-33.868746,151.219541] 
Gatic next to pyramid grille under the train bridge, 


of Palmer St 
Woolloomooloo 
NSW 
Australia 
Chest 

Access details could not recently 


[GPS:-33.870839,151.217859] 


(Sep 2004) be confirmed 
mods to wharf and area. 

1991 Melb Clan. 
20/520 

2011-05-17 14:00:00 


(Scarecrow) - Some of the original 


sandstone arch still exists. It's only a few meters 


behind the interceptor in the sewer, past the flap. 
Rascal, Scarecrow- 2011. 


2010-08-10 14:00:00 
completely. 


(Siologen) - This drain has changed 
Sadly gone is the old stone arch, replaced by 


concrete. Sludgebucket has been joined on as well and both 
tunnels lead to a large grille room under the Eastern 


Viaduct (opposite the gates for Blowjob 2000) A side 


to a 6ft tall Behind this is a 7ft brick oviform 


flap. 


runs up towards William Street before shrinking. This 
an interceptor behind a wall, in turn behind the flap. 


1995-12-31 13:00:00 
2011-05-17 14:00:00 


Name: 


Features: 
Access: 
Road 


Region: 
Country: 


Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
staircase, 


explored. 


Access: 
fence, 


5ft # 
staircases, 
Fleet 
Locality: 
Region: 
Country: 
Care: 
close, 


contact 


when 


Water Level: 


flow is 


Cond: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Description: 


Vater Level: 


Ringwood 

7£t rep. 

Grille rooms 

Follow Heatherdale Ck against the flow from Canterbury 


(follow right creek at split). [Mel:63E01] 
VIC 
Australia 

Ankle 

1.5/5.0 

1995-12-31 13:00:00 
2005-01-05 13:00:00 


River Fleet 
Famous River. Now a sewer. 
12ft Arch, becomes 10ft arch, becomes 12ft RBP, large 


numerous odd side tunnels and manhole shafts. Not fully 


Via a twin triangle manhole in the road next to the park 
corner of Myddelton Square and River St. This leads into a 


sewer. Follow it until about 450m down numerous small 


then a large staircase, then on until it reaches the main 


tunnel. [Collins: 011F3/111G3] 

Finsbury 

LND 

United Kingdom 

Live sewer, every tunnel is sewer affected, air is a bit 


especially going downstream away from vent grilles. Avoid 


with water. Floor can be very slippery. Be vary careful 


climbing down from 5ft entry sewer into main tunnel. 
This tunnel is not explorable without waders! Walking in 


unavoidable. Shin deep. Turdy splash factor on staircases 
Gross. 

Find the 'real' Fleet 

2004 Stoopmaster/Jondoe 

4.5/5.0 

1995-12-31 13:00:00 

2004-05-11 14:00:00 


Name: River Medlock 
Description: 15' high arched tunnel, runs under gasworks. 
Features: Big u shaped channel running down middle, sewer overflow 
at the 

top of a small staircase. Second long high staircase in a 
7 ' 

arched tunnel. 
Access: Climb down stepirons on south side of river where it 
crosses 

under Alan Turing Way, at edge of Phillips Park Cemetary. 
[AA: 

114A2] [A-Z: 96B2] 
Locality: Bradford 
Region: North West England 
Country: United Kingdom 
Water Level: Not usually, unless river is high 
Found: 1998 Bob 
Rating: 4.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2005-06-09 14:00:00 
Name: River Wandle. 
Description: 6' rectangle drain in two parts. 
Features: Single drain split midway by an impassable syphon system. 
Outlet 

is 6' with large smelly inflow from nearby lake. Becomes 
9ft then 

ends at twin gpts. Second part is from Manhole entry. 
Going U/s 

leads past gpt to twin 6' reps, large room and staircase. 
Going 

d/s leads to small station with 8ft section then twin 
gpts. 
Access: D/S End: follow trail at the west end of Mill Lane to 
start of 

River. [Collins: 201F3] U/S End: Twin triangle steel 


manhole in 


Wandle park. Is next to a tree in grassy section near the 
footbridge that leads out to Waddon New Rd. The park is 
closed 
after 8pm, and the gates are easy to climb. Doing this 
after 8pm 
means you can leave the heavy manhole covers off while you 
explore. [Collins:201H2] 
Locality: West Croyden 
Region: LND 
Country: United Kingdom 


Care: Outlet is slippery 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Features: 
connections, 
odd 

dams, 

Ponds. 
Access: 

to 


later, jump 


0.175387]. 
bag. It is 
downstream 


long 


0.176629]. 
manhole 
US and 


rats BUT 


walk up, 


Be alert 


Description: 
England. Very 


Ankle 

2003 Jondoe 

3.575..0 

1995-12-31 13:00:00 
2005-08-09 14:00:00 


River Westbourne 
Most extensive system(combined sewer/stormwater) in 


old, very long. 
Main tunnels are joined by a huge overflow chamber and are 
10-14ft arches/oviforms. Dozens of sewer tunnel 


massive overflows, huge sump chambers, hydraulic flaps, 


chambers, side tunnels galore, weird staircases, weirs, 


grilles, slides, a tunnel that leads to Buckingham Palace 


Very cool! 
Manhole in the Rotten Row cyclepath in Hyde Park. This is 
directly south of the pond Inlet grille. Need two lifters 


open. Use barricades. Hyde Park closes at 9pm, so if 


gates and watch for Police patrols. [Collins: 024A3/129J32] 


Intrepid update: 

Access 1: D/S of interceptor is here: [GPS:51.511651,- 

Go to street view and check out the woman with the red 

the second man hole behind her. Use this access to go 

to triple junction room (off a tributary to on the right a 
way DS) and Knightsbridge. Very public, so look the part. 
[GPS:51.512512,- 


Access 2: U/S of interceptor is here: 


Go to streetview, see the car under a silver cover? Th 


cover is immediately adjacent to the gate. Use this to go 


climb the slide. Caution: this area is full of shit and 


has some sensational stairwells and brick work. As you 


you will hear a raging torrent - it is a trick of sound. 


tributaries 


probably only 


but not alarmed. The sound is caused by two U/S 


Access 3: is here: [GPS:51.518427,-0.186074]. This 


good as an exit becaus 


you don't want to walk DS from 


here 

because you WILL slip over in shit. You also don't want to 
walk 

much upstream from here because of shitty air (pun 
intended). 

Some nice pics to be had near here. 
Locality: Belgravia-Pimlico 
Region: LND 
Country: United Kingdom 
Care: Evidence of major sewer overflow in this system. Be wary 
of those 

big flaps. Most tunnels are infested with rats. 
Vater Level: Yes, shin deep and sewage affected. Only explore with 
waders! 
Cond: Awesome! But a bit stinky 
History: Original tunnel built by in 1960's. 
To-Do: Explore remaining side tunnels. 
Found: 2004 Stoopmaster/JonDoe 
Rating: 0.0/5.0 
Update: 2015-01-27 13:00:00 (Intrepid) - Access 1: D/S of 
interceptor is 

here: 51.511651, -0.175387. Go to street view and check 
out the 

woman with the red bag. It is the second man hole behind 
her. Use 

this access to go downstream to triple junction room (off 
a 

tributary to on the right a long way DS) and 
Knightsbridge. Very 

public, so look the part. 

Access 2: U/S of interceptor is here: 51.512512, 
-0.176629. Go to 

streetview, s the car under a silver cover? The manhole 
cover 

is immediately adjacent to the gate. Use this to go US and 
climb 

the slide. Caution: this area is full of shit and rats BUT 
has 

some sensational stairwells and brick work. As you walk 
up, you 

will hear a raging torrent - it is a trick of sound. Be 
alert but 

not alarmed. The sound is caused by two U/S tributaries 

Access 3: is here: 51.518427, -0.186074. This probably 
only good 

as an exit because you don't want to walk DS from here 


because 


much 


Some 


by in 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


through 
Fyshwick. 
than 
(careful, 
there's 
gutterbox 
pass few 
along the 
many. 
Features: 


Access: 
ACTEWGL 


street. 
canal. 
weeds. 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 


Cond: 


you WILL slip over in shit. You also don't want to walk 
upstream from here because of shitty air (pun intended). 
nice pics to be had near here. 


Also the date is listed incorrectly ‘Original tunnel built 


1960's'. This 100 years too late. 


1995-12-31 13:00:00 
2015-05-18 14:00:00 


Roach Cave 
Fyshwick 
Large 6ft RCP (maybe bigger) opening into Canal that runs 


the part of the Jerrabomberra wetlands closest to 
6ft for about 100ms before it hits a semi-decent chamber 


shape changes to a 5ft Creating a slight waterfall 


quite slippery on my trip there). In this first chamber 


also a 3ft side pipe where you can see daylight froma 
about 20ms up it. 5ft goes on for quite a while and you 


a through more chambers with multiple small side pipes 


way. Eventually it changes shape to a 4ft RCP. Hundreds of 
Cockroaches. I don't think I've ever seen a drain with so 


Chambers. Waterfalls. Cockroaches. 
Park on Mildura street where the road bends. Next to 


refill station. Closest street that intersects is Nyang 


Walk down path next to ACTEWGL station and look for open 


Look for safety rail sticking out above the overgrown 


Entrance here: [GPS-35.324744,149.159456] 
Fyshwick 

ACT 

Australia 

Slippery at shapechange miniature waterfall. 
Spiders, lots. Cockroaches, lots. 

Dry - Shoe 

Untouched 


Notes: 
Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
pimples on 
x 4! 


straws, 


Access: 


[Sw:296F14/073F14, 


Go 
by 


#2,AE: 


#9,PX: Cooks River [Sw:316D01, UBD:274N01, 


Locality: 
Region: 
Country: 
Care: 

Water Level: 


Secluded area. 

2013 Delo 

230/520 

2013-07-31 14:00:00 


Rocktop 5A 
Rectangular drain, 9'h, 8'w. TEL=1.908km. 
Length, alternating concrete/bare rock roof, concrete 


rock roof. Side shaft with pool and waterfall leading to 2 


dia round drains, one bricked up after 3m. Stalactite 


assorted car parts, etc. Double skylight grille. 
1,UE: Canal next to school Northcote St 


UBD:254010, Grg:373K10, GPS:-33.9060723683,151.156981829]. 


thru school and follow fence for certain hole maintained 


schoolies. 


Between 5 & 7 Malakoff St. Over 6'h colour 


bond metal fence. 


Grg:403H01, GPS:-33.921655772,151.149312291, XED, XNL]. 
Marrickville 

NSW 

Australia 

Dog in 5 Malakoff barks its head off. 

Slimy-Shoe. River end: Tidal, Shin-Chest 


To-Do: 


Take a female ABC reporter down there during a 


thunderstorm and 


been done. 
Found: 
Rating: 
Update: 

of 7 


leaving 


Created: 
Modified: 


Name: 
Description: 
bum, 


watch her panic about destroying the camera - oh, it's 


1992 Predator. 
4.0/5.0 


2017-01-16 23:17:19 (Maggot) - Update Care: The side fenc 


Malakoff st has been replaced with a chain link fence, 
the Malakoff st entry pretty exposed. 


1995-12-31 13:00:00 
2004-06-24 14:00:00 


Rollerderby 
Y shaped drain, u/s ends are very low, smooth as a babies 


good to ride a skateboard on. Last 147m of the common 
section is 
5'h rect, and 6'd RCP. MPL=288m. TEL=400m. 
Access: 0,UE: E tail: 4' RCP on Hospital side of Badajoz Rd opp 
Pacey 


Ave [Sw:255L09, UBD:194D13, Grg:282J13, 

GPS:-33.8024839215,151.128812153]. 
#1,AE: W tail: Badajoz opp 
Norfolk Way [Sw:255L09, UBD:194D13, Grg:282J13, 
GPS:-33.8037355519,151.127510282, XED, XNL, XWPT]. 


#2,EE: Pacey 


Ave, just after slide. 
#9,UX: Harford St [Sw:255M09, UBD:194E13, 
Grg:282K13, GPS:-33.803507594,151.129718793, XED, XNL, 


XWPT]. 
Locality: North Ryde 
Region: NSW 
Country: Australia 
Care: Use old skateboard, slow down when you reach the slide. 
Found: 1998 Siologen. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-10-14 14:00:00 
Name: Roofaroid 
Description: 5 foot RCP entrance leads to square red brick drain then 
back to 
RCP. 
Features: Big grill, resident's wooden decking as roof and many 
dangerous 


hanging roof features. 
Access: 9,UE: Entrance near cnr West & Blakesly Rds [Sw:335F07, 


UBD:293P11, Grg:432D11, GPS:-33.9786147906,151.111319962]. 
Walk 
further up Blakesley Road then drop into drain. 
Locality: Carlton 
Region: NSW 
Country: Australia 
Eek!: The many things (wood, nails, metal) hanging down from the 
roof. 
Nearby: *Course: Backbreaker == Roofaroid ==<Kogarah Bay. 
Found: 2003 Millsy. 
Rating: 2079-0 
Created: 1995-12-31. 13400400 
odified: 2004-09-27 14:00:00 
Name: Rookwood 


Alternate: King Newbies the Third. 


Description: Various drain sections, some open parts, drain under rail 
lines. 


In Rookwood cemetery: very unusual 'serpentine' open 
channel, 8' 

deep x 2'w. 
Features: Vertical shaft under rail lines. Average height is 11’. 
Access: 0,UE: SE cnr of Phillips Park (Princess and Dalley 


Sts) [Sw:273R14, UBD:232G06, Grg:340B06, 
GPS:-33.8594255395,151.054287276]. Follow S for Rookwood. 


To see 
‘serpentine’ drive into Rookwood from East St, go to dirt 
road 
parallel to Railway St. 
Locality: Lidcombe 
Region: NSW 
Country: Australia 
Vater Level: Dry - Shoe 
Found: 1993 Diode. 
Rating: 3.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-09-04 14:00:00 
Name: Rooster's Egg 
Alternate: Burzum's Cavern. 
Description: Short drain with a huge horseshoe shaped room (16'h) 
halfway 
thru, under Sydenham Station. MPL=361lm. TEL=361m. 
Features: Humpty's party room. Egg shape looks like it was an old 
train 
tunnel section. 


Access: 0,UE: Canal on NE side of Sydenham station 
[Sw:296K18/074K18, 
UBD:255D14/017H11, Grg:374D14, GPS:- 
33.9135711376,151.16762507]. 

Around the cnr going u/s is Three Pits drain. 
#9,UX: Opens, but 
jump over N side of canal and return to starting spot via 


Three 
Pits drain. [Sw:296318/074318, UBD:255C14/017F12, 


Grg:374C14, 
GPS:-33.9154165564,151.164394845, XED, XNL, XWPT]. 


Locality: Sydenham 

Region: NSW 

Country: Australia 

Nearby: *Course: Predator's Drain/Wired == Three Pits 


(Basin) /Rooster's 
Egg ==<Cooks River. 


Found: 1991 Melb Clan. 
Rating: 3.0/5.0 
Created: 1995-12-31 13:00:00 


Modified: 2004-09-27 14:00:00 


Name: 
Description: 
Access: 

From 


Locality: 
Region: 
Country: 
Eek!: 

Water Level: 
Found: 
Rating: 
Created: 


Name: 
Description: 


Vale rd. 


Features: 
Access: 


Locality: 
Region: 
Country: 
Water Level: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 
Description: 
Access: 


XWPT]. 


#9,UE: 


Locality: 
Region: 
Country: 
Water Level: 


Rotorua Darkie 
1.8 old style RCP. Gets smaller. 
Look down to river from walking track opposite Scott St. 


riverbank. 
Rotorua 

AUK 

New Zealand 
It is a Thermal River & it is hot 
Dry - Death 

2000 Beanz/Dirge 

2.0/5.0 

2010-01-07 13:00:00 


[GPS:-38.15498,176.26408] 


RoundEye 

8ft x 75mts rcp with left hand bend. 

Joins Stony Ck canal behind houses either side of Mona 

MPL 75mts approx. 

Churn blocks @ outfall. 

Jump into canal @ Kirby Park here: 
[GPS:-33.749197,151.148679] 

Pymble 

NSW 

Australia 

Dry - Shoe 

Explore canal further. 

Fl@sh 2010 

2.0/5.0 

2010-03-29 13:00:00 

Roundtuit 

2 x 5.5' RCPs with connecting holes. MPL=291m. TEL=582m. 
0,UX: Creek S side Northcote Rd [Sw:215B04, UBD:133K16, 

Grg:191K16, GPS:-33.7013967262,151.107176553, XED, XNL, 


SW cnr Sherbrook, King, & Bridge Sts [Sw:215B03, 


UBD:133K15, Grg:191K15, GPS:-33.698782139,151.107201588]. 
Hornsby 
NSW 
Australia 
Slimy 


History: 


Found many years ago. "Some day I'll get roundtuit". 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


it 

but well 
Features: 
Access: 


the 


Region: 
Country: 


Name: 
Alternate: 


Description: 


Oa) 
Smaller RCP 
beach 


Features: 
split, 


GBGs, 


GBG 


broken 


Access: 
Maroubra 


U/s is a 3'h rect. Not fully explored. 
1989 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 

2004-10-09 14:00:00 


Roxy's Tomb 
6ft rcp drain full of stairways including a long one 
incorporating 150 steps. Waterfalls also. Hard yakka since 


never gets higher than 6ft(remember, this is Melbourne), 


worth it. 
Steps, waterfalls. 
Just a touch downstream from the St Albans Rd bridge on 


southwest bank of Taylors Creek. [Mel1:14G08] 
VIC 

Australia 

3.5/5 20 
1995-12-31 13:00:00 
2005-01-05 13:00:00 


Rubik's Tomb 
Private Beach 
Large drain catchment for the Maroubra Bay area, mostly 


concrete box culverts, which shrink to 5' upstream. 


sections, some small chambers, shafts, GBGs, and a tidal 


outfall. 1km+ 
Solve the Rubik's cube puzzle to gain access. Double 


triple split with bricked-off culvert, some rooms, lots of 


sand-filled outfall out onto Maroubra Beach. A lot of the 


loot like they've taken damage from artillery shells; 


concrete and jagged rusty bars poking in every direction. 
Easiest access would be past the giant Rubik's Cube on 


Beach, through the outfall at a lower tide. 
[GPS:-33.946414,151.258109]. 
(Main trunk) GBG in the first parking spot in the car park 


the round-a-bout at the corner of Fitzgerald Ave and 
Marine Pde 

[GPS:-33.948405,151.254834] (requires ladder/climbing 
ability) 

(Smaller trunk) Swing grille at the North corner of McKeon 
St and 

Marine Pde [GPS:-33.946349,151.256691] 

(Main trunk) GBG outside 102 Yorktown Pde, at the 


intersection of 


Portland Cres [GPS:-33.94825,151.250118] 
(Secured grilles) NE end of Coral Sea Park, just off 


Yorktown Pde 


[GPS:-33.947565,151.245968] (Note: these are non-existent 


on 
Google Maps) 

Locality: Maroubra 

Region: NSW 

Country: Australia 

Care: Drain is tidal. 

Vater Level: Shoe - Waist (Tidal) 

Cond: Some parts are newer than others 

History: The trunk drainage system within the upper catchment 


consists of 
a network of underground 
concrete pipes and cast in-situ concrete box culverts that 


were 
largely installed by Randwick 
City Council in the 1950's. These conduits flow into 
larger 
concrete box culverts and out through 
the main stormwater outlet to Maroubra Bay. According to 
Council 
records the main stormwater 
outlet to the Bay was constructed in 1950. 
To-Do: Explore smaller branches. 
Notes: Detailed PDF on Maroubra Bay Flood Study located at: 
yoursayrandwick.com.au/document/show/4 
Found: 2011- Rascal, Scarecrow 
Rating: 320/550 
Created: 2011-06-06 14:00:00 
Name: Ruby Chambers 
Alternate: Cummos Pit of Death 
Description: TEL = 1.4KM 


MPL = 600m 

Series of 

rep starting 4.5ft then splitting into two 5ft, then 
Single 5ft, 

onto 5.5ft, then 6ft and including grille rooms up to 15ft 


high 


along 
leads 
drop 
there is 
Features: 
at 


Access: 


shop 


gps via 


world 


Locality: 
Region: 
Country: 
Care: 
oncoming car 


Eek!: 

Water Level: 
Cond: 

Lo=DoOs 

else. 

Notes: 
Found: 
Rating: 
Update: 

in 


of 


Gutter 


without a 


and 20ft long, lots of ladder access from new gutter boxes 


Boyce and neighbouring roads. One junction at right angles 
to Cummo's pit of death, a weird overflow wall with a 20ft 
into the pit of death..although if you survive the fall 

a steel ladder to climb out again. 


1. 
Lots of grille rooms with ladders, some quite large, most 


least 15ft high. Some funky bits, anda pit of death. 
1. -33.942682,151.234781 


2.[GPS:-33.941518,151.236704] - w ntered here, note cop 


in full view. 
3. -33.940383,151.237098 
gutterboxes along here are numerous but so are the cars. 


4. -33.94012,151.239713 think we got this far but 


ios6 unreliable, became 4ft and unexplored...in a weird 


this might join Fortress. 

5. -33.940254,151.235324 

pit of death somewhere here but no entry points confirmed. 
Maroubra 

NSW 

Australia 

None, just don't randomly exit into the path of an 


tyre: 
cars, cops. 
Dry - Shin 


Good, newer sections of rcp marked as 2003 
push past the 4ft end to see if it connects to anything 


spiders. 

2012 Hatsumi, Bastion, Cummo, Rogue 

2.0/5.0 

2017-02-17 08:21:18 (Ratter) - Update Access: 6seg manhole 


m 


walkway beside apartment at E end of Glanfield St 
[-33.940366,151.235973] leads to the room with Cummo's Pit 


Death and a trove of drain treasur (please contribute). 


grille nearby may provide alternate access for those 


manhole lifter who don't mind a little wriggle. 


Pde 
a wide 
you're 


Square 


Four steel grilles on Boyce Rd near cnr Anzac 


[-33.940060,151.238495] lead to the largest chamber, with 


concrete ledge where you can leave backpacks etc. if 


intent on journeying upstream through the eels' kingdom. 


side pipe here may merit further investigation. 


Steel grille on Green St [- 


33.941008,151.240423) 


branch of 


and may 


joins 


location 
Fortress. At 
up; 

Garden 


filled 


Update: 


is at 
to the 
you to 
reaches 
waddling. 


Created: 
Modified: 


wouldn't budge when shoved from underneath, but the nearby 
manhole in the footpath may be liftable. A square side 


the drain here seems to lead under the apartment block, 


be worth investigating further. 


Manhole in driveway of 118 Gale Rd [-33.938784,151.241602] 
presumably leads into the long muddy stoop that eventually 


Fortress. 
6seg manhole in front of 


red garage door on S side of Storey St between Garden St & 
Garrett St [-33.937460,151.241893] is in the approximate 


of the overflow junction between Ruby Chambers and 


this point, the stoopy mud-filled pipe is halfway bricked 


continuing beyond it takes you via a short crawl into the 


St S branch of Fortress, just downstream of the rubble- 


section (NE cnr. Garden St & Storey St). 


2017-02-17 06:37:59 (Ratter) - Update Features: At the 
right-angle split under Maroubra Rd, Cummo's Pit of Death 


the end of the left-hand branch. The right-hand pipe leads 


big rooms; following this branch to the very end will take 


(zal 


1 Heaven, then Mud Hell, then finally to the upstream 


of Fortress after a total of 600m stooping / crawling / 


2012-09-30 14:00:00 
2017-03-03 16:21:33 


Name: 


Description: 


Features: 
held 


Access: 
castle at 


to the 


facing the 


common 


Locality: 
Region: 
Country: 
Care: 


rain will 


You 


Eek!: 
the 


Water Level: 


Ruien (sewers) 
TEL: 8km 
poo, red bricks, "the cathedral" where nazis and allies 


their parties during WWII 
Pop the lid at the "vleeshuis" (meathouse) close to the 


the Scheld closest 


river. There are 2 lids, open the on 


old meathouse. Its in a small fence. When you get down 
ladder, go left and hop the wall. 
exit is the same. 


There are som 


other acces points but this one is the most 


one. 

Antwerp centre 

Flemish 

Belgium 

Poo, so wear rubber boots. 

Slippery from time to time. 

Vhen it rains, the water level might rise a bit. Heavy 


overflow the sewage system, which runs through the ruien. 


dont want that. 
nothing really. Rats, spiders, snotty threads hanging from 


ceiling 


History: 
started 


Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
Access: 
off. 


Slimey - Shin 
small parts got closed up at the 1100s. From 1600s they 


to close up more, and more. Napoleon also had his hand in 


somwhere along history. 

Possibly one of the best systems in the world 
Various 

5.0/5.0 

2011-12-12 13:00:00 


Rusco's Tomb 
5ft rcp, becomes 7ft rcp 100m in. 
SFA 


Southwest corner Fenced 


of the Herald St Retarding Basin. 


Region: 
Country: 


Nearby: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
room, 


in old 
found 


Access: 


Locality: 
Region: 
Country: 
Eek!: 


LO=DO# 
Nearby: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


10m 


Access: 
entry is 


Water Level: 


Water Level: 


[Mel: 
VIC 
Australia 
Ankle 
Knightstalkers Tomb 
0.0/5.0 
1995-12-31 13:00:00 
2005-01-05 13:00:00 


87C01] 


Rushcutters Bay Drain 
Large underpass with adjoining drain. 
Junction chamber with homeless guy, 8' 


split, 7' loaf tunnel, 
arch shaped tunnel. Recognised as the 
in Sydney. 
0,UA: Sth end of Rushcutters Bay park, at 


[Sw:298A01/067A01, UBD:236M13/004H09, 
GPS:-33.876212,151.229361]. 
Rushcutters Bay 

NSW 
Australia 
Consistent sewag 
Ank1l-Knee 
Explore all 


overflow. 


branches. 


TEL=1.5km. 
round pipe, 


big 


big waterfall followed by a slide 


first "decent" drain 


Bayswater Rd 
Grg:346H12, 


*Course: Vertigo == Rushcutters Bay Drain/(Ogre's Hovel) 


==<Rushcutters 
1989 Melb Clan. 
4.0/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Bay. 


Salisbury 

9Ft Box Culvert Drain 
5x 4Ft Branches seem 
(U/S)Ends in 4x RCPS, 


(Main Chamber) 
to go on forever. 


marsh the 4th is a 6Ft 


then does the same thing. 
MPL = 390m 

TEL = 390m 

(D/S) Goes to an open Canal 


ral 


nter from 


a side Pipe 


(Road swing grille), 


3 are 3Ft going on for 5m then goes 


RCP leading to a chamber a further 


as the Canal 


Locality: 
Region: 
Country: 
Water Level: 


quite wet! 
[GPS:-33.842257,150.882457] 
Canal Entry 
[GPS:-33.841918,150.883352] 

4-8 Potter Close Wetherill Park 


Wetherill Park 
NSW 

Australia 
Slimey - Shoe 


Cond: 
History: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
drain 


300m. 
Features: 
socks. A few 


Access: 
Woomera 


(Sept 


Little Bay 


Locality: 
Region: 
Country: 
Care: 

in 


up....explore. 


Water Level: 
Cond: 
History: 
Notes: 


Good 
Dated 


1996 on wall 


Ghost / What - 2010 
23075 2.0 
2010-12-15 13:00:00 


Sand Socks 


Choked Up, Quicksand 


Currently still under-construction double-barrel 5.5' 


with 8' square sections still 


RCP 


to be laid. MPL 150m, TEL 


RCPs choked up with sludgy sand that will go in your 


chambers along the RCP section. 
Across from the cemetery on 


Bunnerong Rd. 
[GPS:-33.977333,151.236902], 


151.236949] 


Still under construction. 
~200m north of 


current 


just north of 


Rd (outfall). D/S 

2012) U/S [GPS:-33.975771, 

Rd a the junction of Bunnerong Rd. 
iittle Bay 

NSW 


Australia 
Construction zone. Jagged steel 
chambers where it's been cut. 


UPDATE HATSUMI 2013: 
This is finished now, 


pipes 


laid, 


sticking down from shafts 


land covered 


Shoe - Shin 
Brand new and shiny 


Found on way home from GTA cleanup 2012. 
See Nearmap for construction history. 


Council Management plan: 


http://www.randwick.nsw.gov.au/library/scripts/objectifyMedia.aspx? 
file=pdf/137/94.pdf&siteID=léstr title=20110401 Copy%200f%20Chifley 
s20Sportss20Reserve%s20P0OM%20_ %20Part%20B.pdf 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
Sandown 


Access: 
Cemetery. 5 


fence 


middle 


Region: 
Country: 


Rating: 
Created: 
odified: 


Name: 


Description: 


sandstone 


drain. 


Features: 


flatness. 


lit 


Access: 
Lakemba St, 


Water Level: 


2012 Scarecrow 
22-075 2.0 
2012-09-24 14:00:00 


Sandown Park 
Two part system. Starts off as 6ft rcp. 
Hallway section. End of part B emerges in the centre of 


Raceway. 
Part A: Behind SSAA Shooting Range next to Jewish 


mins long. Only end is flooded. [Mel:80D08] Part B: Over 


across Princes Hwy opposite SSAA Shooting Range. Exits at 
racing circuit. [Mel:80D08] Once you reach the end of part 


follow the creek with the flow to part B which ends in the 


of Sandown Park raceway. 
VIC 

Australia 

Flooded at far end 
2575.0 

1995-12-31 13:00:00 
2005-01-05 13:00:00 


Sandstone hollow 
Starts as a 5ft high tub shape drain(20m), becomes 


lined box culvert(20m), continues forever as a tub shaped 


Old short sandstone section. The perpetual amount of 
pipes running overhead. many gutterboxes and quite well 


during the daytime by gutterboxes. 
Through gap in fence above drain downstream entry, on 


near traffic lights on Burwood rd. 
[GPS:-33.913549,151.086769] 


Head upstream. 
Locality: Belmore 
Region: NSW 
Country: Australia 
Water Level: Dry - Ankle 
Cond: good 
Notes: Take a long exposure of the long hallway section. 
Found: 2010 - Ghost 
Rating: 2707/540 
Created: 2010-11-26 13:00:00 
Name: Sandy Bay Drive 
Description: 
Access: 1 At shore near boat sheds & small pier [Map 17, M24] 2 
Follow 
either of the creeks leading into Hobart Uni [Map 17, 
L24], 
[GPS:-42.899121,147.332534]. 
Locality: Sandy Bay 
Region: TAS 
Country: Australia 
Found: Melb Clan 1994 
Rating: 2°55:/5 20 
Created: 1995-12-31 13:00:00 
odified: 2003-12-31 13:00:00 
Name: Santa Rosa Goolie Wash 
Description: Nice little drain that presents choices not only at the 
start but 
further on. Forks and forks. Goes under Denistone East 
Scouts. 
4"h rect, 5' dia RCP, 4.5' dia RCP. 3'h rect (unexplored). 
MPL=500m. TEL=500m. 
Features: Nice echoes in LH fork. Sing the Goolie Wash song "Ging 
gang 
goolie goolie wash wash; ging gang goo; ging gang 
goo; Paar 
Access: 1,UX: Large grille footpath 22 Ronald Ave [Sw:255B05, 
UBD:193K09, Grg:281K09, GPS:-33.7950715894,151.104596701, 
XED, 
XNL, XWPT]. This is on the RH fork. 


#2: Hinged grille Olive St 
between Ronald & Rocca Sts [Sw:255B06, UBD:193K10, 


Grg:281K10, 


GPS:-33.7957317666,151.104722543, XED, XNL, XWPT]. This is 


on the 


#9,UE: 


past 


Locality: 
Region: 
Country: 


Water Level: 


To-Do: 
Notes: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


4.5! 


Outfall 


reserve. 


Features: 


contains a 


Access: 
Either 


gorilla 


Pde and 


reserve 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 


Cond: 


LH fork. 


[Sw:255C06, UBD:193L10, Grg:282A10, 


GPS:-33.7968307572,151.106998862] Sth end Santa Rosa Park, 


playing field. 

Denistone East 

NSW 

Australia 

Shoe 

Push the LH fork past the flooded section. 
Sing the Goolie Wash song as you explore this drain. 
2004 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 

2004-10-29 14:00:00 


Santa's Slide 
Ellipsoloidal Slippery Dip 
5.5' RCP turns to 5.5' twins turns to 5.5' single turns to 


flattened round turns to 5.5' covered sandstone canal. 
contains adjoining 5' turns to 3' RCP opening onto 
MPL: 300m + TEL = 700m/ish 


Mini ellipse drain at the top of a gentle slide, big RCP 
goodness, twins, grille room, short shafts. Adjoinment 


few small falls. 
enter downstream at cnr of Chilton Pde and Eastern Rd. 


jump the fence into creek by the carpark or swing open a 


opposite the dry cleaners (see map). 
Exits upstream in someone's front yard on cnr of Chilton 


Davidson Ave. 


Enter adjoinment downstream via same outfall, exits into 
somewhere in a backstreet. 


GPS:-33.721051,151.130737 
Turramurra 

NSW 

Australia 

Some headhunters, some potholes 
None 

Ankle - Dry 

pristine 


Notes: http://maps.google.com.au/maps ?hl=enétab=wlégq=turramura 


S2Cchilton%S20pde 
Found: 2010 Rascal 
Rating: 2.0/5.0 
Created: 2009-12-28 13:00:00 
Name: Satans 
Description: TEE. rep. 
Features: Grilles, not much more. 
Access: Next to the train line near where Somers Avenue meets 
Birdwood 
Avenue via open section. [Mel:20B08] 
Region: VIC 
Country: Australia 
Nearby: Holey Foot and Woodys Tomb 
Found: 1989 Cougar/Dougo/Sloth/Woody 
Rating: 0.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2005-01-05 13:00:00 
Name: Satans First 
Description: 5.5ft Outfall RCP on side of large canal. Intersting water 
flow 
channel in canal. MPL = 250m+ TEL=250m+ 
Features: Smells like smoke. Satanic love pentagram in 1st junction 
room. 
microfalls. BIG drain spiders. Odd wooden formworked 


sections. 


Graff at entrance. LIFEFORCE! 
Access: 1, Enter into the canal at the end of Amos Place via a 
grassed laneway off Amos place. Head downstream 
20-25m. Drain Entrance of right side of canal 


2, Enter canal at Breakfast rd overbridge near Marina 
Place. Walk upstream 100-150m. Drain entrance on 
left side of canal 


[GPS:-33.747892,150.896001] 


Locality: Marayong 

Region: NSW 

Country: Australia 

Care: Satan worshippers and BIG drain spiders! 
Eek!: HUGE drain spiders 

Water Level: Shoe - Shin 

Found: 2010 - Ghost 

Rating: 2.0/5.0 


Created: 2010-01-31 13:00:00 


Name: 
Alternate: 


Description: 


Features: 


section 


communications 


that pokes 


sections that 


Side 
Access: 


through 


open 


151.131862] 


for 
access 


Locality: 
Region: 
Country: 
Care: 

of 


Eek!: 
under the 


Vater Level: 


Sausage 

Queens Sausage 

A massive system that runs through the suburb of Ashfield. 
Smells like sausage on weekends. MPL = 1.12 km; 

Large and long cavity like chamber sections, where the old 
foundations of previous buildings are exposed. In one 


there are fluro lights, cages and electrical and 
conduits - not to mention the back side of a staircase 


through the roof of the drain. Beautiful old brick 


bend and curve with interesting architectural features. 


pipes galore. All in all, a really good drain. 
1. Enter through hatchets drain and head upstream. Stoop 


three to four ft high box culvert for roughly 200ms. 
Alternatively, jump the fence next to 22 Page ave into the 


canal. Head upstream - Stoop for 150ms. [GPS:-33.875971, 
151.128344] 

2. Removable light weight grille 

halfway down driveway of 115 Alt street [GPS:-33.880103, 
151.130511] 
3. Gutter box grille near 114 Bland 

street [GPS:-33.881087, 151.130820] 

4. Swing-able 

grille somewhere near 35 Cecil St [GPS:-33.884084, 


5. Locked access grille in Bunnings carpark 
[GPS:-33.877492, 151.128884]. 
6. There's a small 
section of open drain roughly around here [GPS:-33.879004, 
151.129795] It's completely caged off and looks like it's 


Sydney water access. Currently it appears the only way to 


this section is by jumping the fence at bunnings. 
Ashfield 
NSW 
Australia 
Careful of the roof in the old upstream sections. 


Be aware 


traffic when entering/exiting from GBGs. 
You can hear people walking and talking when you stand 


staircase... 
Slimey - Shoe 


Cond: 


Fantastic, untouched - no graffiti. 


History: The first section of this drain (after the stoop) is under 
the 
Ashfield bunnings. This bunnings was originally the Peak 
Freens 
biscuit factory that produced Vita-Weat cracker biscuits, 
part of 
the old biscuit factories foundations are still visible 
from 
inside the drain. 
To-Do: Explore the promising looking side pipes. Keep following 
the 
brick drain under Ashfield park and beyond. 
Notes: Access points 2, 3 and 4 were mapped from below ground. 
Need to 
confirm with a topside walk. 
Found: Delo 2016 
Rating: 4.0/5.0 
Created: 2016-05-16 01:56:58 
odified: 2016-05-18 01:18:34 
Name: Savage Attunga 
Description: 5.5'h rect running between John Savage Cr and Victoria Rd. 
MPL=318m. TEL=318m. 
Features: Emergency 3'd RCP hardcore exit. 
Access: 9,UE: John Savage Cr. Follow Berowra Ck upstream. 
[Sw:213P20, 
UBD:152E16, Grg:219K16, GPS:-33.7363362276,151.052605096]. 
Locality: Vest Pennant Hills 
Region: NSW 
Country: Australia 
Vater Level: Slimy 
Found: 2004 dTrog. 
Rating: 20/940 
Created: 1995-12-31 13:00:00 
odified: 2006-09-17 14:00:00 
Name: Scarecrows 
Description: Canal that leads to a drain, about 250m long. No other 
passages, 
manhole entry via Quarry Reserve (western end). 
Features: Centre chamber, theres an overflow barrier in there, tiny 


manhole about 


Access: 
parking 


unexplored passage (about 2 feet high), shaft up to 


4m high. 


Canal entry is from Hurstville Rd (off King George's Rd) 


the 
Just walk 


to the 


get there 
fields 
(can't miss 
soccer 
Locality: 
Region: 
Country: 


Care: 
enough 


centre 
deep with 


Eek!: 
entry. 


Water Level: 


To-Do: 
vines, 


LE, 
hermit 


Notes: 
following 


with 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


there. There's a daycare centre on the very corner where 
canal is, large park (Quarry Resesve) across the road. 
through the gate to the left of the daycare, canals down 
right. [GPS:-33.974468,151.09807] 

Drain entrance is through Poulton Park, (Morshead Drive- 
from Greenacre Rd, off King George's Rd) there's soccer 


there, and bushwalking trails that go over the stream 


it). If the gate is open you can park in front of the 


fields, otherwise on the street. 

Approx. [GPS:-33.97683,151.097631] 

South Hurstville 

NSW 

Australia 

Lots and lots of bats on ceiling at the drain entry! Easy 


to get past, they'll fly around you. When you get to the 
chamber theres an overflow wall, about waist high, knee 


water. Dry when it hasn't been raining for a few weeks. 
Slippery rocks await your entry and exit from the drain 


Shoe - Knee 
Not sure if its still there, an old shack covered with 


pretty much invisible if you're not actually looking for 


somewhere in the bush. No idea whats inside (maybe a 


living in there?) 
Theres plenty of bushwalking to be done in the area, 


the stream will take you in between a high-walled path 


bridges above head, birds live in the alcoves. 
Scarecrow 2007 

2.0/5.0 

1995-12-31 13:00:00 

2008-01-04 13:00:00 


Scorpion's 
Scorpions Tomb, Scorpions Flaps. 


Description: 


access 


Features: 
hatch 


lift and 


"lake 


further 


Access: 


33.892406,151.274165], one 


padlocked - 


Locality: 
Region: 
Country: 
Care: 

be able 


Eek!: 


Water Level: 


To-Do: 


Found: 
Rating: 
Update: 
skate 


padlocked 


Created: 
Modified: 


Name: 


Description: 


Access: 
of cnr 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Drain at Bondi beach. Exit is at S end of beach, but no 


due to big grille. TEL=500m. 
8' round pipe, chamber, dual sloping large round pipes to 


room. Giant fibreglass round hatches. Need two people to 


clamp, rope to hold open. More sloping pipe, to large 


room'. The 'flaps room to lake room' affair is duplicated 


up as well. 
5,UE: Grilles in Bondi Beach park [Sw:299B07/069B07, 
UBD:257P03/026N05, Grg:378D03, [GPS:- 


is next to the skateboard ramp, the other 300m NE. 
[GPS:-33.891284,151.275138]. Either or both may be 


take your chance. 
Bondi Beach 

NSW 
Australia 

Make sure hatches ar 


securely fixed open, you would not 


to push open from the inside. 

One of the flaps has recently fallen off its hinges. 

Dry. Pools require floatation devices 

Siphon lake, go further. Explore RH 5'6' round drain from 
entrance. 

1992 Predator/Diode. 

340/570 

2014-12-27 13:00:00 (Scarecrow) - The grille next to the 


bowl is currently openable due to the chain being 


incorrectly (information current on Decmeber 28 2014). 


1995-12-31 13:00:00 
2015-05-18 14:00:00 


Scout, The 
Open section 5-6' drain. 
9,UE: Creek beside Brookvale Scout Hall, Windborne Rd S] 


CI 


with Mitchell Rd, [Sw:239A10, UBD:177N10, Grg:258C10, 
GPS:-33.7625254753,151.275761151]. 

Brookvale 

NSW 

Australia 

Industrial fumes. 

Gully that pipes open into is rather deep!. 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Ankle 

1997 Mr India. 
20/5 <0 

1995-12-31 13:00:00 
2004-09-17 14:00:00 


Name: 
Alternate: 


Description: 


entrance 
probably 
Features: 


Access: 
Grg:NDR, 


Locality: 
Region: 
Country: 
Care: 


To-Do: 
Notes: 


Vater Level: 


ntered. Pr 


dTrog 
notes 


Found: 
Rating: 
Created: 
Modified: 


Seaweel Farm 
Kiama Drain. 
then seaw 


d then eels. 


Drain choked with gravel 


turns into 5'd RCP then at bend 


6'd) turns into 4.5' older drain. 
Seaweed, eels. 
9,UE: Outlet W end Black Beach 


GPS:-34.6693610342,150.856176908]. 

Kiama 

NSW 

Australia 

Crabs?. 

Knee 

Get into contact with Predator and ask him. 
Possibly seen by Predator 12-Apr-1993, noted, 


probably saw the original 


Low 


(see the original outlet 


[Sw:NDR, UBD-Wg:062A15, 


never 


outlet which might have been 6'. 


Determined to be found by Predator after his passing with 


working from his "To Do" notes. All finds based upon Preds 


will be credited in his memory. 
2005 dTrog/Predator. 

0.5/5.0 

1995-12-31 13:00:00 

2005-12-07 13:00:00 


Name: 
Alternate: 


Description: 


explore. 


#2) 
Features: 
lined 


Second Wife 
SSWRS 


The Stormwater & Seepage Water Reuse System for Barangaroo 


reserv 
MPL=95 m 


Deep grilled shaft that drains to the harbor. 


A very interesting yet potentially dangerous 
(from harbor overflow grille to flow control pit 


Black rubber 


integrated 
concrete 
anda 


the 


are 


Access: 
33.857371, 


black 
step 


the 


the 


removing the 
Step 
short 
pipe. 


second 


access point 
Requires a 


room. 


pipe. Overflow weir room with sensor equipment, fully 


PLC flow control system and an automatic gate. Class 10 


encased PVC pipe. Flow control pit with control equipment 


second automatic gate. Grilled, large and deep slide in 


middle of the second flow control pit that runs to the 


megaliter collection tank. The Stormwater Storage Tank, 
Seepage Water Storage Tank and Pump Room are all located 
below the basement car park. The echoes in the slide room 


otherworldly. 
1. Grille at most western point of the reserve 


[GPS:- 
151.200216] Requires a 1m "splits" from step irons into 
rubber 4.5ft pipe. The shaft is approx 6ms deep, and the 


across is taken at a height about 4m's from the bottom of 


shaft. At low tide the water level was about a foot below 


pipe. Pipe is slippery when wet. 


2. Grille in garden bed near the lowest walking path 
[GPS:-33.857371, 151.200216] Remove debris filter by 


loops of the fabric and then lifting the small cage out. 


irons are located underneath the debris filter. Requires a 
but tight superman wriggle through two sections of 2ft 
First section from grille is just over two meters and 


section to the weir room is 1m. 


3. Grille in garden bed, roughly 15 meters north of 


two [GPS:-33.857278, 151.200627] Remove debris filter. 


crawl through 2 sections of 3 foot pipe to reach the weir 


Probably the least strenuous entry point. 


Most other grille's around the site just cover 

shafts 

which contain 'bio-swales' for stormwater harvesting. 

There's a public car park located under 

the reserve that can be accessed from the roundabout on 
Dalgety 

Road/Towns Place. 
Locality: Barangaroo 
Region: NSW 
Country: Australia 
Care: Security patrol the grounds in gopher carts. Pole mounted 


camera's at all entry points to the park. As maggot 
commented, it 


is a popular walking spot for bland people i.e. the type 
of 

people who would call the police if they saw you entering 
a drain 

and then write a strongly worded social media post about 
it. 
Eek!: It is recommended you read the technical paper, included 
in 

history, to inform yourself about the potential hazards of 
ERTS 


location. The big ones are: The gates will shut 
automatically if 
there is a power outage. Tugging on the sensors in the 


weir room 


will also shut the gates, or at least, raise alarms in the 
control room. From the weir room onwards the pipe is a 


class 10 

concrete sealed PVC pipe and oxygen levels maybe lower 
than 

usual. Don't stand on the grille that covers the slide as 
it 

appears to be quite flimsy and may break. 
Water Level: Dry to Death 
Cond: In excellent condition. Brand new. 
History: Some stormwater fiend wrote a conference paper on this 
system 


http://www.stormwater.asn.au/images/Conference Papers/2014 Stormwater14/D 
ay2 Cahalane Barangaroo Headland Park.pdf 
- Nice graphic showing the design layout on page 10, map 


on page 

11 and few pictures of it being constructed. Great 
resource for 

informing yourself on potential hazards of the system. 
To-Do: Access the tanks. Access pump room. Slide the slide - if 
you are 

game enough to attempt this, bring a shifter to undo bolts 
and a 

long rope to get back up. 


Notes: 


park 


watering 


be 


from 


will also 


Found: 
Rating: 
Update: 


you're in 


-33.8584794,151.2025657 


Created: 
Modified: 


Seepage and Stormwater alone will not fully meet the 
irrigation requirements due to seasonal changes in 


patterns and fluctuations in rainfall. Tank top-up will 


provided by a combination of recycled effluent, sourced 


Barangaroo South, and potable water. Recycled effluent 


be utilised for toilet flushing at BHP. 

Aydun, Delo, Ratter 2016 

3.0/5.0 

2016-06-05 23:27:06 (Tim Dole) - Update To-Do: While 


the area check out the stairs to nowhere 


& the death elevator -33.8582692,151.2017691 


2016-03-15 02:25:56 
2016-03-23 11:16:40 


Name: 


Description: 


in 


that 


Features: 


with 


m 


long 


View, 


a 


Temple of 


lots of 


Secret Squirrels Tomb 
Vast system of 6' rcps with excellent features. Best drain 


Canberra. Supposedly named after the military organisation 


used to use it for training... 
Twin 6ft reps, leading to large bunker style grille room, 


9' rcp and 2 x 6' reps. The 9fter leads to the famous 


Doom, a large chamber with churn blocks and grilles and 
atmosphere, graff and debris. From there a 6ft rcp leads a 
way, gradually becoming steeper until it reaches The Final 


an excellent grille chamber with a waterfall and slide set 


the side of a hill. The twin 6' rcps lead to numerous 


rooms. 
South west corner of the intersection of Fincham Cres and 


Dr. In small canal. [GPS:-35.39428,149.077711], [Greg: 


[UBD: 88B4] 


UPDATE MAJESTIC 2013: 


Locality: 
Region: 
Country: 
Vater Level: 
Cond: 

Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
western 


and has 


years. TEL=75m. 


Features: 
such. 
Access: 


Somewhere near 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Vater Level: 
History: 
through 


Occasionally 
such 
exterior. 
you 

Found: 
Rating: 


Created: 
Modified: 


Top grill is [GPS:-35.383373,149.082515], and has a nice 


Vaniassa. Entering here is the shortest way to the Temple 


Doom, but entering along Athlon drive and heading up hill 


nicer walk. 
Vaniassa 
ACT 
Australia 
Dry 
Plastered with graff. 
1996-Fil 

4.0/5.0 

1995-12-31 13:00:00 
2005-07-09 14:00:00 


Bring beer for when you get to the top. 


Seekers Wang 
M2 Hangar. 
Seekers Wang is enormous, 


long, and somewhere in the 


suburbs. It contains fluid you probably shouldnt drink, 


had many people utilize it creatively over th 


Looks like an aircraft hangar and can probably be used as 


Bush bash. Ask Seeker for guided tour of his wang. 


Virginia Place, 
Carlingford 
NSW 

Australia 

Its soooooo big!. 

Maybe TOO big!. 

Shoe-Shin 

Seekers Wang was built when the M2 was first carved 


[Sw:233F11, UBD:171M11, Grg:249B11]. 


suburbia, and has since seen a hell of a lot of use. 


people go inside it, but Seeker isnt very comfortable with 


an activity. Mostly, people come into contact with its 
It has taken a bit of damage, but nothing that should stop 


from trying Seekers Wang for yourself. 
2006 Seeker. 

3.0/5.0 

1995-12-31 13:00:00 

2007-01-07 13:00:00 


Name: Seventeen Steps 
Description: Not huge, but lots of Im+ high waterfalls. Stray's first 
drain. 

BDID. 
Features: Vaterfalls!. 
Access: 9,UE: Under small footbridge at end of Edmundson Cl 
[Sw:214F16, 

UBD:152N12, Grg:220H12, GPS:-33.7277710481,151.072763988]. 
#1,PX: Heaps of grilles, all in a quiet street. 
Locality: Thornleigh 
Region: NSW 
Country: Australia 
Water Level: Shoe. Clothing will get wet on some steps. Do naked 
Found: 1998 Stray. 
Rating: 2.0/5.0 
Update: 2011-04-08 14:00:00 (Red) - Downstream is 5.5ft. Shrinks 
to about 

4.5ft after a few steps and finally 4ft thereafter. 
Possibly 

smaller pipe diameters after this. 
Update: 2011-04-08 14:00:00 (Red) - This drain follows Edmundson 
Cl 

north, up the hill, hence the stepped design, and has 
several 

grill openings along the way, each fitted with a metal 
ladder 

below these grills - an actual ladder of sorts, not step- 
irons. 
Created: 1995-12-31 13:00:00 
Modified: 2011-04-08 14:00:00 
Name: Sewer Cascades 
Alternate: Leura Cascades 
Description: Short, 4ft-high, concrete-rendered sandstone tunnel 


beneath a 

Features: 

tunnel you 
hidden 


become 


park at Leura Cascades. TEL=~30m. U2. 
Visitors to Leura Cascades may note the horrible smell of 
sewerage that fills the air. By walking through this 


will find where the natural upstream creek meets with a 
sewerage overflow that combine and travel downstream to 


the falls at Leura Cascades. 


Access: In the park near Leura Cascades, located here: 
[GPS:-33.719115,150.322536]. 


Locality: Leura 
Region: NSW 
Country: Australia 
Eek!: Smelly, (treated?) sewerag 
Vater Level: Slimey - Shoe 
History: Leura Cascades was the location of Leura Baths, one of 
many 
swimming baths constructed in the Blue Mountains by 


damming a 


creek. The area is now a family picnic and BBQ tourist 
Site, 

complete with sewerage outfall. 
To-Do: Get into the old concrete-rendered sandstone-arch bridge 
joining 

Cliff Dr to Leura Cascades not 50 metres away. 
Found: 2010 Red 
Rating: 0.5/5.0 
Created: 2010-08-22 14:00:00 
Name: Shaftsbury 
Alternate: Westwood 
Description: 4ft-high, 8ft-wide concrete culvert drain running south 
down 

Shaftsbury Rd, Eastwood. Mostly uninteresting except for a 
few 


large grill rooms. MPL=250m+. 
Features: Large grill rooms, such as [GPS:-33.79254,151.077426], 
[GPS:-33.792723,151.077357], and [GPS:- 
33.792862,151.077403]. 


Access: Enter canal in Glen Reserve, off Glen Street, Eastwood. 
Enter 
drain here, at [GPS:-33.79112,151.077035]. 
Locality: Eastwood 
Region: NSW 
Country: Australia 
Water Level: Dry - Slimey 
Cond: New 
Found: 2012 Burdo / Red 
Rating: 2.0/5.0 
Update: 2012-06-17 14:00:00 (Red) - Rating: 3-Average. 
Created: 2012-05-12 14:00:00 
Modified: 2012-07-04 14:00:00 


Name: Sharkies 


Description: Single 5' RCP under Sharkies soccer oval, tennis courts. 
Branches 


at small brick drain rooms. Connected to "Unnamed Drain" 
drain 

via long open canal passing under a couple of bridges and 
past 


soccer grounds. TEL=250m. 
Access: 1 Canal in Soccer ground, Seymour Shaw Park [Sw:355C10, 
UBD: 333L02, Grg:492A02]. 
#2 Hole in junction room roof, on North 
Road. (Section in between retirement village dev and Port 


Hacking 
High School). 
Locality: Miranda 
Region: NSW 
Country: Australia 
Vater Level: Shoe 
Found: 2005 Rodent/Traceroute. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2006-07-27 14:00:00 
Name: Shawshank Redemption 
Description: 5' RCP with outfall near Parklea Prison. MPL: 25m 


Shrinks to 4' 
beyond that. 


Access: Via grass floodplain canal [GPS:-33.729509,150.913932] 
Parking: Verna Way, Parklea. 

Locality: Parklea 

Region: NSW 

Country: Australia 

Vater Level: Dry - Dry 

To-Do: Crawl through the 1' pipe under the floodplain as done in 

"The 
Shawshank Redemption’ (1994) film. 

Found: Raptor 2014 

Rating: 0.0/5.0 

Created: 2014-04-02 13:00:00 

Name: Shea's Creek 

Description: "Wrong way Up" elliptical 6'h x 10'w. Loops up with 


adjacent 6' x 


9' brick/concrete rectangular. TEL=2.6km. 
Features: Double Loop, (go in one tunnel, come out the other), 
small, bone 
dry side tunnels, lounge room within loop!. 
Access: 9,UE: NE cnr of Sydney Park [Sw:297B15/075B15, 


UBD:255M11/018J05, Grg:375Bll1, GPS:- 
33.907854071,151.188923222). 
Jump in canal off Mitchell Rd, near carpark in park. Head 


u/s. 


Enter L/H entrance. 
#8,JIN: R/H takes you around the loop, L/H 
takes you on a long journey. 


#3-#1,NX: Manholes in roadway. No 
refs available. 
Locality: Alexandria 
Region: NSW 
Country: Australia 
Water Level: Shin in loop section 
Found: 1990 Melb Clan. 
Rating: 3 07/50 
Created: 1995-12-31 13:00:00 
Modified: 2004-08-23 14:00:00 
Name: Shell Be Right 
Alternate: Secret Garden 
Description: MPL - 700m 
TEL - unknown 
6ft RCP, changes two stoopers for roughly 10m. Opens up 
into the 
Secret Garden. 5ft RCP follows to small side tunnel 
[GPS:-34.030894, 150.843819] 
or continue for height change and small slide near 
downstream 
exit. Exit via open grill -34.029945, 150.841148 
, Sit and watch the trains fly by. 
Features: Main passage is covered in what can only be called Oyster 
shells. 


Not your average drain feature. 
Secret Garden under grille at u/s end. 
Small slide at d/s end. 
Up close and personla view of trains travelling between 


Minto and 
Leumeah train stations at d/s exit 


Access: Enter through gated fence at u/s end here 
[GPS:-34.032136, 150.847574] 
Grill at d/s end [GPS:-34.029945, 150.841148] makes for 
easy exit 


Locality: Minto 

Region: NSW 

Country: Australia 

Care: u/s entry backs on to a retirement complex. Be weary of 


nosey old 
people. Also is highly visible to traffic in the area. 
Water Level: Dry - Shoe 

To-Do: Explore smaller pipes (3ft rcp's) just before stoopers 


Found: 
Rating: 
Created: 


Name: 


Description: 


is the 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 
locals 


Eek!: 


Water Level: 


Explore additional RCP's at d/s exit 
Here [GPS:-34.0302348, 150.8416763] And here 
[GPS:-34.03483, 150.840603] 
Take photos of trains 
2010 Sledgy 
2.0/5.0 
2010-01-25 13:00:00 


Shibuyagawa River Drain 
According to various maps TEL: ~15000m+ 
This is one of the older drains in Tokyo. The main passage 


Shibuyagawa River and there are various side tunnels. 
A maze of concrete. Lots of it. 
Canal: [GPS:35.657689,139.702949] 
Easiest way there is via train to Shibuya station 
Shibuya, Tokyo 

Kanto 

Japan 

-Try NOT be seen (difficult due to amount of people, but 


here do call the police if you act out of place) 
-Ideally, don't park nearby. 

-Police Station nearby entrance. 

-Be prepared for fresh 


Lacking/Bad Air 
Debris 
Slimey - Shin 


To-Do: 


Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


by CC 
Features: 
Access: 
for 10 


Region: 
Country: 


Water Level: 


Nearby: 


Go beyond the rubber curtain. 


Allocate one whole night traverse 
Luke 2012 

4.0/5.0 

2012-02-08 13:00:00 


Short 
Short, as the name, err, impies 7' rcp. Second drain found 


slide, waterfall. Area: North 
Keep following the Yarra River with the flow from Mummy 


minutes. Hidden on south bank. [Mel:45C02] 

VIC 

Australia 

No 

Mummy, Glass Creek, Bad air. Dum Dum Dah Dum, Dungoys, Gas 
Chamber. 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


ceiling 


Access: 


[Sw:316 


El 

oO 

Hi 
~ 


300m 


canal 


unusual 


three. TEL 


Locality: 
Region: 
Country: 


Water Level: 


To-Do: 
Nearby: 
any 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


1986 Dougo/SlothWoody/Bubblenose 
3.5/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Short Fat Grid 

Three drains along one canal. TEL=1.3km. 
*Short: Runs under Premier St. 

*Fat: Runs Warren Rd to Schwebel St, 
*Grid: 
Frampton St, 


300m, 


800m, some 10'h sections, 


feature in the "Grid" section. The best 
Heading upstream from the Cooks River: 


*Short: Runs from Premier St to Cary St. TI 


UBD:274P01, Grg:403J01, 


wide arch, 
runs between Myrtle St and rail line, 
very unusual 


D 
EL 
F 


6'h. 
to middle of 


of the three. 


200m 


[GPS:-33.921255,151.153569]-[GPS:-33.920035,151.1538]. 


*Fat: Runs Warren Rd to Schwebel St, 


wide arch, 


6'h. TEL 


[GPS:-33.918622,151.154856]-[GPS:-33.91685,151.156653] 


*Grid: runs from Myrtle St, under the rail line, to the 
between 16 & 18 Garners Ave, some 10'h sections, very 
ceiling feature in the "Grid" section. The best of the 


= 1km [GPS:-33.915174,151.157968]-[GPS:- 


33.909251,151.159528] 


Marrickville 

NSW 

Australia 

Dry-Shoe 

See if the new drain connects. 


Drain under McNeilly Park. Found by dTrog. 


link to SFG. 

1993 Diode. 

3.0/5.20 

1995-12-31 13:00:00 
2011-05-09 14:00:00 


Short n Sweet 
MPL - 70m 
TEL - 70m 


Yet to confirm 


Kraal 


Features: 
Access: 


Locality: 
Region: 
Country: 


To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


chamber. 
Features: 
access 


5ft RCP 
canal in 
Access: 
fall/Exit 
Locality: 
Region: 
Country: 


Care: 
Very 


Water Level: 


Cond: 
To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Vater Level: 


Corrugated iron 7-8ft pipe running under Blaxland Rd & The 


Drive intersection, Campbelltown. 

Corrugated iron roof, spiderwebs (lots of em) 
Valk in from reserve 

Here 

[GPS:-34.064417,150.806429] 

Blair Athol 


NSW 
Australia 
Dry - Shoe 


Get your hardcore on and crawl the 2-3ft rcp's at entrance 
Only do this if you are already in the area. 

Jan 2010 Sledgy 

0.5/5.0 
2010-01-25 13:00:00 


Showgrounds 
Provides access to Exhibition park via manhole in large 


Triple 5ft RCP inlet. Large chamber grille room. Provides 


to Exhibition Park via manhole in chamber. Changes to 1x 
and continues under showgrounds, coming out into open 
Lyneham. MPL=1.1km TEL=1.9km 


Parking along Stirling Ave (comes off Northbourne/Federal 
Highway) Entry/Inlet [GPS:-35.230363,149.152578] Out- 


[GPS:-35.226337,149.145528] 

Watson 

ACT 

Australia 

Careful getting up/down from the triple RCPs at inlet end. 


slippery. 

Shoe - Dry 

Heavily graffed 

Fully explored. 

Get into Exhibition Park for free. 
Listed 2013 Delo 

2.0/5.0 

2013-08-12 14:00:00 


Sick Puppy's Tomb 
6 x 6' reps x 600m long 


Features: 
style 


Access: 
and 


O'Halloran 
(about 


Locality: 
Region: 
Country: 
Water Level: 
entering 
Found: 
Rating: 
Update: 

been 


replaced the 
the 
section 


off too 


(by 


Created: 
Modified: 


Name: 
Description: 
Features: 

9 ' 

arch, 6' 


leads toa 


sluice 


Lots of wide rooms that join all 6 pipes. A few bunker 


grilles. 
South Side of Athllon Drive, between Florence Taylor St 


Drakeford Dr. 
[UBD: 87P6 ] 


[GPS:-35.398277,149.069105], [Greg:79D6], 


The "main" MH [GPS:-35.392144,149.064631] NW from 


Circuit (at Jenke Circuit) along the pathway into the park 
200m in, on the other side of the trees from the pathway). 
Waniassa 

ACT 

Australia 


Not as long as you avoid falling into the lake when 


1996 Sick Puppy. 
3.0/5.0 
2014-04-25 14:00:00 


(Delo) - Most of the upstream MHs have 


concreted over or welded shut. The council have even 
[GPS:-35.392144,149.064631] 


"main" MH that was used to see 


main upstream features and skip th downstream 


repetitiv 
with a padlocked latch feature. I guess the lid was left 
many times. 
MPL=2.2km 

Good drain this one. This one should be rated very good 


Canberra standards). 


1995-12-31 13:00:00 
2014-07-22 14:00:00 


Sidedraught Induction 
Cool, old, shape changer. 
8' rep, 10' brick arch, station section, large room, twin 


brich arches, large manhole chamber with staircase, 8' 


rectangle. In the last arch section is a 5' rcp. this 


huge sewer overflow chamber with a large balcony, big 


a large 


Access: 
Rd at 


under 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


ceiling 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Sierra 


Features: 
and 


and 


end. 2-3ft 


downstream end 


go down 


up out 


Access: 
drain. 
Locality: 
Region: 
Country: 
Care: 
around 


Water Level: 


Cond: 


gates (open and close them!) and the sewer running thu in 


canal. 
In Sunnybrow Park, in between Hayworth St and Brookhurst 


the Knutsford Rd end. Climb into canal and to the 'limbo' 


the bent inlet grille. [AA: 129F4, A-Z: 111F3] 

Gorton 

North West England 

United Kingdom 

Very deep potholes in floor downstream of overflow rcp. 
Ankle to knee. Lots of shower waterfalls from holes in 


2004 Siologen 
0.0/5.0 

1995-12-31 13:00:00 
2005-06-09 14:00:00 


Sierra Flood Retard 
Sierra Place Flood Retard Basin 
Short and boring twin 7ft rectangular tunnels located in 


Place Reserve, Baulkham Hills. MPL=50m. TEL=100m. U2. 
Spacious tunnels that look 6ft until you step in the water 


realise that it's actually 7ft (that's right! Down a ledge 


into 1ft of water!). Five large churning blocks at the 
pipe leading up towards the M2 sump north of the 


of the drain (this is a guess, as the drains in Sierra Pl 


to the cr 


k separately but there is a tall pipe sticking 


of the M2 sump which has to go somewhere). 

U/S access is [GPS:-33.766136,150.961067] 

D/S access is [GPS:-33.76657,150.960804] 

Side-pipe access is [GPS:-33.76659,150.960726] 

Park in Sierra Pl and walk down through the reserve to the 


Winston Hills 

NSW 

Australia 

Some tangled metal and random objects downstream; caught 


the churn blocks. 
Dry - Shin 
Structurally intact. Small pipe full of caught garbage. 


History: Upgrades to the site occured during November 2001 which 
includes 
a change in landscaping and a new wall to help stop 


flooding. 
Actual drain was built during the early 1990s. 
To-Do: Crawl into the 2-3ft pipe and see where it *really* goes 
(for the 
truly hardcore). 
Found: 2010 Fl@sh; Listed 2010 Red 
Rating: 0.5/5.0 
Created: 2010-09-01 14:00:00 
Name: Sin City 
Description: 7' concrete rect, with a bifurcated u/s end. TEL=500m. 
Features: A strange overflow into a capped canal. 
Access: 0,UE: U/s entrance in park, Edgbaston Rd x Melvin St 
South 
[Sw:314K15, UBD:273B15, Grg:401B15, 


GPS:-33.9509645013,151.078994926]. 
#9,UX: Outlet near cnr 
Tooronga and Bundarra St. 


Locality: Beverly Hills 
Region: NSW 
Country: Australia 
Found: 1983 Predator. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-09-12 14:00:00 
Name: Single Ping Only 
Description: Nice drain that has a clear single non-reverberating echo. 
Starts 
off as 6' RCP, reducing to 5', before dividing into 2 x 2! 
pipes. 
Halfway up the 5', located at the split level, is the 
"Echo 
Chamber", labelled as such. TEL=200m. MPL=200m. Curly - 
try this 
one out. 
Features: Clear single non-reverberating echo, but only whilst in 
the "Echo 
Chamber". Take an audio recorder. 
Access: 9,UE: Highs Rd between both ends of Daveney Way. Look 
towards 
bush for creek. [Sw:233D02, UBD:171K02, Grg:248K02, 
GPS:-33.7398147741,151.024128838]. Drain heads under 
Daveney Way. 
Locality: West Pennant Hills 


Region: 
Country: 


Water Level: 


To-Do: 
Found: 
Rating: 
Update: 
due to 


here, at 
at 

east up 

ping'). 


Created: 
Modified: 


NSW 
Australia 
Shoe 


Install a machine that goes ping. ----- PING! - (PING!). 
2006 dTrog. 

2.0/5.0 

2012-04-12 14:00:00 (Red) - Original GPS is not accurate 
new developments. #0 Outfall, here, at 
[GPS:-33.740426,151.023192]. #1 GBG, here, at 
[GPS:-33.740316,151.023323]. #2 GBG, here, at 
[GPS:-33.740114,151.023442]. #3 GBG, here, at 
[GPS:-33.73982,151.023905]. #4 Heavy concrete manhole, 
[GPS:-33.739744,151.024041]. #5 Locked square grill, here, 
[GPS:-33.739577,151.024146]. Drain continues north-north- 


Bredon Ave 


1995-12-31 
2012-04-13 


(this part is the echo chamber, or the 'single 


13:00:00 
14:00:00 


Name: 
Description: 
B= 1H 


Features: 
vertical 


Access: 
site, 


sea wall. 


#1- 


6, UE: 


zal 


an 


Locality: 
Region: 
Country: 
Water Level: 


Siolodrain 


4' RCP drain with 6 waterfalls 


in it. Fall heights between 


MPL=234m. TEL=234m. 


Low entrance, 


RCPs that ar 
9,AE: Balmain Cove Townhouse complex, 


which is flooded to ceiling. Falls are in 


rather lik Silos. 


old Power Station 


off Terry St. Walk down Tramway Walk from Wulumay Cl to 


Look over for twin flaps 
UBD:235D05/009H10, 


Grg:344D05, 


As you 
walk down Wulumay Cl, 


entrance. 
Rozelle 

NSW 
Australia 
Tidal 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


[Sw:276K13/054K13, 


GPS:-33.8582295692,151.168560566]. 


virtually every swing-grille GBG is 


seawall entrance 
Check out another drain in Margaret St, 


found by dTrog. 


1998 Siologen. 


0.5/5.0 


1995-12-31 13:00:00 
2004-09-19 14:00:00 


Name: 


Description: 


waterfall 


for 


Features: 
Access: 


-33.740074,151. 


Locality: 
Region: 
Country: 
Care: 
styles 


Water Level: 


Notes: 
on hands 


street 
Found: 


Rating: 
Created: 


Name: 


Description: 


Features: 
uphill 


train 


Access: 
driveway. 


onto 


terriers. 


from 


Siren Tunnel 
5’ RCP that bends and winds for approx 400m until a 5' 


where it turns into 4' then 3.5' RCP bending and winding 


another 200m 


MPL: 600m 
Waterfall, small window shafts 
enter d/s via outfall at Boolarong Rd, Pymble 


GPS:-33.733685,151.148053 


exit u/s via gutterbox into Hope St, Pymble 

146809 

Pymble 

NSW 

Australia 

No easy exit, be prepared to do the whole 600m backbreaker 


Knee - Dry 
Became emotionally attached to this drain after crawling 


and knees through deep water hauling behind me my UBD 


directory and bag searching endlessly for an exit 
Rascal '10 

0.5/5.0 

2010-02-14 13:00:00 


Skinny Gorilla 
4.5' RCP travelling under residencies onto rail property. 


MPL: 80m 
Pretty but skinny grille room, calcite cascades, gentle 


slide ending with small, welded grated shaft just shy of 


tracks 
enter via grate on right hand side of 10-16 Forbes st 


the outfall is about 30m downstream from here and opens 


private property...might scare some kids/shit tszu 


GPS2=-33'7 705331715130 9673 
nearest cross street is Webb Ave and grate is about 40m 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
Access: 


Locality: 
Region: 
Country: 
Eek!: 


Water Level: 


intersection 
Hornsby 

NSW 

Australia 

Shoe - Dry 

Rascal 09 

2.0/5.0 

2009-12-28 13:00:00 


Skipetebes 

Pronounced "Ski-pee-tee-bees". 

Hardcore 4.5' drain ending at Skiway Park. 

Smelly GPT room. 

9,UE: Skiway Park off The Esplanade, just S of clubhouse 
[Sw:NDR, UBD-Wg:049G13, Grg:NDR, 
GPS:-34.5556065999,150.833874928]. 

Oak Flats 

NSW 
Australia 

GPT. 

Tidal, Shin-Knee 


Nearby: 
(upstream 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


shrinks. 


Features: 
of 


Access: 
initial 

Pk. 
[Sw:214G16, 

XNL, 


Locality: 
Region: 


Another unnamed 3 x 4.5'd RCP ending at Government Rd 


of this). 

2005 dTrog. 
0.5/5.0 
1995-12-31 13:00:00 
2005-01-27 13:00:00 


Skylight 
Starts big, but shrinks and branches and branches and 


TEL=250m. BDID. 
Huge skylight!. Whole drain best viewed in daytime - lots 


light bands. 
9,UE: Vacant land cnr of Eddy and Tillock Sts [Sw:214F16, 
UBD:152N12, Grg:220H12, [GPS:-33.728551,151.074352]. Take 


RH branch. Later smaller branch may head towards Headon 


0,SK: Ends up in someone's garden near The Esplanade 


UBD:152P12, Grg:220J12, [GPS:-33.729308,151.076679] , XED, 


XWPT]. 
Thornleigh 
NSW 


Country: 


Water Level: 


Notes: 
roads, 


day. 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
Access: 
st. [140 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
Access: 
is 


Region: 
Country: 


Nearby: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Vater Level: 


Water Level: 


Australia 
Ankle at entrance 
There are a few other drains in the area that go under 


then become canals in private gardens. 


* Park at 17 Steps and walk around - do both on the same 


1998 Stray. 

2.0/5.0 

1995-12-31 13:00:00 
2011-04-08 14:00:00 


Slag 

Melrose park drain 
Stormwater drain 

Nice entrance 

Creek outlet in Melrose Park, 


follow creekbed under Rose 


F6] 

Kalinga 

QLD 

Australia 
Knee-Thigh 

2001 phed 

325 /5'.0 

1995-12-31 13:00:00 
2005-01-04 13:00:00 


Slasha's Tomb 
6ft Rep. 
Good entrance. 


best... 
VIC 
Australia 

Ankle 

50th. C.1I.T, Ted Whittens BR. 
0.0/5.0 

1995-12-31 13:00:00 
2005-01-05 13:00:00 


[Mel :26E04] 


maybe. 


Slaughterhouse 
Slaughterhaus 


East end of Laurel St. Three tunnels to choose from. 


Left 


Description: 


before 


Features: 
splitting 


side 


heads NI 


Cl 


and 
Access: 
into 
Dalton Dr 
the 
Locality: 


Region: 
Country: 


Name: 


Description: 


slide. 
Features: 
tunnels, 


Access: 
300m 


hand 


Locality: 
Region: 
Country: 
Care: 
Cond: 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Water Level: 


Two hallways and an Rcp that run patrallel for a ways 


heading off in different directions. 
7-8ft hallways, with the odd window between them. After 


one heads off NW before meeting newer rcp sections, with 
tunnels, overflows and grille rooms. The other hallway 

along with the rcp an encounters a few graff strewn rooms 
weirs before shrinking. 


Outfall is on riverfront in the general vicinity of 
[Mapart:127H12] Its likely to be locked. Manhole entry 


eastern arm is in a park bordered by Dalhousie Dr and 


[Mapart: 119 I10] Exit from western arm brings you out on 


Crowchild Trail at the intersection with 
Varsity Estates 

AB 
Canada 

Ankle with shin deep weirs 
345/5.4.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


Slide 
7' redbrick, leading to numerous shape changes and a steep 


Various odd shape changes, including mushroom shaped 


blue stone arches, all around 8-9' high. Area: East 
From the Grace Park entrace to Maze, head downstream about 


until you find an rbp entering the canal from the right 


side. [Mel:45B9] Is sandwiched in amoungst houses... 
Hawthorne 

VIC 

Australia 

Be careful on the slide. 

Old, a Mercedes Benz once fell thru its roof. Entrance is 
notorious for being smelly, this improves once in. 

Maze, Punctual. Elgin St BR. 

1987 Blade/Cobra/Dougo/Sloth/Woody 

4.5/5.0 
1995-12-31 13:00:00 
2005-01-05 13:00:00 


Name: 
Description: 
up a few 


Features: 
Contains 


the 


Access: 
Back 


Locality: 
Region: 
Country: 
Water Level: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
and 


to the 


Access: 


Sloth's Tomb 


9' mummy tunnel, leading thru heaps of shape changes and 


staircases. Very Goodah! 


Multiple shape changes, rcp, rectangle, mummy, arch etc. 


many stations with wide banks. All the staircases are in 


mummy and rectangular sections. Lots of impressive graff. 
Just downstream from Toorak Rd on the southeast bank of 


Creek. Gets shallow quickly. [Mel:60B-6] 


Glen Iris 
MEG 
Australia 


Shin deep at entrance, dry otherwise 
Dougos Tomb, Great Stairway. 

1986 Dougo/Sloth/Woody 

e AS 

1995-12-31 13:00:00 

2005-01-05 13:00:00 


Sludgebucket Drain 
Woolloomooloo Sewer. 
Ricks other half. 5'8', 


tidal, dead ends at a brick wall 


waist deep mud. Wall has hole in it that could either lead 


Ricks sewer, or on to something decent. TEL=150m. 
9,UE: W of finger wharf, is the W drain, Ricks is 
[Sw:277N17/029N17/056N17, UBD:236H09/004A02, 


Grg:346C09/004F02, 


northern end 


Locality: 
Region: 
Country: 
Water Level: 


same outfall as Rick's. [GPS:-33.868746,151.219541] 
Gatic next to pyramid grille under the train bridge, 


of Palmer St 
Woolloomooloo 
NSW 
Australia 

Tidal, Waist-Death 


[GPS:-33.870839,151.217859] 


To-Do: 
Notes: 
due to 


Found: 
Rating: 
Update: 
much 


Get thru mud, check hole out. 


Access details could not recently (Sep 2004) be confirmed 
mods to wharf and area. 

1998 Siologen. 
05/540 

2011-05-17 14:00:00 


(Scarecrow) - Access confirmed, pretty 


Created: 
Modified: 


Name: 
Description: 
Centre 


Features: 
trolleys, 


Access: 


Locality: 
Region: 
Country: 
Care: 


rainy 


Eek!: 
Water Level: 
Notes: 


steel 


part of Rick's now. Access details updated. 
Rascal, Scarecrow- 2011. 


1995-12-31 13:00:00 
2011-05-17 14:00:00 


Smithfield Floodway 
A collection of drains that run under Smithfield Shopping 


consisting of; 

4 x 6' box culvert 
3 x 5' box culvert 
Numerous under 2! 
Cairns) 
Numerous short 4! 
MPL=260m TEL=1900m 
Lots of local graff, 


t (unexplored) 
box culvert (waiting for Ratter to go to 


rcp 


geckos, cane toads, shopping 
reinforcements 

front [GPS:-16.835890,145.693678] 

target [GPS:-16.834211,145.691060] 

Smithfield 

QLD 

Australia 

Take care. 

Flood waters may rise after heavy rain. 

Parents should see that children do not use this area on 


days. 
Crocodiles have been found in Cairns drains and canals. 
Dry - Death 


http://www.cairns.qld.gov.au/_ data/assets/video file/0017/10952/FrogsDry 


Ad.wmv 


Found: 
Rating: 
Created: 


Name: 
Description: 
junction room 


Access: 


Handy tips about drains from Cairns Regional Council. 
Lb, Rabbit, Majestic, Chewy, NoPro 2015 

2.0/5.0 

2015-06-07 14:00:00 


SMX28 
2x Box Culvert Drains 6Ft Connecting two mash areas 


in the middle 

MPL - TEL = 120m 
[GPS:-33.940062,151.054367] 

Between 109 - 111 Belmore Road Riverwood 
Jump down into canal 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Riverwood 

NSW 

Australia 

A bit of a Drop into the canal 
Slimey - Shoe 


Cond: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


make 
breeding 
location. 2 


Features: 
systems. 


Access: 
of Owen 


RCP (1) 


pond 
the 5ft 


Locality: 
Region: 
Country: 
Care: 

(3) 
Eek!: 


Water Level: 


Cond: 
History: 
a lot 


To-Do: 
Found: 
Rating: 
Created: 


Very clean 

Continue past EAST Marsh area and continue on! 
GHOST / WHAT - 2011 

2.0/5.0 

2011-02-04 13:00:00 


Snake Step Frog Dance (SSFD) 
Mckellar wet land 
The unusual name comes from the anticipated move you will 


when you see the local snakes that hang around this frog 
ground in the warmer months. 3 systems make up this 


are, at best, average and 1 is borderline good. 
Multiple grilles, multiple shapes an sizes, Multiple 


Sydney like internal concrete GPT in (3) 
Park at the Belconnen soccer club which is on the corner 


Ti 


Dixon drive and Walkley place. Enter through either 5ft 


[GPS:-35.212846,149.08462] or 4 ft Rectangle (2) 
[GPS:-35.212709,149.084711]. 5ft RCP will take you to the 


approx 200 meters away where directly across you'll spot 


rectangle (3) [GPS:-35.213326,149.084744]. 
Mckellar 

ACT 
Australia 

Sulphur like smell emitted from mud when stepped in number 


Snakes, mainly Eastern browns. The Eastern brown snake is 
considered the world's second most venomous land snake. 
Dry - Shoe 

Untouched 

1 + 2 constructed in the 80s, where as three appears to be 


younger in age 

Revisit 3 and check if mud levels have lowered. 
2013 Delo 

2°..0/50 

2013-10-31 13:00:00 


Name: 


Description: 


Features: 
real 


they 


Access: 
Fenced off. 


Road 


Locality: 
Region: 
Country: 


History: 
that 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


Features: 
W room" 
Access: 
stream at 


down 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Vater Level: 


Snakepit 
5ft rep, gets bigger. Runs SW of Ash's Tomb 


Grille, rect sections. Not a real bad tunnel... but not 


Was better befor 


good. Use manhole to avoid muddy outlet. 


removed th 
1: West 


Snake pit. Fairly long. 
nd of William Angliss St off Fitzgerald Rd. 


Easier than other end. [Mel:39H11] [GPS:?] 
2: On the south side of the Princes Fwy between Dohertys 


and Native Grass Reserve (J-1). [Mel: 54 B-2] 
[GPS:-37.836022,144.804406] 

Altona North 

VIC 

Australia 

Shin deep outlet 

When if was first found it featured a pit(since removed) 


contained a live Brown Snake! 


2.5/5.0 
1995-12-31 13:00:00 
2005-01-05 13:00:00 


SnivesDipper 

Kinda Fun Happy Slide 

5.5ft rcp with small waterfalls and slide. 
Shrinks to 5ft then 4ft. 
MPL 200m+ 
Small side pipes > gutter boxes. Small, but tall junction 


Empties into a small natural canal between houses. 
Various lizards. 

Between 12-16 Blackburn St, St Ives. 

Either jump guard rail off street and drop (8ft) into 


Cl 
jis 


tfall or walk around into 


O 
G 


16's yard and carefully step 


steep, but small gully. 
Head upstream. 
[GPS:-33.718748,151.177741] 
st Ives 
N 
A 


ustralia 
Neighbours. 
Slimey - Shoe 


To-Do: 
Notes: 
end of 


Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
Access: 

of 


Region: 
Country: 
Nearby: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
benches. Dual 
Access: 

Park in 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 


May be 


Features: 


Find furthermost upstream GBG entry. 


Entry to Cascades Track, Garigal National Park nearby @ 
Douglas St. 

Fl@sh 2011 

2.0/5.0 

2011-04-21 14:00:00 

Snorkels' Tomb 

5ft rcp entrance, gets bigger. 

Grilles. (this is all second hand info) 


South end of Ringwood Public Golf Course on the north bank 


Dandenong Creek. [Mel:63F03] 
Vee 
Australia 

Ringwood 

2797540 

1995-12-31 13:00:00 
2005-01-05 13:00:00 


Soft Toffee 
Drain built for M5 extension. TEL=300m. 
Twin 9' rect drain, with funny slopes, 


and station 


side tunnels, with GPTs, stations, and a big grille room. 


9,UE: E side of Kingsgrove Rd, next to Kingsgrove Ave. 
York St. [Sw:315B09, UBD:273K09, Grg:401K09, 
GPS:-33.9389470469,151.101183812]. 
Kingsgrove 
NSW 
Australia 


GPTs are ankle, but almost avoidable 
2001 Mr India/Fishie/Siologen. 
3.0/5.0 

1995-12-31 13:00:00 

2004-09-12 14:00:00 


Soggy Misiu 
Big (~2.7 m), long underpass that splits into three large 
rectangular sections after a large chamber/grille room. 


extended in the future. TEL = 270 m. 
Large grille room, blocked-off (as of 2016) 


sidepipes. 


Access: 
Centre 


Locality: 
Region: 
Country: 
Care: 
unlikely to 


Cond: 
to 


History: 
entrance. 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Tunnel. 6ft 


Features: 
dodgy MH 


Access: 
River. 


Locality: 
Region: 
Country: 


Vater Level: 


Water Level: 


1. Jump into canal northeast of corner of Joseph Ave and 


Dandenong Rd (-37.972028, 145.110303). 

Moorabbin 

VIC 

Australia 

Canal is very visible from major road, but motorists 


care. 
Dry 
Very good, few bits of graf, a bit of sand inside. Outlet 


south is usually boggy past where the pipe ends. 
Named after a soggy teddy bear found by the drain 


'Misiu' is the Polish word for 'teddy bear'. Pronounced 
"me-shoo",. 

Dodgy, 2014 

320/50 

2016-10-07 03:04:25 

2016-10-31 22:54:41 


South Yarra 
Situated barely 100m downstream from the mighty Anzac 


rep. 
Not much particuculary who its neighbour is. Fun, but 


exit between two sets of train tracks. Gets bigger. 
North end of Yarra Street on the south bank of the Yarra 


[Mel: 2L-J02] 

South Yarra 

VIC 

Australia 

Tidal, knee deep, muddy also 


History: 
mud 


Nearby: 
Rating: 
Created: 
odified: 


Name: 
Access: 
[159 


Was originally called “Shit Shoot” due to the brown rusty 


all over the walls 
Anzac, Nylex 
1357-9350 

1995-12-31 13:00:00 
2005-01-05 13:00:00 


Southbank 
Double arch river outlet under sth end of Victoria Bridge 


M13] 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


City, Southbank 

QLD 

Australia 

Secca cameras under Victoria Bridge, seccas at southbank 
Tidal (shoes-death) 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Leads 


leads 


blocked 


tunnel 


wall.total 
but 

making. 
Features: 
interesting 
towards 
Access: 
after 


gate to 


is hard 


then 


Locality: 
Region: 
Country: 


2000 Warp Upd: 13/05/2004 
3.5/5.0 
1995-12-31 13:00:00 


2003-12-31 13:00:00 


Sparklosan's magic door of filth 
A door in the side of a rock wall in the national park. 


into a 8ftft arched sandstone sewer tunnel that 


upstream 
into the mountain. Runs for about 1900m, has 


off side 
tunnel, crystals and stalagtites. Last 500m 


becomes very 

big, 12ft high, smooth bored rock blasted, with 
walkways and 4ft 

deep trench down middle. Ends at a brick 


explorable length is unknown as we didn't have gumboots, 
looks like another magic's linear accelerator in the 
Arched sandstone with nice boring pattern and with 
caged doorway access. Very nice shape change 
the end. 
Very impressive. 


Go north along the wakehurst parkway (from warrringah rd), 


the second crossing of middle creek, stop and park at the 


the fire trail on the western side of the road (the gate 


to see but has a yellow arrow painted next to it). 
Follow the fire trail until you see the cage to your left. 
Pull cage aside to obtain access (svelte explorers only), 


open door (but remember to close it behind you) 
[GPS:-33.715985,151.256442] (Gate location) 
Narrabeen 

NSW 

Australia 


Care: 
very 


Eek!: 


Water Level: 


To-Do: 


Notes: 
sewerage 


Found: 
Rating: 
Update: 
has 


tunnel 


Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 
down a 


Location: 
Locality: 


Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


during 1972 


Features: 
Access: 


Rather gross sewer, very slow flowing. Ventilation isnt 


good. Hip waders are a must. 

Live sewer. 

Ankle - Shin 

Cut rusty hasp that the lock is attached to. 
Explore further upstream with gumboots 

Originally thought that the flow was coming from a 


treatment plant or houses further upstream, but on further 
investigation there doesn't seem to be anything of that 
description for kilometers, so it may go for a long way. 
Sputnik and Trioxide 2007, Explored by Siologen, 2008 
2.0/5.0 


2011-08-07 14:00:00 (F1@sh) - Currently inaccessible: Gat 


been repaired + locked w/ bi-lock. Also steel rod across 


door. Bring tools. 


1995-12-31 13:00:00 
2011-08-15 14:00:00 


Spirit drain 

Massive drain. (Not sure of exact size/length) 

A couple of shape changes. Heaps of great graffiti. 

Drain entrance is near the end of Fish Ranch Road. (Climb 


short but steep slope near some residential properties) 


37.8770573776017,-122.180964052677 
Oakland, California 


FL 

United States of America 

Shoe 

Various, Listed by Dodger, 2016. 
4.0/5.0 


2016-05-11 00:19:05 
2016-05-20 21:50:01 


Spudnik 

Como Rail Drain 

Old 5ft Oval Shaped Drain. Red brickwork. Constructed 
with the rerouting of the railway to the new como station 
positioned on higher ground. TEL:40m 

Red brick, unusual oval design. 

Street: Binya Place, Como. [GPS:-34.002747,151.06674] 


between 


provide same 
through 


Locality: 
Region: 
Country: 
Care: 


Water Level: 
Found: 
Rating: 
Update: 

6.5' 


Created: 
Modified: 


Name: 
Description: 
of bat 


Features: 
Access: 
are two 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Found: 
Rating: 
Created: 


Name: 
Description: 


railway track. 


1 Follow the gulley under th 
If full of water try access 2 
2 Opposite side of Railway tracks, Novara Cres. Walk 


houses into gulley, follow to railway. 
3 Walk up gulley from end of Loretta Ave. This will 


access as level 2, just a different way to find path 
houses. 

Como 

NSW 

Australia 

If using #2 or #3, 
backyards. 

Dry - Ankle 

2007, Anakaine, Neptune, 
3.0/5.0 

2012-02-05 13:00:00 


between residents 


take care as you ar 


Spud 
(Scarecrow) - Red brick arch actually 
high. 


1995-12-31 13:00:00 
2012-02-05 13:00:00 


Squishy Bat Cave 
Short 6' RCP in reserve, lots of old graff and gazillions 
creatures. 


MPL:50m 
None 
Outfall in reserv 


cnr of Tecoma Drv. There 


on Tekapo Rd, 
upstream exits into reserves. 


GPS:-33.598077,151.010057 
Glenorie 

NSW 

Australia 

Bats! 

Shoe - Dry 

Rascal 09 

0.5/5.0 

2009-12-30 13:00:00 


St Andrews Drain 
Straight 6ft RCP. MPL=60m. TEL=60m. 


Features: 
Access: 
Gorman 

in 
Northgate 
Locality: 


Region: 
Country: 


History: 
through 


on 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


and 


Features: 
Access: 


Locality: 
Region: 
Country: 


Water Level: 


Vater Level: 


Various small grills rooms. 
Under Bridge in gully on Johnston St between Tribe St and 


St. [NDR]. Near Mcarthy Catholic school. Recommend parking 


Gorman St. Walking distance: 40m. Exit: Manilla Rd near 
shopping center. 

Tamworth 

NSW 

Australia 

Dry 
The area was an open paddock with a 10ft gully running 


the middle. In 1995 St Andrews Retirement Village situated 


Tribe St, expanded it facilities to this site. 
2006 Ghost. 
3.0/5.0 


1995-12-31 -13:200:200 
2007-01-14 13:00:00 


St Ive's Darkie 
5.5' RCP with a few small waterfalls, twin RCP 6' chamber 


lovely junction room at the end. 


MPL: approx 300m 
Junction room, 6' chamber, small waterfalls 
Squeeze under wooden fence on Douglas St 
GPS:-33.723786,151.164394 

st Ives 

N 
Australia 

Slimey = Dry 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
St 


Access: 
council 


Locality: 


Curly & Rascal 2010 
260/560 
2010-02-11 13:00:00 


St Kilda 
9' covered canal drain that doubles as a jetty. 
Small waterfall, lots of sand, emerges out in the swell on 


Kilda Beach. Very nice drain to do on a hot 
Follow flow of the canal in Greeves St just 


day. 
south of old 


ct ct 


depot. [Mel:58B-10] 
St Kilda 


Region: 
Country: 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Features: 
Access: 
fields 2 & 


Locality: 
Region: 
Country: 


Water Level: 


Vater Level: 


VIC 

Australia 

Waist deep at high tide, knee at low tide 
Albert Park 

1988 Cougar/Dougo/Rusco/Sloth/Woody 
265/90 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


St Lucipha 
Old school graff, bats, pretty short, and RCP only 
1:River outlet at UQ, Sir William Macgregor Dve near 


3 [179 M3] #2:Footpath outside sports complex [197 K1] 
St Lucia, under UQ 
QLD 

Australia 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


Features: 


room, 


Access: 
situated at 


leads 


St (near 


been 


chain. 


UBD:215P04/021M08, 


Tidal (shoes-waist) 
2002 ekweleks & dsankt 
0.0/5.0 

1995-12-31 13:00:00 
2005-01-04 13:00:00 


St.Leonards Interchange 

Short=St Leonards Interch. 

A Redeveloped covered canal drain. MPL=500m. TEL=550m. 

Old brick arch section, huge chamber, 15' high with window 
grilles near ceiling, light streaming in, large adjoining 


then 10' RCP, ends at big grille room. 
9,UE: Climb into canal at the N end of the carpark 


the northernmost point of Evans Lane, near pathway that 


thru to Talus Reserve [Sw:257D16/035D16, 


Grg:315D04, GPS:-33.8203269905,151.195191134]. 
0,UX: Grille behind low wall in a small park on Herbert 


Station) [Sw:257C17/035C17, UBD:215N05/021L10, Grg:315C05, 
GPS:-33.8227649633,151.193573247, XED, XNL, XWPT]. 


UPDATE AISHA 2013: 
The large swing grill in the park opposite the station has 


repaired. It is now secured with a shiny new padlock and 


Entry can still be attained by a small grill in a clearing 


in the 
middle of the park. 
Locality: St Leonards 
Region: NSW 
Country: Australia 
Vater Level: Shoe-Ankle 
Nearby: * (Tavern) /St.Leonards Interchange ==/(Tunks Creek Course). 
*Tunks Creek Course: == DiodeDox == unnamed under Predator's 
Bridge == MulletDox == GobbleDox == Gravel Socks ==<Long 
Bay. 
Found: 2003 Curly/Onetel. 
Rating: 4.0/5.0 
Update: 2015-07-01 14:00:00 (Aydun) - UPDATE AYDUN 2015: 
Gutter grille entry on Evans Lane. GPS:-33.821484, 
151.194657 
Drops down into the top of the tunnel. 
Relatively guiet and discrete location, however grille is 
of the 
heavy non-hinged two-segment iron variety. 
Created: 1995-12-31 13:00:00 
Modified: 2015-08-12 14:00:00 
Name: Stairway to Paradise 
Description: Excellent drain, with amazing features. 
Features: 10ft rect outlet, huge staircase, wonderfully illuminated 
during 
the day. 10ft dia rep, then 7ft rect with second 30 
stepped 


staircase. Tunnel continues steeply onwards, water 
careening thru 


it at high speed. Odd weir with gpt of sorts, mini pyramid 


grille 

over shaft off to one side, then you reach the inlet. Like 
some 

sort of sun temple, the 7ft rect opens out to a 5 storey 
high 

sloping grilled chamber. 
Access: The easiest drain in the Golden Horseshoe to enter. At the 
south 

eastern end of where Longwood Rd crosses the Chedoke 
Expressway, 

head down the embankment to the right, down to the canal 
and 


Expressway. Drain is rect outlet off to the left. 
[Mapart: 647H9] 
Locality: Vestdale 
Region: ON 
Country: Canada 


Care: 


Water Level: 


with lots 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 


Access: 
[Sw:248H04, 


canal. Ends 


Locality: 
Region: 
Country: 
To-Do: 
Found: 
Rating: 
Update: 
updating! 


see tyre 


noted 


Created: 
Modified: 


Name: 


Description: 


8' red 


Features: 
room, old 


Access: 
south 


Culvert, 


Steep in parts, slippery. 
Yes, water flows extremely fast thru this system, Ankle 


of spray 

2003 Kowalski 
0.0/5.0 

1995-12-31 13:00:00 
2007-01-06 13:00:00 


Startrack, The 

3 x 6'h RCPs. TEL=200m.' 

A small RCP runs underneath them to keep clanners dry. How 
thoughtful of the council. Should send them a Xmas card. 
5,UE: Sergeants Rd, 250m down from The Archbold, 


UBD:186J08, Grg:271D08, GPS:-33.7867473487,150.818775663]. 
Outside Startrack Express. Enter in the open grassed 


in front of Woolworths Depot. 

Minchinbury 

NSW 

Australia 

Bully boy, check refs. 

2001 Bullwagon. 

2.0/5.0 

2008-01-05 13:00:00 (Straykat) - ***DANGER This needs 


Local boofheads on quadbikes hoon through these drains, 


tracks in righmost pipe when facing west. Said hoons also 


zipping around Bulls Berreux. Don't get flattened. 


1995-12-31 13:00:00 
2004-09-02 14:00:00 


STD 
Hardcore 5' corro iron pipe that eventually leads to old 


brick tunnels. 
Numerous tall exit shafts, small slide, 


large junction 


brickwork. 
From carpark opposite pub on Mill Brow St Br Rd, just on 


side of A627(M) motorway, head down path, across top of 


over fence and onwards until you reach a 5ft rcp at the 


end of a 
little brook. [AA: 73G2, A-Z: 55H5] 
Locality: Chadderton 
Region: North West England 
Country: United Kingdom 
Vater Level: mostly ankle, sometimes shin 
Cond: Clogged with debris to the point where some sections are 
crawling 
height. 
Found: 2004 Jondoe/Stoopmaster 
Rating: 3.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2005-06-09 14:00:00 
Name: Step Up 
Description: 6ft RCP with multiple 'steps up' as opposed to the drain 
running 
steep downhill. TEL=200m. 
Features: Multiple steps as the RCP changes height. 
Access: Outfall: [GPS:-33.730885,151.046450] 
Upstream creek: [GPS:-33.730121,151.044864] 
Locality: Cherrybrook 
Region: NSW 
Country: Australia 
Water Level: Slimey - Shoe 
Found: Raptor & Phobic 2013 
Rating: 2.0/5.0 
Created: 2013-03-30 13:00:00 
Name: Sting Ray 
Description: 5 ft RCP heads up hill from the north side of Gordon's 
Bay. Four 


rooms, a few ladders, ends at a gutter box on Beach 
Street. MPL 
200m. TEL 200m. 
Features: Steep second section but easily walkable. 
Access: Walk-in, on the right side of the boat ramp. Outfall 
[GPS:-33.914680,151.261421]. Gutter box 
[GPS:-33.913790,151.259679]. 


Locality: Clovelly 

Region: NSW 

Country: Australia 

Eek!: Rock spiders about! 

Water Level: Dry - Dry 

To-Do: Go ice-blocking down the second section on a hot day, then 
swim 


in Gordon's bay. 


Notes: 
swimming. 
Found: 
Rating: 
Created: 


Name: 


Description: 


opening 


Features: 
cavity, 


Access: 
Road, 


fence, 


Locality: 
Region: 
Country: 
Care: 
someone's 


Water Level: 


Good as a substitute change room before and after 


Aisha, Majestic 2012 
3%.0:/,5:..0 
2012-11-11 13:00:00 


Stinky 
6ft RCP Leading Under houses / road 
TEL: 200m 


This pipe is pretty clean once inside, despite the sid 


where a sewer may be heard. 
The Stink. There is a side pipe that extends 5m into the 


and on the other side one can hear the sewer running. 
Follow your nose to the corner of Mercury St and Greenacre 


Vollongong. 50m down Mercury St, between two houses. White 


canal. Jump in and explore. 
Vollongong 
NSW 
Australia 

Between two houses. You will be walking briefly on 


driveway to enter. Very close to house. 
Slimey - Shoe 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


going 


Features: 
arched 


Access: 
Cliff Vale 


into 
Locality: 


Region: 
Country: 


Good Condition. Realtively graf free. 
2007 Anakaine / Neptune 

3.0/5.0 

1995-12-31 13:00:00 

2008-01-04 13:00:00 


Stoke Mega 
12ft high covered canal tunnel with shitloads of water 


through it. Not fully explored 
Bigness, scary amounts of water... 170 year old 6ft high 
inlet. 

Head down behind the abandoned houses on the corner of 


m 


Pl and Garner St (directly E of red post box), climb down 


channel, head 50m d/s. [A-Z:33-J4] 
Cliff Vale. 

East Midlands 

United Kingdom 


Care: 


Water Level: 


of 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


red 


Features: 
doors). 
Access: 
UBD:233F11, 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Update: 
there is a 


canal. 


Created: 
Modified: 


Name: 


Dangerous waterflow. 
Starts off shin, get deeper and deeper, possibly because 


damming built by construction 
2005 Drainrat/Siologen 
25/560 

1995-12-31 13:00:00 
2005-03-03 13:00:00 


Strathfield Drain 
Drain with security camera pointed at entrance and infra- 


detectors. 6' tall elliptical. TEL=1.6km. BDAN. 
Two 7' rooms, High security, iron gates, (like garage 


9,UE: Jump fence, Beresford x Elva Sts [Sw:274P19, 
Grg:341F11, GPS:-33.870774,151.091214, walk u/s, smiling 


camera, the watchers of the camera don't seem to care. 
1,UX: Proceed past gates until a pipe protrudes into the 


Get in this and pop the grille to get out along the S side 


Russel St. 

Strathfield 

NSW 

Australia 

dry 

1991 Melb Clan. 

0.5/5.0 

2010-09-11 14:00:00 (Hatsumi) - -33.870735,151.091176 


gate here with no lock and it sits right above rungs into 


Two iron gates for two tunnels, which one is the right one 


despite appearances gate easy enough to open. 
1995-12-31 13:00:00 


2010-09-20 14:00:00 


Stray's Challenge 
Massive 10' dia RCP, rooms, neat bends and turns, splits 


rectangular twins, changing to 6' twin RCPs. Wet (like up 


armpits) challenging entry. TEL=750m. 


Er 


Access: 9,UE: Walk around the Melita Stadium at end of Everley 
Rd. 


Follow path towards factories 
GPS:-33.8670948242,151.011145531)]. 
0,UX: Opens in an enclosed land/swamp. 


Alternat ntry/exit GPS:-33.870088,151.004958 


Locality: South Granville 
Region: NSW 
Country: Australia 
Care: Links two areas of rare Cooks River Clay Plain vegetation. 
Very 

little of this unique botanical community remains (cleared 
for 

housing etc) so try not to disturb/destroy any of it. Have 
a look 

though, as the paperbark forests, swamps and creeks are 
very 

beautiful and very endangered. 
Water Level: Entrance is very wet (chest), remainder is ankle 
Found: 2004 Stray. 
Rating: 4.0/5.0 
Update: 2009-11-08 13:00:00 (What) - Stray's Challenge - Not much 
ofa 

challenge anymore. 

U/S Entry Very Easy even little Steps leading into Drain!. 

park at the end of Dudley Rd, South Granville, Enter the 
park and 

stay next to the fence line that separates the park and 
the 

industrial estates.You will eventually reach the end of 
the fence 


with sections taken out, turn left following the little 


River and 


you will see the drain entry close to the factories. 
This drain is one of thes best in this area! only down 


side 

there's a lot of wild life in here with spiders as big as 
your 

hands bats and other insects can also be quiet smelly at 
times. 

Explore off shoots! 
Created: 1995-12-31 13:00:00 
Modified: 2009-11-08 13:00:00 
Name: Streamway To Heaven 


Alternate: Woollahra Drain, Vertigo Extension. 


Description: Old (circa 1800s) drain, 6 ft oviform shape with original 
stone 


creekbed floor, redbrick 6 ft horseshoe sections, 6'H x 


4'W 
rectangle, 4ft round brick pipe below slide which leads to 
Vertigo Drain. MPL=200m. TEL=600m. 
Features: Historical old drain with lots of shape changes, small 
natural 


waterfalls & pools, mouldy formations, old coins & other 
artifacts, steep slide, hardcore entry. 

Access: Gutter grille in front of 10-12 Hargrave St. 
[Sw:298B04/067B04/010D02/001L10, UBD:236N16/004L15, 
Grg:346H16/013F15, GPS:-33.8831,151.23226] Open, climb in 


& crawl 

thru 1ft pipe which bring you to the top of a 3m shaft, 
climb 

down this shaft using stepirons & then go thru square 2ft 
hole in 

wall & your in the drain. Exit same way you came in or 
negotiate 

slide & exit downstream thru canal which is also the 
alternate 

entry. The canal is on Glenmore rd, opposite Trumper Park 
oval. 

If you enter from the canal, go upstream into the drain & 
about 

200m in you will come to a room, take the 4ft brick RCP at 
right 

(Vertigo Drain continues on straight thru the oval 5ft 
pipe). 


Manhole on side of road in Sutherland St (yet to be 
opened), park 
car over it. 


Locality: Voollahra 

Region: NSW 

Country: Australia 

Care: Entry is in ultra yuppified area & locals are narks. The 
guy who 


lives in number 12 Hargrave St saw us exiting the 
gutterboox, he 


seemed ok about it. Slide is very steep & slipper & is 
very hard 
to climb without rope. Downstream entry/exit involves 


stooping 
for 400m thru a 4ft pipe. Entry/exit thru gutterbox is NOT 
for 
the big boned amongst us. Sutherland St manhole is on side 
of the 
road near parked cars. 
Eek!: DONT fall down the slide. DONT get seen entering/exiting 
gutterbox. DONT fall down shaft near gutterbox. 
Water Level: Slimy/Shoe. Some avoidable pools & waterfalls 
Cond: Looks its age (100yot). 


History: Was once a creek that was covered over in the late 1800s, 


To-Do: 


Nearby: 
Rushcutters 


Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
of 4' 


Access: 
Murray 


historical photos in NSW library database. 
Tie rope at top of slide to make climbing it easier. Open 


enter/exit thru Sutherland St manhole. 
Shrinks == Streamway To Heaven == Vertigo Drain ==< 


Bay Canal ==< Syd Harbour. 

2005 Beachbum/Blakjak/Loop/Ogre/Onyx/Syme. 
53:0:/94.0 

1995-12-31 13:00:00 

2012-07-15 14:00:00 


Stringybark Ck 
5' RCP entrance, 6' RCP for 140m, followed by unknown dist 


RCP. MPL=140m. TEL=300m. 
9,UE: Stringybark Ck, W end of park between Karilla and 


Sts [Sw:256L11/034L11, UBD:195E15, Grg:284E15, 
GPS:-33.8088075149,151.17103053]. Entrance 5'. 


#7,NE/NX: Locked 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 


neighbouring a 


sharply 
paddock 


Features: 
where the 


Access: 
little 


grill at other end of park. 
Lane Cove 

NSW 

Australia 

Knee at entrance 

1980 dTrog. 

0.5/5.0 

1995-12-31 13:00:00 
2004-06-24 14:00:00 


Suburban Farm Drain 
New drain underneath a new housing subdivision 


farm in the middle of suburban Baulkham Hills (due to be 
redeveloped soon). Drain continues north for 45m before 


turning east for 35m and exiting into this old farm 


[GPS:-33.755644,150.98885]. TEL=80m. U2. 
Dry and powdery due to new concrete. One drain opening 


drain direction turns east. 
Park in Landscape St, Baulkham Hills and walk up through 


park path and along creek to entrance below new housing 
development. Parking on The Cottell Way is rather limited. 
[GPS:-33.756038,150.988351] 


Locality: 
Region: 
Country: 
Care: 
sticking 


Water Level: 


Cond: 
History: 
TO=DO# 
to see 


Found: 
Rating: 
Created: 


N 
A 


O 
D 
B 
B 


if Suburban Farm 


SW 
ustralia 


EV i= Dry 
rand sparkli 


Built within 
Go back in a few 


Baulkham Hills 


Pretty safe drain. Almost no water with nothing obvious 


ut of the walls. 


ng new. 
the last few years. 
years once this whole area is redeveloped 


Drain and CSI 


Baulkham Hills become one, 


continuous drain. 


2 
2 


2010-07-19 14:00: 


010 Red 
075;..0 


Name: 


Description: 


then 2 


Access: 
[Sw:NDR, 


Locality: 
Region: 
Country: 
Eek!: 
Found: 
Rating: 
Created: 
odified: 


S 
D 


something small. 


X 


U 
W 
N 
A 
S 
2 
0 


al 
2 


uccinctah 
rain that lo 


3'd twins. 


9,UE: 


BD-Ne:132D09 
aratah West 
SW 

ustralia 
cummy water. 
004 dTrog. 
20/90 
995-1 2531). 13 
004-11-11 13 


oks promising but very soon degenerates into 


5.5'd RCP entrance soon turns to 5'd RCP 


MPL=120m. TEL=120m. 


Reserve on Allowah St btw Stanette St & Landa Pde 


, Grg:NDR, GPS:-32.8993793087,151.708973758] . 


2:00:00 
2:00:00 


Name: 


Description: 


tub. 


Features: 


Access: 
Burnham st. 


S 


unray 


8 foot coverered canal shrinks to become a 5ft horizontal 


T 
M 
S 


EL=120m 
PL=120m 
mall grills, 


1, Via large 


graff and some formworking. 


Long plastic PVC pipe that traverses most of its length. 


vacant lot near corner of Bruce ave & 


jump fence into canal head 80m downstream to drain entry. 
[GPS:-33.909714,151.089349] 


Bowden 


Locality: 
Region: 
Country: 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 


climb into canal on 


2, jump fence, 


Place. 


[GPS:-33.908100,151.089958] 


Belmore 

NSW 

Australia 

Dry - Shoe 

good 

Ghost - 2010 
2.0/5.0 

2010-11-26 13:00:00 


Baltimore St, 


Near 


Enter drain and hear upstream. 


Name: 


Description: 


A), 
arch 


Features: 
a 5ft 


with room 
arch, 
sections 
side 


Access: 
amoungst 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Vater Level: 


Supercharger (Parts A and B) 
Long straight 10' 


short open section, large underpass, 
(Part B) 


Wide 7' 


arch outlet, 


then onto a large sewer overflow chamber. 


brick arch drain with a few changes (Part 


open section then 9' 


with flattener to left that leads to 


Long 10' arch 


and side pipe that leads to a spray processor overflow. 9' 


small waterfall, underpass, 
with brick arch underr rail lines, 


tunnel and dam. 
In Birchfeilds 


trees. [AA: 128B5, A-Z: 110A4] 
Rusholme-Belle Vue 
North West England 


United Kingdom 

Ankle most of the way, 
2004 Drainrat/Oggy. 
4.5/5.0 

1995-12-31 13:00:00 
2005-06-09 14:00:00 


shin at start 


odd concrete drain, 


long 9' 


Park opposite Thoresway Rd, 


open 


arch with odd 


canal in 


of Part B 


Surprise 


Description: 
about 


LOM 


Access: 
[Sw: 334] 


Gl 

oO 

Ww 
` 


#9,AX: 


UBD: 29210; 


XWPT]. 
Locality: 
Region: 
Country: 
Vater Level: 
Notes: 


Nearby: 
Found: 

Rating: 
Update: 


through the 


in 


has 


large 


difficult 


Created: 
Modified: 


Name: 
Description: 
Features: 
blockages, 


Access: 
Ck 


Grg:266BOl1, 


increases the 


Wouldn't be a surprise if I told you. Do it! Best feature: 
the 3rd change, or is it the 4th? Height ranges from 8- 


MPL=768m. TEL=768m. 
0,UE: Depot Rd, below elevated sewer behind RSL Club 


UBD:292M07, Grg:430G07, GPS:-33.968781445,151.064611415]. 


Leaching Pond between golf course & river [Sw:334D06, 


Grg:430F10, GPS:-33.9756253741,151.063482093, XED, XNL, 


Mortdale 
NSW 
Australia 

D/s end is knee deep 

Do Presurprise before doing Surprise. That way it 


surprise that Surprise offers. 


*Course: Presurprise == Surprise ==<Lime Kiln Bay. 

1994 Diode/Mullet. 

3.0/5.0 

2014-06-28 14:00:00 (Scarecrow) - Currently an unwelcome 


surprise; there is a large amount of sewerage flowing 


drain from the round-to-rectangle shape change. Ankle deep 


most places. 
The inlet is also completely different; all the overgrowth 


been removed for a new development which may include new 
drainage. Also, the un-even ground has been covered with a 


amount of geo-fabric making walking over some parts 


Since you don't know where the holes are. 


1995-12-31 13:00:00 
2014-07-22 14:00:00 


Surveyors Ck 
Small but interesting hardcore drain. 
Patched up sections, dead end side tunnels, debris 


grille room to flood plain at u/s end. Old. 
9,UE: Just u/s of where Mulgoa Rd crosses th 


Surveyors 


Reserve, N of Fairfield Pl [Sw:225D17, UBD:183B0l1, 


GPS:-33.7681109906,150.678573598]. 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Update: 
third 


Two 


=33-:1792595 150%. 


RCP 


shrinking to 


Or 


and 3ft. 


water, 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
freshly 


Features: 
of 


being fed 
rooms 


varies from 


1,PX: Grilles [Sw:225K20, UBD:183H04, Grg:266H04, 
GPS:-33.7748706941,150.693819851, XED, XNL, XWPT]. 
Jamisontown 

NSW 

Australia 

Knee 

2004 Pandaman. 

2.0/5.0 

2014-10-09 13:00:00 (DC) 


- I attempted this drain for the 
time yesterday and finally got in by lifting one of the 


manholes in the gutter sections here: 
694117 


This part is a 6ft eel filled, kn deep, rubble filled 


section that only runs for 10 metres or so before 


2ft each end via grillrooms. 


All the grills between Birmingham and Mulgoa Rd are locked 


bolted, and drain below appears to vary in size from 6ft 


These grills would however be the best access: 


-33.771421,150.684852 


The Mulgoa Rd outfall is a 2ft RCP that is half full of 


the upstream Birmingham end shrinks too quickly and seems 
impractical for access. 


1995-12-31 13:00:00 
2014-11-03 13:00:00 


Swan Gold 
West Belconnen Pond 
New drain that handles the storm water run off for the 


built "Belconnen Ponds" sub development in Dunlop. 
Large grille room with ankle deep crystal gold water. Lots 


swans will visit you as you enter, as they are use to 


from the top of the grille. A few chambers, smaller grille 


and side pipes. Shapes are rectangle and circle. Size 


Access: 
Beg 


Squeeze 
from 


is not 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
before 


Water Level: 


Cond: 
History: 
To-Do: 
who 


Notes: 
listed 


There's 
pond that 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


in 


the 


Features: 
Access: 
track. 


3-4-5-5.5 ft. MPL=900ms approx. 
Parking available near the corner of Toft Street and Percy 


Circuit. Make your way across the park towards the pond. 


through the small gap between the GPT and the grille. Exit 


any concrete manholes along the way. NB: This entry method 


viable for the bigger boned. 
outlet [GPS:-35.190722,149.016787] 


Dunlop 

ACT 

Australia 

Swans. Children. 

Some sections are quite low and long. 


Stretch your self 


hand. 
Dry - Ankle 
Untouched. 


Built about a year and a half ago. 
Explore further up the 4ft if you're a deranged psychopath 


wishes to suffer from back problems in old age. 
Could make for a nice little outing with a set of heritage 


abandoned farm houses about 50ms north west of the entry. 
also another drain with GPT at the opposite end of the 


needs further investigation. 


2014 Delo 
2.0/5.0 
2014-06-11 14:00:00 


Swan Neck 
Ceramic Swans 
7 feet square concrete, TEL about 150m, in a 'S' shape. 


Downstream leads to an open canal in bush land, which 


turns leads to a river bed. 
Upstream leads to a 
concreted steep river bed in full grown forest. nice or 


nature lovers. 
Ceramic Swans 
Downstream entry, between #26 Valley rd and the bush walk 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


[GPS: -33.702489, 151.080910] 
Hornsby 
NSW 
Australia 
The upstream exit is just underneath a house... 
Slimey to shoe on a dry day. 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


slides, 2 
with 
and 


Access: 
to 


33.8336942064,151.196682067]. 


needed), as 


Locality: 
Region: 
Country: 


Nearby: 
Found: 
Rating: 
Update: 
a road 


of the 

as 

has 
experience 


grate is 


Created: 


Water Level: 


Quite clean, keep it that way. 
Bastion & Hatsumi, 2016 
340/520 

2016-04-24 03:09:03 

2016-05-20 21:49:26 


Swoo 
Nice bendy drain, mixture of old brick & newer RCP. 5 


needing ropes to climb back up. Joins Pyramid and Old Swoo 


its cool old bits, lots of interesting graff, the old bike 


the 18th hole. TEL=600m. 
0,UE: Belmont Ave, down stairs to Park. Follow creek d/s 


entrance in railway embankment. [Sw:277E02/045E02, 
UBD:215010/006P04, Grg:315E10, GPS:- 


5,UX: Grille at Pyramid junction, or return (ropes 


drain leads to a swim in the harbour. 
Wollstonecraft 

NSW 
Australia 

Dry-Ankle 

*Course: (Pyramid) == Swoo ==<Balls Head Bay. 
1993 Diode/Predator. Swoo2: 1998 Ogre/Mr India. 
5.0/54.0 
2010-07-24 14:00:00 (Red) - Grill opening in the middle of 


at [GPS:-33.834748,151.196488]. This is the source of all 

booms and crashing noises coming up from the Swoo entrance 
cars drive over this grate in the new housing estate that 

overtaken the old gasworks site. Is quiet a scary 

being underneath it too as a car travels over it! This 


along the side-pipe to Pyramid. 


1995-12-31 13:00:00 


Modified: 


Name: 
Alternate: 


Description: 


Strewn with 


Access: 
out ata 


Darling 


#2: Trimar 


Sone 


2010-08-04 14:00:00 


Sydney Drain 
Ultimo Drain. 
Ancient drain with steps, slides and a lot of rubble. 


barnacles. Tidal entrance. TEL=1.8km. 
1: Trimar in main tunnel, marked with Melb Tags, comes 


pedestrian isle directly N of the Pier St overpass near 


Drive [Sw:297F01/027F01/065F01, UBD:236A13/003B10/000gD04, 
Grg:345F13/003B10, GPS:-33.8772469089,151.200381864]. 


manhole in pavement right next to bus stop lane on Regent 


#3: Under wharf, Darling harbour, behind pollution netting, 


that 


#4: Emergency 


the 


[Sw:297G03/027G03/065G03, 


Locality: 
Region: 
Country: 


Water Level: 


cockle bay promenade adjacent to Western Distributor. Most 
westerly drain is overflow, E of that is main tunnel, E of 


are the Darling Harbour Drains [Sw:277G19/025G19/055G19, 
UBD:236B11/003C06/000eE12, Grg:345G11/003C06, 
GPS:-33.8727947509,151.201772678, XED, XNL, XWPT]. 


only. 350m up the RH split, look for light coming in thru 


lightweight metal plates. Comes out in the back dock of 


Carlton Crest Hotel, Thomas St (NE) 


UBD:236B15/003D14/000gG12, Grg:345G15/003D14, 
GPS:-33.8822048894,151.20275356, XED, XNL, XWPT]. 
Darling Harbour 

NSW 

Australia 

Tidal, Boat-Death at outlet, Knee at manholes. Low tide 


only 
Found: 
Rating: 
Update: 
Darling 


down) 


cover 


Harbour and 


1991 Melb Clan. 
4.0/5.0 
2015-03-01 13:00:00 (Scarecrow) - The trimar entry off 


Drive has been changed to a round gatic lid (not bolted 


with plastic caps over the key-holes. 


The area has also been re-landscaped (i.e. trees and all 
removed) due to the new construction around Darling 


is quite exposed if using the entry. 


Created: 1995-12-31 13:00:00 


Modified: 2015-05-18 14:00:00 
Name: Sydney Slide 
Description: Drain with a long steep slide. 5'8"h. TEL=350m. 
Features: Excellent shoe grip test track. Eroded hole in floor near 
CoOp= 
this will be very interesting in a few years time. 


Access: 9,UE: At the bottom of Millet Rd, off Avenue Rd 
[Sw:278C02/047C02, UBD:216P10/008M03, Grg:316J10, 
GPS:-33.8332264577,151.235365206]. 

#3,UX: Gap in roof of brick 
arch chamber at top of slide. 


Locality: Cremorne 
Region: NSW 
Country: Australia 
Found: 1992 Predator/Melb Clan/Matt. 
Rating: 3.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-08-20 14:00:00 
Name: Sygnecex 
Description: Drain, running under M5. 
Features: 3 tunnels, with joiners, open sections. One tunnel runs 
along the 
side of a canal. The sections are not sealed so all the 
light 
from the outside beams in ribbing the inside of the rect 
tunnel. 
Access: 9,UE: Kirrang St (Nth). Follow bike path downhill. See 
canal. 
See drain [Sw:314L10, UBD:273C10, Grg:401Cl10, 
GPS:-33.9407677603,151.08311903]. 
Locality: Beverly Hills 
Region: NSW 
Country: Australia 
Found: 2000 Hatchet/Siologen. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-09-12 14:00:00 
Name: Tamar River Sewer Outfall 
Description: 6-7' Sandstone arch, EXTREMELY TIDAL. This tunnel 


continues for 


with 


down on 


until 

a five 
and reach 
Access: 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
caught! 
Vater Level: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 
Description: 
now a 


Features: 
etc, 


sections. Not a 
end: 5'6 
hallway, 6' 


eventually 


room holds 


Access: 
segment 


immovable 


20 m until you reach heavy iron tidal flaps. Prop flaps up 


Big Bar and scrape underneath without slamming the flap 


your head or toosh. 
Continues after the flaps at 5' Sandstone and brick arch 


you reaach the wier and sewer main where it branches into 
way oviform intersection. Follow tunnel on the leftmost 


the pump station! 

Outfall at Kings Park, just off Paterson St, 
Launceston. [GPS:-41.439445,147.130623] 

Launceston 

TAS 

Australia 

TIDAL, that means death by tide! 

Heavy iron flaps, tight squeeze, don't get your willy 


Shoe - Dry 

Explore remaining 4 branches of sewer main 
Misc 

340/50 

2011-12-05 13:00:00 


Tank Stream 
Final remains of Colonial Sydney's water supply - a creek, 


stormwater drain with fresh groundwater springs. TEL=700m. 
Lots of colonial stonework, including arches, eggs, rooms, 


mixed with some contemporary rectangular concrete 


big drain, but historical. Height of sections, from d/s 


arch, 5'8 twin RCP, room, 5'10 balloon, 5' arch, 5'10 
arch, 5' balloon, 5' RCP, 4' balloon. The u/s balloon 


reaches a room with a second room 10m up from it. This 


sewage valve gear and two windows into a sewer. 
All accesses are faintly marked with "TS" & one pizza 


painted yellow, and are found are either in roads, or 
hatches in footpaths. 


1 (Best): Cnr Hamilton St & Curtin Place 
[Sw:277316/026316/056316, UBD:236D08/001H15/000cQ14, 


Grg:345J308/001H15/000aK14, GPS:- 


33.8652096708,151.208460902], 


the SE 


barricades, 


XED, XNL, 


the 
Stream is 
Locality: 


Region: 
Country: 


History: 
it till 


Found: 
Rating: 
Update: 
there is 


doesn't 


opening 


Created: 
Modified: 


Name: 


Description: 


6'RCPs, 
was 


Access: 
hole 


Taste As 


[Sw:212D17, 


Water Level: 


next to Australia Square bldg, six seg pizza is a bit to 


of the centre of the T intersection. Need traffic 


At Work signs, the works. 
2: Six seg pizza in Angel Place, one block S 
[Sw:277317/026317/0563517, UBD:236D09/003G01/000eP01, 
Grg:345J309/003G01/000cJ01, [GPS:-33.867185,151.207739], 


XWPT]. This leads to a 4' egg and from there you go d/s. 
3: Pizza in Pitt St near the quay. Exact address to come 
sometime. At #3 is a weir to prevent tidal water flooding 


system. The spring water continually flowing in Tank 


pumped out 24/7. 
Sydney CBD 
NSW 
Australia 
Ankle most of the way 

Most famous tunnel in Sydney, they used to run tours down 


the Confined Spaces act came in. Very historical. 

1994 Mullet/Diode/Predator. 

4.0/5.0 

2015-01-12 13:00:00 (Scarecrow) - Currently (Jan. 2015) 


no access through the manhole on Curtin Pl because it 


exist due to construction of new hotel next door. 
Building/drainage works have opened up the street and the 


is temporarily covered with heavy steel road plates. 


1995-12-31 13:00:00 
2015-02-24 13:00:00 


Tastes So Good To Me 
System of 4-6' RCPs in Castle Hill "trading zone". Twin 


branching 5'RCPs, "punched through" intruding 5' RCP that 


probably the original described entrance. TEL=600m. 
9,UE: Carpark, NE cnr of estate 15 Carrington Rd. Through 


in fence next to creek, turn L. First RCP is "Doesn't 


Good". Keep going another 15m for the TSGTM twins 


The 


UBD:150J13, Grg:217D13, GPS:-33.7285326261,150.981122794]. 


twins may be covered by vines. 


#2,AX: U/s grilles. 


Locality: 
Region: 
Country: 
Eek!: 
venue, if 


Vater Level: 


Castle Hill 

NSW 

Australia 

Seems to be used by locals as a "private entertainment" 


you know what I mean. 
Slimy at d/s entrance 


Notes: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
Access: 
Courts., 


railway 


Locality: 
Region: 
Country: 


Nearby: 


*Tunks Creek Co 


Bay. 
Found: 
Rating: 
Update: 


You can 


under 


Update: 


Vater Level: 


Ed: No, I don't know what you mean. Do you provide closed 
captions?. 

2002 Trioxide/Siologen/Mr India. 

2.0/5.0 

1995-12-31 13:00:00 

2004-10-27 14:00:00 


Tavern 

Short drain under block of flats in St.Leonards. TEL=150m. 
Huge room with churn blocks in 10' slide. 

9,UE: Talus St Reserve, beneath Apartments, near Tennis 


[Sw:257D16/035D16, UBD:215P04/021M07, Grg:315D04, 
GPS:-33.8193181661,151.194650549]. 
0,PX: Ends with partially destroyed litter trap inside 


easement. 

St Leonards 

NSW 

Australia 

Shoe-Ankle 

* (Tavern) /St.Leonards Interchange ==/(Tunks Creek Course). 


urse: == DiodeDox == unnamed under Predator's 
Bridge == MulletDox == GobbleDox == Gravel Socks ==<Long 


1997 Siologen. 

3.0/5.0 

2012-09-24 14:00:00 (Axel) - No signs of garbage build up 
recently, water level seems to stay shoe depth or less. 


exit through the big grills and there is a 4ft brick arch 
the train line. 


2011-01-31 13:00:00 (Rudeboyninja) - Update to Eeek! 


There's a local homeless bloke who has made camp about 10m 


crotchety... 


before 


skin: 


Created: 
Modified: 


Name: 
Alternate: 


Features: 
Access: 
Drive. 


Locality: 
Region: 
Country: 
Found: 


Name: 


Description: 


BDAN. 
Access: 
engine 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


but 


Description: 


from the entrance to Tavern. He looks somewhat 


didn't give me any trouble. I waited for him to bugger off 
I made in. 

Also for eeek for those explorers among us with sensitive 
some sort of death plant there made me itch like crazy. 
Wet: Ankle 


1995-12-31 13:00:00 
2012-11-26 13:00:00 


Teaser 

Veston Creek 

Nice big 7' rectangle that leads to 7 X 6' rcps. 

Joining rooms. 

Northwest corner of playing feilds, east side of Streeton 


[Greg:58H10]. [GPS:-35.3364,149.0526]. 
Veston Creek 

ACT 

Australia 

1995 Fil 

2 9192.0 

1995-12-31 13:00:00 

2005-07-09 14:00:00 


TechnoDrain 
4.5'h drain running under Australian Technology Park 150m. 


5,UE: Off Garden St. Look for main walk (brick) up to 


sheds. See grilles. Open grilles. [Sw:297E10/0651 
UBD:255Q06/014P11, Grg:375E06/018J11, 
GPS:-33.8959967919,151.196300276]. 

Redfern 

NSW 

Australia 

Security. 

Shoe++ 
2004 dTrog. 

0.5/5.0 

1995-12-31 13:00:00 
2004-09-17 14:00:00 


Cd 


10, 


Name: 
Alternate: 


Description: 


appear 
EC. 
Features: 


with 


different 


with a 
pipes 
Access: 
service 
the 
like to 


corner of 


Locality: 
Region: 
Country: 
Care: 

are 


the 
grille 
Eek!: 


Cond: 
History: 
To-Do: 
Found: 
Rating: 
Created: 


Water Level: 


Ten Bucks Worth 
Charnwood Darkie 
Drain originally found by Panic and Mongo in 2003. 


ever to have been listed in KD despite being well 


Dual 6ft Rectangle entry opening up into 


Doesn't 


known by 


large chamber 


in 


circular grilled roof and 3 x 6ft RCPs all heading 


directions. Left RCP 
manhole for an exit. 


leads to grille room with a removable 
The Right RCP continues for 2+ Kms 


series of waterfalls that gradually get bigger as the 


gradually gets smaller. 
TEL=5+ Km 


Middle RCP yet to be explored. 


You can actually park right at the GPT outfall using the 


road that comes off to the left of Ginninderra just before 


turn off to Tillyard drv when heading west. If you 


distance yourself from the 


Tillyard and Lhotsky St. GPT outfall Entry 
[GPS:-35.208011,149.034379] - Raised concrete gril 
lift-able man-hole. behind the Charnwood shops 
[GPS:-35.2051,149.032159] 

Charnwood 

ACT 

Australia 

According to others reports about this drain, 


Shop 


fond of calling the police if they realise some on 


location park at McDonal 


would 


le with 


owners 


is in 


drain. With that in mind take care exiting from manhole 


behind the shops. 

arge lizard hangs around entry. 
Dry - Ankle 

A little graffiti in the main chamber 
Found in 2003 by Panic! and Mongo 
Explore middle 6ft RCP in main chamber. 
2003 Panic 

4.0/5.0 

2014-01-11 13:00:00 


Say hi for me. 


Name: 
Alternate: 
Description: 
drain 

same 


Features: 


tunnels, 


Tenth 
10th 


Huge 15' arch drain, with even bigger inlet. Was the 10th 


found by CC. Slightly bigger than Mini Tenth, but exactly 


design. 
Massive arched inlet, plasted with graff, leads into large 
chamber. nearly 2kms long, with dozens of 5-8' rcp side 


leading to waterfalls and grille rooms.Loads of 


interesting graff 


Access: 
Rd/Eastern 


of the 


Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
southeastern 
rooms. 
Features: 
Windows 


that 


Access: 
Outfall 


with 
First 
these is at 


rusted 


throughout. 
Downstream: On the south east corner of Doncaster 

Freeway junction. [Mel:46J-1]. Upstream: Huge inlet, on the 
northwest side of Thompsons Rd near the southeast corner 


tennis courts. [Mel:32D-10] 

VIC 

Australia 

Outlet is ankle deep, dry otherwise 
1986 Dougo/Sloth/Woody 

4.5/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Territorial Waters 

Triple Shot 

Triple 6ft RCP that soon becomes a triple 6ft aluminium or 
galvanised iron drain! Drain travels upstream in a 


direction and changes direction several times at small 


Water may be polluted. MPL=1lkm+. TEL=3km+. U2. 
Triple parallel drain of varying construction materials - 
including concrete and aluminium or galvanised iron. 


between drains at junctions. Neo-Nazist graffiti. Grills 


enter into people's backyards. 
Park on or off Jersey Rd near the McDonald's in Emerton. 


at [GPS:-33.742674,150.808664]. Drain travels southeast 


several locked grills offering sightseeing but no escape. 


of these is at [GPS:-33.746321,150.811118]. Second of 


[GPS:-33.747441,150.811879]. Remaining exits are standard 


Locality: 
Region: 
Country: 
Care: 
Eek!: 

the 


Water Level: 


To-Do: 
Notes: 
these 


Found: 
Rating: 
Created: 


Name: 


Description: 


system. 
large 
system 
be 


explored 


takes 


Access: 


system, at 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
History: 


embankment. 


grills in the backyards of properties off Arundell St. 
Emerton 

NSW 

Australia 

Don't get targeted. These are territorial waters. 

There are white worms everywhere in the drain, sitting at 


bottom of the water. 

Shoe - Shin 

Find out what the white worms are. 

The grills upstream enter into people's backyards. 


One of 


backyards has a dog! 
2012 Red / Swim 
30750 

2012-02-24 13:00:00 


The Cage 

A massive caged spillway that forms part of the stormwater 
pollution control system for the far northern suburbs of 
Canberra. On the pond side (north) is the cage with a GPT 


Located on the platform looking towards the cage is a 


locked entry grate that consists of a ladder and platform 
that descends down approx 3 levels. This shaft appears to 
seprate from the main spillway cage and it needs to be 


on it's own. On the otherside of the embankment is the 
spillway/floodway exit. Interesting "polygon" shape That 


you into the cage. Approx 30m tunnel. 

1 Boat, Via polygon shaped outfall of floodway, at 
[GPS:-35.193283,149.105506]. 

2 Via locked grate that leads to the ladder platform 


[GPS:-35.192926,149.106182] 
Nicholls 
ACT 
Australia 

Drowning hazard. High visibility. 
Dry - Boat 

Good 
Constructed in 1989. Gungahlin Ponda€™s primary spillway 
comprises a drop structure and culvert through the 


The secondary spillway, an earth and vegetated channel, is 
constructed on the eastern abutment of the embankment. 


To-Do: 
platform 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


eliptical, 


Features: 
Citizen 


curve. 
Access: 
Go in 
you 
across 
end, 
Locality: 


Region: 
Country: 


Water Level: 


Cond: 
To-Do: 


eliptical/RCP 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


end. 


TEL: 440m 
Features: 
Access: 


Gain access via the grate and ladder and 


xplore th 


system to see if it leads anywhere. 
Listed: Delo 2013 

220790 

2013-07-07 14:00:00 


The Mosque, Boltcutter, 
Concrete design 6' square drain which then becomes and 


becomes slightly shorter the further U/S. 
"Rockpools' in some parts of the floor, full of treasure. 


watch found in one of them. Cool ellipticals that bend and 


Big canal next to 105 Hampden Rd, just off Punchbowl Rd. 
the where the confined space sign is. If you can't find it 


to see it. MPL: 


don't deserv 


approx. 400m explored. GBG 
from Hampden Park Public School, on Hampden Rd; Southern 


opposite the carpark. 
[GPS:-33.913163980019306,151.07212901115417] 
Lakemba 

NSW 

Australia 

Dry - Ankle 

Usual condition 

Keep going U/S past CC tag after the parallel 


section. 

10-12-2008, Hatsumi & Scarecrow 
2.0/5.0 

1969-12-31 14:00:00 

2008-06-30 14:00:00 


The Claw 
6ft drain, Starting with a non accessible cag 


at upstream 
approx knee/waist high at the outfall in a golf course. 


Big Cage, find 'The Claw'. 

Enter gutter box swing grille on Old Samuel Street. 
[GPS:-33.670660,151.288331] 

Big cage (no Access): [GPS:-33.670798,151.287583] 


Locality: 
Region: 
Country: 
Care: 
board to 


pedestrian 


Eek!: 
hills 


Water Level: 


To-Do: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


NSW. 
childcare 
large 

off to 
and on 


joining up 


to 
Features: 


Access: 
Jilba 


Locality: 
Region: 
Country: 
Care: 


Outfall somewhere near Reserve Lan 
Mona Vale 

NSW 
Australia 


Bit tricky to be closing the grille behind you, bring a 


cover the hole or have someone topside to prevent 


casualties. 
Lots of Spiders. Avoid when chance of rain, very steep 


around. 

Shoe - Waist 

Get wet and look out the outfall 
Raptor & Phobic 2013 

2.0/5.0 

2013-03-30 13:00:00 


The Edge of Darkness 
The Kiddie Cage 
A newish/newishly upgraded drain (in parts) in Orange, 


Starts as twin 4ft boxes and heading directly under a 


centre, then RCP under the road (Spring Street) into a 


underground GPT/filtration room. From here it splits back 
parallel 5ft RCP's (then 5.5?) for a few hundred metres 


through a couple of small slide rooms and bends before 


into a single 6ft RCP following beneath the reserve behind 
Coulson Park/Algona Cres. MPL=600m or so before it begins 


shrink away again upstream. 

Decent sized grill/filtration room not too far in from the 
entrance. Small slides, few curves, gets bigger. 

Twin 4ft box outfalls at the corner of Spring Street and 


streets, Orange. 


Here: 

[GPS:-33.2738388,149.1165733] 

Orange 

NSW 

Australia 

Take the left path through this drain. 


Water Level: 
Cond: 
system. 
History: 


Notes: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
level. 


Features: 
That, 


lake. 
Access: 
park. 


Locality: 
Region: 
Country: 
Care: 
seem to 


Water Level: 


Few neighboring houses and stuff, take du 


care etc, 


usual basically. 
Outfall is behind a child care centre, you could look like 


creep if you are hanging around in this on on a schoolday. 
Shoe to Dry 
Right hand pipe is half full of rubble due to the GPT 


This is a link to the construction of the GPT room. 
http://cockerillcontracting.com.au/projects/spring-st-gpt- 


blackmans-swamp-creek-catchment/ 


The middle section of this drain smells like lucerne/hay. 
2016 DC and The Edge 
2.0/5.0 


2016-11-20 13:03:56 
20M O2Z=15) 07 257-93 1 


The Grill 
Overflow drain to prevent the lak 


from rising above road 


Dual 5 foot RCP, MPL 60m 
Awesome grill room, looks like you're under a BBQ grill. 


and the fact that you're standing in the middle of the 
Park anywhere on Glenmore Pk or Massey Way, its a public 


Entry is at -33.7784111,150.6659925, feature room is at 
-33.7790823,150.6664894 

Regentville 

NSW 

Australia 

Entry is visible from the nearby houses, but they don't 


mind. 
Slimey 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


50m as 


Good condition. 
Timdole 

1.5/5.0 

2016-08-02 00:09:57 
2016-08-02 03:45:04 


The GTAs 
Green Dog Spew's Drain 


6 ft RCP, exit is in rocks at Nth end of beach. Goes about 


up 20m 
beach. 

with 

top, 

draft 
continues as 
Features: 
that.) 


Access: 
to 


during 


Locality: 
Region: 
Country: 
Water Level: 
History: 
GTAS. 

To-Do: 
Notes: 

it's right 


locals 


known, 


Found: 
Rating: 
Created: 
Modified: 


RCP to a junction room/feature: RH stub 6' branch slopes 


to dead end where it is concrete filled, and has a small 


You could sleep here even in heavy storm. Vertical shaft 


rungs to manhole at surface, also has 3' RCP from near 


heading in direction of the STP, has a strong, steady 


sucking into it, and sound of fans/pumps. Main drain 


5' RCP westward. Neither followed yet. 


Permanently dry beach area. STP allure (if you can call it 


Walk down through bush from Fishermanss Rd, near entrance 


Malabar STP. UBD 74/3F Eek!: 


Being caught in drain 


storm - would be washed out to 8' waterfall onto rocks. 


[GPS: -33.963824,151.25332] 
Malabar 
NSW 
Australia 
Ankle-Dry 
Found while taking a short cut across beach to the 2008 


Follow the wind. 
How come we didn't find this thing before? Considering 


next to an area we've been to millions of times? Some 


graph, no CC tags found. Did anyone know of it? 


Was very possibly listed in an old version of 


and erased 
by some 'delete maniac KD 
mod'. 
Dixit Ogre: "This was listed in 
1997 as Green Dog Spew's Drain. 
It was 
probably removed by some known mod for 'being too short'." 
2008 Diode 
2.0/5.0 
2008-05-09 14:00:00 
2016-09-28 14:48:04 


The Kingswood Crashout 


Alternate: 
Description: 


only a few 
then is 
a cool 


and light 


Features: 
side 


Access: 
Park 


Kingswood Railway Drains 
A small but interesting 4.5ft RCP near the railway line at 
Kingswood. Small, but has a weird little junction room 


metres in leading to 5ft RCP which takes a sharp corner 


blocked off with wooden panels after a few metres. This is 


little room with a window cut into the side letting air 


in. It looks like a bum may live in here though.. 


The 4.5 ft RCP turns to 3-4ft after the first 
gutterbox and continues off towards the railway station. 


TEL- 25m or so at 4/5ft, then shrinks. 
Strange little junction room, a "window", a blocked off 


pipe, many empty wine bottles, and an unexplored 3-4ft RCP 
heading off into distance. 
Its in the canal under the railway line, at the corner of 


Ave and Heath Street, Kingswood. [GPS:- 


33.758564,150.731161) 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Vater Level: 
Cond: 

To-Do: 

old 


Ive 


Notes: 
has a 


Found: 
Rating: 
Created: 
Modified: 


Kingswood 
NSW 
Australia 
Bums 

3-4ft pipes. 
Dry = DEY 
Poor 


To not explore the 3-4ft pipes. Oh, there is also a weird 
raised manhole shaft in the canal beneath the railway line 


always wanted to peek into too. 
There is another 3ft drain a few metres from this one but 


heavy grill over it. 


Kingswood 

Darkie is just around the corner from this drain. 
2014 DC, Cactua and Swim 

057/530 

2014-02-09 13:00:00 

2017-02-15 08:00:59 


The Maze and The Hanger 


Description: 
tunnels. 
Features: 
bigger 


that 
switching 
and Ham 
being a 

a 9ft 


Access: 
head in 


Course, 
Alternatley, 
embankment 
down to 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
doubles 


Features: 
numerous 7ft 


ranging 
massive 
staircase 
inlet 


becoming an 


Vast system made of multiple overflow, loops and side 


Long 5ft high triple tunnel that leads eventually to much 


stuff upstream. 4 and 5 way junctions, main trunk tunnels 


vary between 9ft rects, hallways and rcps, swopping and 


between older and newer sections. Theres the Green Eggs 


side Tunnel, The Wackamole and The Hanger, the latter 


huge single tunnel, chamberesque in design, leading onto 


rcp and finally to freeway inlet grilles. 
If your willing to endure 1700m of 5ft rects and rcp then 


thru the outfalls. They are in the Confederation Golf 
just SW of Constable Rd and 


[Mapart: 128M13] 


for the good upstream stuff, pop the manhole in the 


between the Crowchild Trail and its southerly offramp 


Brisboise Drive. 
Collingwood 

AB 
Canada 

Shin in weirs 
1990's Blackie 
4.5/5.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


[Mapart:127 K12] 


The Motherload 


Huge, deep, flood interceptor for the River Frome, also 


as a sewer overflow as well. 
Massive 20ft high horseshoe arch tunnel, attached to 


stormwater/sewer tunnels and various balconied shafts, 


between 10 and 60m in height. The Frome inlet comprises 4 


gates emptying into a 10m high chamber, next to a huge 


which leads up to a syphon-like overflow pond. Beyond the 


the main tunnel continues as a 10ft high rectangle 


tunnel 
ant 


Access: 
10m N 


and 
Climb 


Locality: 
Region: 
Country: 
Care: 
careful on 


Water Level: 


Mostly 


Cond: 
History: 
flooding 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


5-6! 
underneath 


Features: 
beneath 


Access: 
Camden 


Rd; 


raised 


Valley 


RBP then an odd parabolic arch. Way downstream the main 
reaches another huge multi balconied chamber beyond which 


splits to 6x gated 6ft round pipes. 
Twin triangle manholes, next to a large gatic in the path, 


of the entrance into St Andrews Park from cnr of Leopold 


barricades. 


Maurice Rd's. Covers are bolted together. Us 


down shaft, then go d/s to main tunnel. [A-Z:058A-4] 
St Andrews 

South West England 

United Kingdom 

Sewage polluted, particulary u/s of Frome inlet, be 


ladders. 

Waders needed due to unavoidable sewage. Do at low tide. 
Ankle 

Skanky. 

Built in 1964 after years of the River Frome repeatedly 


Bristol. 

2005 Stoopmaster 
9:050 

1995-12-31 13:00:00 
2006-05-02 14:00:00 


The Narellan Experience 
MPL: ~500m. Concrete drain of varying shapes and heights. 


RCP, 3' rectangle, 5.5' rectangle and a few rooms 


n 


Narellan Town Centre. 
Large grille rooms, one of them being under a passageway 


the shopping centre. 
Enter through one of the swing grilles at the corner of 


Valley Way (aka Remembrance Driveway) and The Old Northern 
they're next to the petrol station in front of a large 


concrete slab. [GPS:-34.040543,150.736155] 
Via the open canal on Queen St, half way between Camden 


Way (aka Remembrance Driveway) and Elyard St. 
[GPS:-34.042314,150.735484] 


Camden 
Rd. 


Locality: 
Region: 
Country: 
Care: 
TENS 


Eek!: 

Water Level: 
To-Do: 

the 


Notes: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
can we 


Description: 
drain. 
Features: 
puddles. 
Access: 
Lavender 


Locality: 
Region: 
Country: 
Care: 

Vater Level: 


(Untried) The bend along The Northern Rd, half way between 


Valley Way (aka Remembrance Driveway) and The Old Northern 
[GPS:-34.037949,150.736471] 
Narellan 

NSW 

Australia 


Take care not to be seen if 


ntering through the grilles; 


next to a main road. 

Don't bump your head on the steel beams. 
Dry - Slimey 
Do the Ratter-work and go to the downstream end and check 


side-pipes. 

First seen by Scarecrow in 2008 but never checked. 
2014 Maggot, Scarecrow 

2.0/5.0 

2014-07-14 14:00:00 


The Nose Bleed Section 
Most likely the up stream section of lavender bay drain - 


add this alternative access to the known entry? 
Very squeezy, short and slippery but beautiful sandstone 


Another short historic drain with sandstone, pipes, 


Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 


"ends" under 


grills 


Gutter grille on the north west corner of Walker St and 
St. [GPS:-33.842982,151.207973]. 

Lavender bay 

NSW 

Australia 

3-4ft sections. You will get wet. 

Slimey - Ankle (Tidal) 

Curly 

2.0/5.0 


1995-12-31 13:00:00 
2008-04-28 14:00:00 


The Shlong 
6ft RCP heading S/W off Surveyors Creek Canal towards the 
highway. Several grillrooms(one is pretty cool), and 


a large grill with a 1ft and 2ft RCP continuing on. All 


Features: 
little 


nap 


Access: 
York 


Pl and 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
To-Do: 
grill at 
Cres.: 


grill off 


Notes: 
completed 


the 


traced 


named it 


drains do 
the 


Found: 
Timdole 
Rating: 
Created: 


Vater Level: 


are currently locked. 


MPL=410m 
Several grills and grillrooms. The middle one has its own 


grassy patch under the grill cage. You could have a little 


there. 
Valk up the 6ft RCP off canal 80m south of Ikin St (near 


Rd): [GPS:-33.775996,150.686016] 


Locked grill turning 2ft in the grass strip between Gymea 


Hadley Pl: [GPS:-33.778367,150.682563] 

South Penrith 

NSW 

Australia 

Graffiti in the drain says "Proceed to certain death". 
Certain death? 


Dry - Shin 
Good 
Explore the 2ft side pipe, and re-enter pipes in large 


retention pond south of the Motorway off the path at Nindi 
[GPS:-33.779325,150.679474] and the others under large 


the path at Wallan Ave: [GPS:-33.780494,150.678613] 
This drain was named "The Shlong" before we properly 


the drain.. 


Swim, Cactua and I 
originally found the "inlets" under the massive grills at 


retention ponds (though they were only 4ish foot high), we 
the system back to the 6 footer at the main canal and I 


"The Shlong" due to the fountain going off in the upstream 
pond.. 


However, after now 
investigating the 6ft section fully, it appears these 


not actually connect? (underground anyway), unless its via 


2ft side pipe, which it probably is.. 
2014 DC, Cactua and Swim. First explored 2014 DC and 


2.0/5.0 
2014-10-09 13:00:00 


Modified: 2017-02-15 08:02:10 


Name: The Tank Street 
Alternate: Tank Street Drain 
Description: A very old drain in Lithgow, with several splits and side 


tunnels, and many shape changes. Starts off as a 4.5ft 
knee deep 


concrete culvert before quickly turning to a red brick 


tunnel, 

then through a wooden sleeper roof section before becoming 
515 

sandstone tunnels out beneath the railway line. 

Under the greyhound track the tunnel splits 

to two 

main sections. Left drain goes further under greyhound 
track and 

underneath an industrial area before eventually splitting 
again 

into 2-3ft brick arch tunnels, where the right drain goes 

underneath the old demolished gasworks site (and it stinks 
like 

burning plastic) before also eventually shrinking down to 
3 or so 

ft before splitting. 

This drain 

has green and purple crystals on the roof in the old brick 

section. 

MPL=850m+ TEL= 1km+ 
Features: Many shape changes, side tunnels, splits, lots of old 
rusty 

tools, cogs and crap all through system, gets slightly 
bigger, 

old sandstone and brick tunnels, dead rabbits dumped down 
into a 

chute from the greyhound track, purple and green crystals, 
stoopy 

sections, interesting exit location. 
Access: Outfall is across the road from 45 Tank St: 


[GPS:-33.476114,150.161202] (knee deep). Grill in 
greyhound track 


here: Off Inch St between two buildings 
[GPS:-33.47812,150.163225] and next to the large building 


on the 
eastern side: [GPS:-33.478268,150.163852]. 


Interesting exit: Large gutterbox on Union St, just south 
of 


Locality: 
Region: 
Country: 
Care: 
plastic 


Eek!: 


Cond: 
History: 
To-Do: 
Notes: 
of us. 


many, many 
she had 


site, 


interesting 
grillrooms, 
another 
became 

many 

it 

Found: 
Rating: 


Created: 
Modified: 


Name: 


Description: 


that 


falls 


Features: 
Access: 


Water Level: 


Donald St [GPS:-33.476672,150.162349] 

Lithgow 

NSW 

Australia 

Roof is real dodgy in sections, air stinks like burning 


under the old gas factory. 

Dead rabbits. 

Knee - Shoe 

Good-poor 

Obviously lots. 

Explore the system completely. 

"...this drain was definitely a group effort between the 3 


Cactua and I have known of this tiny little outlet for 


years and simply assumed it would be crap.. However after 


noticed several deep drainage grills near the old gasworks 


decided to 


and also near the old Eskbank Colliery site, w 
investigate this properly.. I had also found an 


entry/exit in someone's driveway as well as several 


and my mate Stoony had traced a whole separate branch to 


deep grill and manhole within the Greyhound track. It then 


a priority! It has some hectic stoop sections tho (with 


features nonetheless), otherwise id have considered rating 
excellent..." -DC. 

2002-2014 DC, Cactua and Stoony 

3.0/5.0 


2014-09-08 14:00:00 
2017-02-15 08:03:06 


The Toilet 
Unusual drain...6' RCP with a large plastic pollutant trap 


resembles a toilet, GPT chamber with tension wiring. This 


into Patin de Glace 


MPL: 160m 
Toilet 
From Patin De Glace, follow RCP on western side of canal. 


GPS:-33.924733,150.996476 


Locality: Bankstown 


Region: NSW 

Country: Australia 

Care: Pit 

Water Level: Ankle - Dry 

Found: Curly & Rascal '10 
Rating: 2.0/5.0 

Created: 2010-02-13 13:00:00 
Name: The Wedge 
Alternate: The Edge Cinema 
Description: A small drain grate leading to a small tunnel and through 
several 


large cavities into the plant rooms, kitchen, and several 
other 
main parts of a large cinema complex. 
Features: Drain, large cavities, several electrical, utility, 
pumping and 


plant rooms. It also features an industrial kitchen, a 
massage 

parlour, a dance/music rehersal room full of mirrors and 

obtanium, and several other rooms we are yet to explor 

There is a glass door leading directly from 

the massage parlour, up the stairs into the foyer of the 
active 

cinema's above.. 
Access: Lift grill at the bottom of fire doors here: [GPS:- 
33.710213, 

150.314979] (-33° 42' 36.77", +150° 18' 53.92"), 

There is a 7-8ft drop to the bottom of this 

cavity, so we found it best to lower the first person in, 
who 

then retrieves the ladder stashed just around the corner 
inside 

the cavity... 

Exit can be made 

either out the way you came in (please replace ladder), or 

through the firedoors at the end of the last room, into 
the rear 

underground carpark. (These doors are under camera's both 
inside 

and out though, but they are not alarmed.). 
Locality: Katoomba 
Region: NSW 
Country: Australia 


careful, let 


your feet 
basement 


Water Level: 
Cond: 
History: 
building 


This 
space.. 


To-Do: 
last room 


completely 
active 
Still, be 
Found: 
Rating: 
Update: 


cinema 


loiterers. 


doors to 


once 
the times 
looked at 


other 


In the 2 times I have visited this location the bottom 


have not been in use, there is musical equipment and su 


room as well as the kitchen and massage parts, so be 


alone 
Avoid 


the plant rooms.. 
the 15 year old part 


time pimply cinema staff. 


Be careful dropping into the grill, look for 
cameras (it is dark down there though), and please wipe 


when entering the lower carpeted levels from the dusty 


cavity.. 

Shoe - Dry 

Excellent 

This runs beneath a hopefully soon to be abandoned 


directly next to another listed location: 


cinema is not doing very well nowadays, so watch this 
Check out the two sets of purple swinging doors in the 


had 


before the fir xit. 


Due to the confusing entry I 


lost my sense of direction, and assumed these led into 


cinema part, although they are facing the wrong way. 
careful. 

DC 

4.0/5.0 

2015-09-28 14:00:00 


(Tim Dole) - According to Josh the 


worker there is a sensor at the fire door to detect 


Additionally he witnessed 10 or so of us climbing up & 
(whoops...). When I told him we could use the fire exit 


leave he said not as he believed they were alarmed. 


CO, 


He was cool with us, even stating that he has snuck in 


before he worked ther Josh also said that "out of all 


someones snuck in, this is the most impressive (as he 


th 


rope ladder). What's down there anyway?" Even so, 


workers might not be so pleased haha. 


ch 


Katoomba High. 


the 


out 


Created: 
Modified: 


2014-01-20 13:00:00 
2017-02-15 08:06:04 


Name: 


Description: 


features. 
Features: 
leading 


leads up 
canal 


above 


to area 
into 


Locality: 
Region: 
Country: 
Care: 
infested. 


Water Level: 


The Works 
10' 


Huge junction with bricked up side pipe, 


to wall 


with twin pipes and second side staircase. 


diameter brick pipe that leads to some excellent 


large stairway, 


This 


to a huge chamber with Inhospitable flowing thru it ina 


and disapearing into an 8' 


it. A 


second staircase down to the other 


nearby manhole shaft has a tunnel 


leads 
On east bank of River Irk, 


pipe wit 


Bridge crosses the canal next 


just 50n 


t to the sluice, 


th a large sluice gate 


leading 


end of the 


leading of i 


two twin 


t halfway 


to the winder to lower the sluice gate. 
n downstream of disused 


bridge. Access from east side by going from Irkdale St to 


side, 


wading over to gap in opposite wall. 


down thru bushes opposite G] 


railway. Jump over wall, 


crossing under rail bridge, 


cross railway, 


aboveground sewer pipe. Foll 


under bridge, 


low this to bottom, 


follow d/s to edge of riverside wall. 


over wall 


jumping down into river 
Access from west by 


lendower Dr off Collyhurst Rd 


onto 
jump down 


Wade 


river, follow to gap. [AA: 100D4, A-Z: 83E5] 
Collyhurst 
North West England 


United Kingdom 
Mind flow in river. 


River is usually shin deep, 


knee 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


deep blockage halfway along 
Formation encrusted. 

2004 Siologen 

0.0/5.0 

1995-12-31 13:00:00 
2005-06-09 14:00:00 


Areas on west bank are nettle 


drain is mostly dry except for 


Name: 
Alternate: 


Description: 


stinks of 


has 
will chase 


Features: 
a 


stench, 


Access: 
step irons 


The Worst F*cking Drain Ever 
The Cranebrook Crawl 
This drain sucks for many reasons. Its short, stoopy, 


rotten eggs and diarroea, ankle deep in oozy slop and 


flooded downstream grilleroom featuring flooded 2ft RCPs, 


chock a block with mosquitos, in the middle of nowhere, 


dangerously placed step irons and psycho neighbors who 


you off and call the police... 
5ft RCP, several street grills, an upstream grill room and 


flooded one downstream, "interesting" step irons, slime, 


mozzies and burly angry neighbors. 
Street grille here: [GPS:-33.710800,150.719333] *dodgy 


and crazy neighbors* 


Flooded 
grilleroom with unlocked grill here: [GPS:- 


33.709787,150.719225] 


Locality: 
Region: 
Country: 
Care: 
neighbours. 
Eek!: 
neighbours. 


Water Level: 


Cranebrook 

NSW 

Australia 

Dangerously placed step irons, watch for psycho 


Dangerously placed step irons, watch for psycho 


Slimey - Knee 


Cond: 
History: 
drain, 


grills 
suitable 
entry. This 
was 


stoopy 


New enough but not very effectiv 
On a recent expo (Swim is in Sydney Expo) we got into this 


this is from the report: 


"After 
arriving and sussing the grills from above and seeing what 
appeared to be a 5.5 RCP, we then located the upstream 


which looked more like 5ft at this end. We found a 


street grill and the cars were parked to conceal the 
drain was horrible. It stunk of rotten eggs and diarrhea, 


chockers with mosquitoes, ankle deep in putrid mud gunk, 


apart 


up 


all 


mosquitoes and 


minutes they 


was 


crawl 


the 4ft 


could 


grill 
What are 
the 

at us. 
that 
installs 
come 

the 
drain. 
breaking 


To-Do: 
the 


sections. 


Notes: 
should 


and short, the step irons were all squiff and really far 


and we all found it a bit tricky getting into the drain.. 


Halfway through the 130m long drain we 
heard loud voices coming from above the large grill room 


ahead. They seemed to be hanging around the grills.. We 


paused crouched shoe deep in gunk, in a cloud of 


rotten air and waited for them to leave. After a few 


seemed to leave so we continued down to the grill room. It 
horrible, flooded with gunk, and we would have had to 


through a semi submerged 2ft pipe to have continued into 


"trunk". We were not keen and turned back, but swore we 


still hear these voices.. Anyway we headed to the upstream 


room for a gander and heard a loud rough voice say "Hey! 


you doing?". It was a neighbor who must have seen us enter 


gutter box.. He was standing right above the grill yelling 
He proceeded to tell us that he was calling the police and 
we are stupid for going in drains due to gasses, that he 


them for a living and they are dangerous get out and don't 


back blah blah blah.. As we exit the drain I miss one of 
stupid step irons fall 2 metres or so back down into to 
Landing back/shoulder first on a step iron and possibly 


a rib and copping some wicked bruises.! 
Not to wade though the flooded grillroom and crawl through 


semi submerged 2ft RCP into the semi flooded downstream 


Don't ever visit this drain. It was decided on the day it 


still be listed though; even just to prevent people from 
bothering with it.. 


This is one 
we actually SHOULD pass the location details on to SKU or 


Found: 
Cactua 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Motorway at 


Features: 
twin 


Glenmore 


what I'm 


pumping 


space 


Access: 
Motorway near 


overflow 


Locality: 
Region: 
Country: 
Care: 


Tubbyl.. 
2015 DC. First explored 2015 DC, SIDS, Red, Stoony, 


1s 07-9%.0 
2015-12-30 13:00:00 
2017-02-15 08:08:19 


The Writers Room 
A large grillroom full off graffiti, next to the M4 


Glenmore Park. 


MPL/TEL=165m 
Huge 10ft high grillroom, small pillars, tiny sidepipes, 


5.5ft box culverts going to very large sealed grill at 


Park end, and triple 4.5ft culverts heading off under the 
Motorway with more grills. 


The 
large grillroom is basically an emergency overflow for 


pretty sure is the main western sewer, and there is a 


station located just 20m to the east of this drain. 
[GPS:-33.782063,150.685345]. 


This 
SPS has several large hatches and harness points/confined 


signs/emergency showers ect. 
Best entry is to enter the triple 4.5 footers under 


Kiaka Cres: [GPS:-33.780953,150.685758]. 


There is a very tight exit/entry through the sewer 


grills next to the M4, near Kukundi Drive: 
[GPS:-33.781848,150.685518]. 


Padlocked heavy grill at the pond, near Kukundi Drive: 
[GPS:-33.782391,150.685789] 

Glenmore Park 

NSW 

Australia 

Watch out for graffers. 


This 


Eek!: 


Water Level: 


Cond: 
To-Do: 


locked. 


Notes: 
Creek. 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Golf 
Access: 
st 
council 
Locality: 
Region: 


Country: 
Care: 


balls 


Eek!: 


Water Level: 


place is full of very fresh graffiti and spraycans. 
Toy pieces. 

Dry - Ankle 

Good 
Properly 


xplore the upstream creek of this drain. 


We found a few large grills and outlets 
into/around the ponds upstream of here, but they were 


Ill be back.. 
This is the upper Glenmor 


Park section of Surveyors 


2014 DC, Cactua and Swim 
3.0/5.0 

2014-05-17 14:00:00 
2017-02-15 08:09:15 


Thigh Master 2000 


Begins as open canal through Woollarah and Royal Sydney 


Courses. Becomes 4'h rect, continuation of canal. 
Enter canal in Royal Sydney Golf Course [GPS:-33.878413, 
151.267395]. Drain crosses golf course and goes under Owen 


[Sw:298R02/068R02, UBD:237M14, Grg:348B14] according to 


map. 

Voollarah 

NSW 

Australia 

BDAN. Members of RSGC are very hoity toity and dont like 
strangers who dont pay $3,000 membership. Duck flying golf 


and clubs. 
Smelly entrance. 
Slimy-Shoe 


To-Do: 
to play 


Notes: 
Drains 


ass 


Nearby: 
Found: 


Better access description. Push to end. Show golfers how 


drolf. Hold a riot. Make love. 
One of the main drainage areas of the Eastern Suburbs. 


into Rose Bay. Given age of area and what was found at 
Extincion who knows where/what it leads to?. 

Vault, Clogged Clam, Havyatts, Mass Extinction. 

2004 Syme. 

270/570 

2010-03-26 13:00:00 (Sledgy) - Drain actually runs under 


Murriverie Rd. This explorer got to Bonus St gutterbox 
before 
heading back. 


Features: 
Multiple height changes. Starts as a backbreaker for 
approx 200m 


then changes to approx 4ft concrete tunnel. 

After a while becomes oviform then back to rectangular 
tunnel 

again. Max height is probably about 5ft. 

Also has small slide which leads to god knows where. 

Eventually you get to a fork in the pipe. Head left takes 
you up 

Murriverie Rd. Right side is unknown at the moment. 

Half way up left hand tunnel is a 2 x 2ft piece of sheet 
metal 

dynabolted to the ground. A seperate flow of water runs 

underneath. Dropped rock in it, sounded like a 3-4 ft drop 
given 

time it took for rock to hit. 

To Do: Find the end of this thing. 

Historical note: Newspapers pasted to the ceiling at one 
point. 

Date roughly made out to be 1930's. 

Would also possibly raise rating to good. 
Created: 1995-12-31 13:00:00 
Modified: 2016-06-29 00:46:49 
Name: Thin Lizzy 
Alternate: Queen Elizabeth Park Drain 
Description: An interesting, but mainly stoopy drain with a large 


bunker like 


sandstone section just inside the inlets. 


Starting as a 4ft culvert behind the toilet block 


in 
Queen Elizabeth Park, going under the main street, before 
becoming 10ft sandstone room after around 10m and heading 
off 
under the sandstone viaduct on James Street, it then 


shrinks down 


covered 


to the 


Features: 
sleepers for 


section 
several 
Access: 
railway 


Park. 


above looks 


at the 
going 


to 


way, but 


Locality: 
Region: 
Country: 
Care: 


again at Glanmire Park to twin 4ft rcep's, then to a 4ft 
culvert under the tennis courts and eventually joining up 


Farmers Creek canal via a small junction room. 


MPL=200m 


TEL=500+m 
Rusted railway track grill on entry, rotting wooden 


the roof under the Main St section, and Sandstone block 


with steel plate roof in the larger James St section, 


shape changes. Small sidepipes, broken old pipes running 
overhead. Reinforced sections, manholes. 
The best access is to slip through the gaps in the old 


track grill behing the toilet block in Queen Elizabeth 


[GPS:-33.482946,150.151859] 


(These 
gaps are a very tight squeeze, and the concrete block 


like it wants to collapse. Be very careful). 


The Farmers Creek end of the system is here: 
[GPS:-33.479586,150.149323] Take the right 4.5ft culvert 


junction room. The left pipe shrinks to 3ft culvert before 


under the hockey fields and State Debt Recovery building, 


merge near the railway station). 


Several heavy manholes and slabs at grillrooms along the 


not recommended, some are on roads. 

Lithgow 

NSW 

Australia 

The entry to this drain requires car 

There are 

a few very unstable sections along this old drain. 


The entrance is a very tight squeeze through the 
bars, and a big crack in the roof above here too.. 


Eek!: 
are going 


The Queen Elizabeth park end and the Main Street itself 
to collapse one day if they don't do some upgrades soon. 
A trucks wheel fell through the roof of 


this drain in the smaller downstream end in 2012: 
http://www.lithgowmercury.com.au/story/184058/got-that- 


sinking-feeling/ 


Water Level: 


The left unexplored branch at the 
outfall also has bad cracks in the roof. 


Cond: 
To-Do: 
room. 
Notes: 
wonder if 


heavy 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


corner from 


ball 


enterance 
for 
fora 


section 


then 
700m 


gushing 


Slimey - Ankle 
Okay-Poor 
Not explore the mega stoopy branches downstream of the 


There are rumours of an old bunker under this park, I 
this room is what they meant? It does have a bunker style 


steel plate roof. 
2002-2014 Cactua and DC 
2.0/5.0 

2014-05-12 14:00:00 
2017-02-16 17:04:32 


Three legged dog 

the breakers, tuffnuts 

probably been done but here it goes.... 

three tiny size drains off sydenham canal around the 


wired and preds drain..... basically featureless hardcore 


breakn badness 
1. red brick 


nteranc ( tel = lkm ) 3.5ft ( just ) 


goes forever under marrickville metro and suburbs..starts 


first few hundred metres brick side, concrete roof then 
culvert ( assumed ) shrinks to 3ft oval base flat roof 


before returning to 3.5ft insanity 
2. + 3. twin 3ft square rcps finally join together 100m in 


becom 


featureless ball breaking badness for ever....went 
plus in and no sight of ending or light...loud sound of 


water up ahead...eek ! 


Features: 2 + 3 exposed girders and steel roof section 
1. ball breaking culvert 
Access: ue - end murray st over fence near marrickville 
MECE OG ree walking 
down canal from wired / preds take left 180 turnback split 
in 
canal ...see ball busting goodness...go good explorer 
no exits found ! not even manholes 
park anywhere, relatively deserted at night 
Locality: Sydenham 
Region: NSW 
Country: Australia 
Care: nearby w/h careful for seccers 
Eek!: loud rushing water sound up twin reps about 500m + 
Water Level: Slimey - Ankle 
Cond: xcellent generally 
History: unknown 
To-Do: find midget explorer or hardnut type to map further 
better off walkin round to preds ! 
Notes: sure its been seen before...but has anyone ever gone up it 
l 
Found: 2007 hatsumi..... 
Rating: 1.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2007-08-24 14:00:00 
Name: Three Little Pigs 
Description: 3 Sections. 
Upstream: 
Rectangle Box 2m x 3m x 40m leads to 3 x 3 x 2 grill room. 
2 reps just under 2m high going for 40m with 1 x GBG entry 
each. 
Both lead to another grill room 2 x 3 x 2. 
1 rcp same height as other 2 goes from 2nd grill room to 
outfall 
approx 100m. Flooded above knee in last 30m. 
MPL 180m approx. 
TEL 220m approx. 
Features: Gutter box entries. 
Grill room entries. 
Manhole entry. 
Sculptured waterfall at upstream entry. 
One small lonely Bat. 
Access: Jump fence in Warrigal Rd to enter 1st grill room here: 
GPS:-33.743343,151.230306 
2nd Grill Room:-33.743163,151.231505 
Outfall:-33.742539,151.232893 


Locality: 


Frenchs Forest 


Region: 
Country: 
Care: 
using 


Prob BDAN 


Eek!: 


NSW 
Australia 
Took 3 separat 


attempts to do this drain due to residents 


cul de sac for kids activities/gardening/car detailing. 


to save hassle. 


Gated community ie yup 


yups here: 


-33.744589,151.230031 which is in upstream section. 
Park in Carnarvon Dr near outfall. 


Water Level: Dry - Waist 
Cond: Clean 
To-Do: Be quiet. 
Found: Fl@sh 2010 
Rating: 2.0/5.0 
Created: 2010-03-22 13:00:00 
Name: Three Pits 
Description: Long drain, 6' dual parallel rectangular sections. Near 
basin 
end, there are windows between the two sections. Here also 
are 
three side tunnels that lead to the '3 pits', which are 
lifting 
pump shafts to raise water from the basin. See also 'The 
Basin'. 
MPL=644m. TEL=1.288km. 
Access: 0,UE: Down channel from "Predator's Drain", ie off Sydney 
Steel 
Rd [Sw:296L17/074L17, UBD:255E13/017K09, Grg:374E13, 
GPS:-33.9119471353,151.169985185]. 
#9,AE: Sth of embankment of 
rail line between Sydenham & Marrickville at Fraser Park, 
alongside d/s end of Roosters Egg [Sw:296J318/074J18, 
UBD:255C14/017F12, Grg:374C14, GPS:- 
33.9153529739,151.164363762, 
XED, XNL, XWPT]. 
Locality: Marrickville 
Region: NSW 
Country: Australia 
Nearby: *Course: Predator's Drain/Wired == Three Pits 


(Basin) /Rooster's 
Egg ==<Cooks River 


(Tempe Stn). 


Found: 1991 Predator. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 


Modified: 2004-09-27 14:00:00 


Name: 


Description: 


Features: 
Access: 
The most 


Locality: 
Region: 
Country: 
Found: 


Name: 


above. 


third 


U2. 
Access: 
is here, 


Locality: 
Region: 
Country: 
Eek!: 


Water Level: 


To-Do: 
junction 


Found: 
Rating: 
Created: 


Name: 


Description: 


are 


Description: 


Thunderfall 

Boring straight 6' rcp. 

Small waterfall. 

North of Mawson shops on the north side of Mawson Drive. 


right hand of three RCPs. [GreghL:70C7]. 
[GPS:-35.36394,149.094096]. 

Mawson 

ACT 

Australia 

1998 Ogre/Mr India/Siologen 

135/95 <0 

1£995=12=371) 13200200 

2005-07-09 14:00:00 


Timberline 
5.5ft RCP drain with several small junctions with GBGs 


First junction becomes 5ft, second junction remains 5ft, 


junction becomes 4.5ft, and shrinks thereafter. TEL=100m+. 


Park near 13 Timberline Ave, West Pennant Hills. Outfall 


at [GPS:-33.751189,151.042672]. 
[GPS:-33.75115,151.04292]. 

Vest Pennant Hills 

NSW 

Australia 

Cobwebs and drain spiders. 

Dry - Shoe 

Get GPS coordinates for each GBG access points as per 


GBG here, at 


rooms. 
2013 Red 

0.0/5.0 

2013-03-30 13:00:00 


Tin Whistle 
Drain. TEL=250m. 


The new drain sections are Twin concrete box style, and 


approx 5'5 in height. 


blocked 


box 


around 


where 


Approx GPS co-ordinates are; 


1.) -33.770221,150.848144 - There is bent grill here. 
Bent grill is currently no good for access. 
5'8 Corrugated pipe runs to here, where it is currently 


off with ply wood. 

2.) [GPS:-33.770221,150.848144] - The 5'5 twin concrete 
sections start around here. 

3.) [GPS:-33.769652,150.849701] - Twin box section ends 
here -ish 


4.) [GPS:-33.769946,150.849873] - I think this is approx. 


the 5'8 Corrugated pipe runs under the train line. 


5.) [GPS:-33.769823,150.849825], [GPS:- 


33.769882,150.849863] - 


Features: 
are 


Access: 
Pde, 


Locality: 
Region: 
Country: 


Notes: 
towards 
Found: 


Rating: 
Update: 


concrete 


Created: 
Modified: 


Name: 


Alternate: 


Vater Level: 


approx location of blocked 5'8 corrugated pipes. 
Twin 7'h entrance that splits into three 5'8 rounds that 


lined with 6 mm thick steel. 


T 


0,UE: Beneath overpass, next to council depot, NE of North 


next to rail line [Sw:229C16, UBD:167E16, Grg:242E16, 
GPS:-33.7704934273,150.84765915]. Near station. 

Rooty Hill 

NSW 

Australia 

Shin 

UPDATE SWIM 2013:Tin Whistle is currently under 
renovation/diversion, and is being extended down stream 


the Rail over-pass near The Blacktown AFL/Cricket Stadium. 
1998 Siologen. 
2.0/5.0 
2013-10-19 13:00:00 (Cupid) - Construction complete; old 
corrugated and new concrete sections are now under a 


slab. Access is easiest at outfall, near bridge underpass. 


1995-12-31 13:00:00 
2013-11-07 13:00:00 


Titty Sprinkles? 
I got nothing.. “That took me forever to come up with. 


Description: 
towards the 


Centre 
side 
Hooters, 


drains ata 


where the 


Features: 
90° turn 


boxes, one 
the 


corner and 


Access: 


look for 
would have 
Surveyors 


Locality: 
Region: 
Country: 
Care: 
seen by 


won't even 


This is a 6ft RCP drain running along under Mulgoa Rd 


M4 Motorway just south of Penrith. 


It starts in the large canal behind the Penrith Trade 
before taking a number of turns passing a heap of small 


pipes and street grills (one directly out the front of 


hence the name) before splitting off into two smaller 


room near the Penrith Homemaker Centr 


One 4ft RCP continues S/W towards the motorway, 


other is a 3ft RCP heading S/E. 


E 


MPL=600m 
Some curves and corners along the way, including a near 


just inside the entrance, small side pipes to gutter- 
very straight section with evenly spaced grills off into 
distance streaming sunlight in, before taking another 


becoming pitch black for the rest. 


Unexplored 3 and 4ft sections for the hardcore explorers. 
Located on western side of Mulgoa Rd here: 
[GPS:-33.767843,150.677635] 


Park 
anywhere in the area and walk down into the large canal 
(Surveyors Creek Canal), head under the road bridge and 


the 6ft outfall on your left, the smaller outfall you 
passed on your way down (eastern side of bridge) is 


Creek Drain** 

Jamisontown 

NSW 

Australia 

No real care required with this one, can really only be 


passing pedestrians on the overpass and they probably 


notice or give a shit anyway. 


Water Level: 


Cond: 
History: 
To-Do: 
Notes: 
It's best 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


outfalls, 
then 
with 


Features: 
Access: 


Locality: 
Region: 
Country: 
Eek!: 


History: 
Found: 
Rating: 
Created: 


Name: 


Description: 


is now 


downstream end. 


Features: 


Water Level: 


Oh, 


there are frogs living in this drain so watch your step. 
Dry - Shoe 
Good 


Some RCP sections have 1975 scratched into them. 
Crawl up the 3 and 4 ft pipes? 
**The Surveyors Creek Drain outfall is stoopy and long. 


attacked from the upstream end (that drain is backwards!). 
2015 DC & Cactua 

230/520 

2015-10-17 13:00:00 

2017-02-16 17:05:24 


TMNT 
Teenage Mutant Ninja Turtles 
Lake overflow/spillway. MPL: 50m. Triple rectangular 


link up after about 30m to well above standing height. It 


changes to 4.5' rcp x4 linking up again into a big room 


grilles in the ceiling. You are now under the lake. 
Pop up under the lake, look out the hatch in the lake. 
Outfall is between Schofields Rd and Arrowroot St. 
[GPS:-33.694032,150.911958] 

Parking: The Ponds Boulevard and Arrowroot street. 

The Ponds 

NSW 

Australia 

A couple of Bats sighted 

Shoe - Ankle 
Constructed late 2013 
Raptor 2014 

2.0/5.0 

2014-06-10 14:00:00 


Toadie 


The remains of the side tunnel that used to run off what 


Aquacave, but with a big 10' rcp now added to the 


Pond entrance, two large grille shafts, giant 


chamber (30'high), 


grille 


slide and balcony in big room, 9ft rcps, guestbook, fancy 


room. Lots of Cane Toads! 


Access: 
LEB 


end of 


O'Connell 


from #3 


road 


ICB & 


between 


Locality: 
Region: 
Country: 


Water Level: 


1:Round outlet on river off Campbell St Bowen Hills, near 


[139 R20] #2:RMH in O'Connell Tce (southern lane), east 


park. [159 r1] 


3:Grilles in park, Bowen Bridge Rd and 


Tce (near fence) [159 r2] #4:RMH in RNA, 10m inside fence 


(bolted) [159 R2] #5:RMH in RNA, near storage area under 


bridge [159 R2] 


6:RMH near grille room in park between 


Gilchrist Ave [159 Q3] 


7:Grilles in lake. Victoria Park, 


ICB and Gilchrist Ave [159 N5] 
Bowen Hills 

QLD 

Australia 


History: 
2001 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


area of 
complete 
side 

visible 


Sft 


leads to 


This 
explored. 
Features: 


Access: 
Street as 


1: Tidal (knee-swim) 
This tunnel and what is now Aquacave wer 


separated in 


Boat to slide 

Toadie Orig: 1998 Azza, Toadie Now: 2002 Dsankt 
0.0/5.0 
1995-12-31 13:00:00 
2005-09-09 14:00:00 


Toms Iron Knob 
1) 6ft RCP opening into flood plain in a newly developed 


Fyshwick. Decent size chamber approx 40m's from entrance 
with concrete ledges that could sleep 2-3 grown humans. 2x 


pipes connect to this chamber. 1x 5ft and 1x 3ft. Debris 


in 3ft side pipe appears to be causing a slight blockage. 
contains a few small rooms. 


2) Diagonally across from entrance is a a 5ft pipe which 


a large grille room closer to the GPT and sediment pit. 


grille room contains 2x 4ft pipes that are yet to be 


MPL=100ms TEL=1km approx 
Grille room. Large Chamber. Small waterfalls 
1) Lots of parking on Beaconsfiled Street and Iron Knob 


parked 
just 


roundabout 


slight 


most of the blocks are vacant. When I visited this site I 
basically right above the grille room on Tom Price Street 


passed the round about. Nearest intersection is the 


where Beaconsfield, Tom Price and Iron Knob Streets all 
intersects, The grille is unmissable to any one with a 


drain eye. [GPS:-35.33955,149.183953] 


2) Access to grille room is here, at [GPS:- 


35.338654,149.184291] 


Locality: 
Region: 
Country: 
Eek!: 


Cond: 
History: 
system. 
To-Do: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Tooheys 


Access: 


Locality: 
Region: 
Country: 
Care: 
major 


Eek!: 


Notes: 
the twin 


Found: 
Rating: 


Water Level: 


Water Level: 


Fyshwick 

ACT 

Australia 

Spiders 

Dry - Shin 

Untouched. 

Built/finished circa 08/09. May have replaced older 


Explore 4fts in Grille if one so desires 
2013 Delo 

30/45730 

2013-07-29 14:00:00 


Tooheys Twins 
Vhats Revenge 
Twin 5ft rectangular concrete underpass running between 


Rd & Bentley St, Wetherill Park. 


MPL & TEL=200m. 
Enter canal between 8 & 10 Tooheys Rd here... 
[GPS:-33.849069,150.881284] 
Or canal between 2 & 4 Bentley St here... 
[GPS:-33.848053,150.8832 


Wetherill Park 

NSW 

Australia 

Very exposed area amongst very busy industrial sites. 


catchment during floods, stay out during heavy rain. 
Floods to roof during extreme downpours. 

Dry - Ankle 

Explored on a rainy day, water tends to run in only 1 of 


pipes unless there's a flood. 
2011 - Blakjak, Oriface, What 
0.0/5.0 


Created: 


Name: 


Description: 


Features: 
Access: 


grill. 


Locality: 
Region: 
Country: 


Found: 

Rating: 
Update: 
U/S see 


along 


end 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Trachea 


Features: 
Downstream 


Access: 


Locality: 
Region: 


Vater Level: 


2011-06-29 14:00:00 


Toxic Swamp 

7' RCP, shrinks to 6', smells of aftershave. TEL=500m. 
Empties into a big smelly turd infested spraycrete swamp. 
9,UE: Base of M2 embankment, between Carolyn & Yvonne Sts 
[Sw:251N16, UBD:210B04, Grg:306G04, 
[GPS:-33.81604297,150.960464437]], N of Old Prospect Rd. 


UPDATE Red 2012: 
Upstream exit here, at [GPS:-33.821136,150.955606]. Lift 


Watch out for cars! 

Greystanes 

NSW 

Australia 

Ankle at entrance 

1999 Siologen. 

250/59 2.0 

2010-04-08 14:00:00 (What) - Roughly about 400M Traveling 


a small 4Ft RCP Travel in it to get to Grill room continue 


the 6Ft RCP goes on for another 300M untill another dead 


Grill Room. 


1995-12-31 13:00:00 
2010-04-08 14:00:00 


Trachea 
Oesophagus 
4ft rectangular box into 3ft squashed flattened round 


section. 
TEL 150mtrs 
Nice old natural sandstone walled canal at entry. 


section of Roundeye drain. 

Entry behind new fence @ 24 Carlotta Ave Gordon. 
[GPS:-33.750445,151.150734] 

Exit @ 31 Pearson Ave. 

GBG at shape change. 


Gordon 
NSW 


Country: 
Care: 
Eek!: 
like the 


Water Level: 


Australia 
Entry/Exit are on private property. 
Trachea section sits under a massive residence and looks 


Cond: 
Found: 
Rating: 
Created: 


Name: 


Description: 


brick 


Access: 
the cnr 


for 


#9,PX: Unknown, 


near 


Locality: 
Region: 
Country: 
Nearby: 
India's 


Hole) 


Found: 
Rating: 
Update: 
Loaf - 


Take a 


Created: 
Modified: 


Name: 
Alternate: 


Bennelong 


Description: 


drain bulges under the weight. 
Slimey - Shoe 

Trachea section = squashed 
Fl@sh 2010 

2.0/5.0 


2010-06-04 14:00:00 


Trafalgarian, The 
Old drain underneath a railway line abutment. 3.5'h red 


drain with rounded roof. 
0,UE: Hinged type gutter grille, Trafalgar St, 30m from 


of Liberty St [Sw:296M10/064M10, UBD:255F06/013L11, 
Grg:374F06/017A11, GPS:-33.8956572513,151.172063735]. Look 


the milage sign 3.917 (distance from Central). 
it may come out towards the end part of the Loaf Drain 


Salisbury Road, Stanmore. 


Enmore 

NSW 

Australia 

*Johnson's Ck Course: (Trafalgarian) == Loaf == (Mr 
Vestibule) == (Orphan School Creek) == (Hereford Hell 


==<Rozelle Bay. 


2001 Bullwagon. 
22-075 20 
2011-08-04 14:00:00 (Ratter) - Yep, this connects to the 


about 800m downstream through a boring backbreaking rect. 
skateboard. 


1995-12=3113::00700 
2011-08-15 14:00:00 


Transgrinder 
Bennelong Outfall/Drain. 
An ancient relic recently modified. Used to be the old 


Features: 
sandstone 


smooth cut 
of 4' 
atmosphere. 


Access: 
Lane, 


33.862562,151.2 


Need to 


enters 


near 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Update: 
in 


Pl and 


Created: 
Modified: 


Name: 


Description: 


creek. TEL 
Features: 
Access: 
Station. 


the 


gully 


sewer, many years ago. MPL=800m. TEL=1km. DBAN. 
Old 6'6 brick balloon, 7' concrete arch, 7'rough cut 


(for diversion around carpark), 7' concrete rect, 7' 


sandstone varying and swapping often, finishing with 300m 


concrete rectangle to the harbour outlet. Big on 


1,UE: Round manhole in Young St, roughly opposite House 


and adjacent to a large tree, [Sw:277K14/024K14/056K14, 
UBD:236E06/001K12, Grg:345K06/001K12, [GPS:- 
11227] 


ti 


9,UX: Under the Opera House apron at the N end to the 


swim. Emergency exit is dry overflow, 2' diameter, long, 


harbour. 
New entry found; trimar in front of bus stop on the road, 


the corners of Reiby Pl and Loftus St. 
[GPS:-33.862751,151.210394] 

Sydney CBD 

NSW 

Australia 

Ankle-Knee-Swim 

1995 Mullet. 

5407570 

2010-11-17 13:00:00 (Scarecrow) - New entry found; trimar 


near the corners of Reiby 


front of bus stop on the road, 
Loftus St. [GPS:-33.862751,151.210394] 


1995-12-31 13:00:00 
2010-11-17 13:00:00 


Translucid Worms Hole 
5ft rcp one split into 4fters.Flows south into wolli 


100m 
Weird transparent worms. And... No really that's it... 
Park at the West end of Henderson St, near Turella Train 


Cross Wolli creek on the bridge and head slightly right up 


grassy hill. The entrance is in the top end of the small 


with vegetation. UBD: 27434, [GPS:-33.927658,151.137468] 


Locality: 
Region: 
Country: 
Water Level: 


Turella 

NSW 
Australia 
Slimey - Shoe 


Found: 
Rating: 
Update: 
now 5' 


trap, cage 


it 


Some 


the 


Created: 
Modified: 


Jevil & Bastion, 08-2008 


1.0/5.0 

2014-05-12 14:00:00 (Maggot) - Drain has been upgraded. Is 
into a large chamber with about 8-10 grills, pollution 

and sludge. 


This drain is actually pretty cool now, 


albeit short. Do 


during the day, bring an inflatable whale. You might want 


milk crates to negotiate the foot deep water and sludge in 


chamber. 


2008-08-04 14:00:00 
2014-07-22 14:00:00 


Name: 
Description: 
to 6! 


20M then 


Features: 
the 


Enigmatic 
painted 
Access: 


Sts 


signs. 


Trapped! 
Huge canal, but first 20m of drain is a 


for a bit then short crawl into bizzare 


4.5" RCP. TEL=50m. 
CDS-GPT made up of 5 rooms - 2 of which 


trash compactor the heroes were trapped 


crawl. Opens out 


GPT then 6' for 


are reminiscent of 


in Star Wars. 


central room. Exit into kiddies play park where stream is 


on the ground following the path of the 


[Sw:273K09, UBD:232A01, Grg:339F01, 
GPS:-33.8474471374,151.038683656]. Look 


drain. 


9,UE: Canal E side of Dartbrook Rd between Hall & Simpson 


for Sydney Water 


#1: Swing grille d/s of GPT or either of 2 others just u/s of 


Locality: 
Region: 
Country: 
Water Level: 
Notes: 

back 


GPT. 
uburn 

SW 
ustralia 
hoe 


NnP a DP 


out. 


trength required or you'll be trapped and have to crawl 


Found: 
Rating: 
Created: 
Modified: 


2003 neXus/FeNix. 


4.0/5.0 


1995-12-31 13:00:00 
2004-09-04 14:00:00 


Name: 
Description: 
Features: 
(20'h x 
waist, 

by a 

Access: 
Argle 
Twonkin 


entrance. 


#2,AX: Grill 


#1,AX: Grill 


Locality: 
Region: 
Country: 
Eek!: 
Notes: 

of park 


grill T3 
Found: 
Rating: 
Created: 
Modified: 


Trashcan 
4'-5' RCP. 4 


" brick. MPL=272m. TEL=350m. 


Big Room 280m up, with a huge overflow diversion tank 


15'w) and two very weird side tunnels (one is flooded to 


but may lead 


waterfall 


to another tank). Also, the drain is diverted 


4' high ramped wall. Drain dead ends at an impassable 12' 


9,UE: Follow path NW cnr Burrows Park, Princes St, opp 


Ave, to canal [Sw:255E14, UBD:213N02, Grg:312C02, 
GPS:-33.813966683,151.11193613]. Climb in. That is The 


entrance. Fo 


e before actual 
e at end of 
extra filthy 
Ryde 
NSW 
Australia 
Supreme scum 


llow canal d/s & take first turn L. Small 


trashcan. 


RCP on L beyond diversion wall. 


and filth in tank. 


To see trashcan from above, look for it in small section 


off the part 


of Argyle Ave that runs SW-NE. Nearby is 


1998 Siologen. 


2.0/5.0 


1995-12=31- 1340.0700 
2004-08-14 14:00:00 


Name: 
Alternate: 
Description: 
Features.: 
cliff. 


Fuckin 


clean. 


Treacherous 


Coogee Outfall Sewer Relief Tunnel. 


Emerges as a 


Rarely active Sewer overflow tunnel. 


6' brick balloon at the base of a 40m high 


Ends at a huge, horrendously smelly sewer overflow point. 


Rank. However most of tunnel save the last 100m is fairly 


Access: 
rocks 


but 


Locality: 
Region: 
Country: 
Care: 


sewage, if 


tunnel 


Water Level: 


Very old. 


m 


9,UE: Low tide only, walk N from Coogee beach, around to 


[Sw:298N19/078N19, UBD:257J15, Grg:377J15, 
GPS:-33.918670224,151.261131768]. Tunnel is in rock face 


round base of sea cliffs. Can be seen from top of cliffs 


looks smaller than it really is. 


*Exit: Not fully explored, 


doubtful though. 

Coogee 

NSW 

Australia 

May suddenly discharge a raging torrent of untreated 


you're unlucky. Huge waves crash into the cliffs and the 


at high tide. 
Tidal, Shin-Waist. Dirty water 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


with 


Features: 
coins, 


Access: 
between 4 


U/S, take 


the 


Locality: 
Region: 
Country: 


Water Level: 


Cond: 


Giles Gym, but you'll have to back in time. See GONE. 
1999 Siologen. 

3.0/5.0 

1995-12-31 13:00:00 

2004-09-19 14:00:00 


mm 


Treasure Trov 
Playschool Extension, Cointopia 
7' Brick arch with concrete ribs. 20' high GPT chamber 


difficultly positioned stepirons. 
MPL 500m 
A huge amount of treaure stuck into the drain floor- 


knives, car parts. Extension cord. 

More treasure and an eel in the GPT. 

A ribbed brick arch entry, under the rail line. 
(Difficult entry) Via same canal as Playschool- Laneway 


& 6 Chestnut Dr [Sw:316B12, UBD:274L12, Grg:403F12]. Go 


rectangular entry, then take the small RCP to the right of 


junction. 

(Easy entry) Over the rail fence on Railway St, near the 
roundabout. GPS:-33.944348,151.140803 

Banksia 

NSW 

Australia 

Dry - Knee 

Good 


LO=DO3 
Found: 
Rating: 
Created: 


Name: 


Description: 


Pulp and 
plant. 


Features: 
Access: 
[Sw:337RO01, 


follow 
abandoned 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


all to 
Features: 
reached the 


pockets 


under the 
space 
the 


swing 


Vater Level: 


Explore U/S as far as you can 

05-07-2009, Diode, Ghost, Hatsumi, Scarecrow 
2.0/5.0 

2009-07-12 14:00:00 


Triad 
Three parallel 6' x 8' drains, that go under Australian 


Paper Mill's Botany Bay plant. Grills looking up into 


TEL=300m. 
Hidden entrance, old dam at exit. 
0,UA: Enter canal under N end of Bumborah Point Rd 


UBD:296L05, Grg:436F05, GPS:-33.9669563994,151.225126765], 


(zal 


Drain entrance is in N side of canal just before 


rail bridge. Entrance is 5'h, increases immediately. 
Matraville 

NSW 

Australia 

Shoe 

1992 Diode. 

240/520 

1995-12-31 13:00:00 

2004-09-12 14:00:00 


Trials of the Explorer 
Balls Deep 
A series of trials for th 


intrepid explorer. Pass them 


earn 75 HP and 40 Stamina. 
MPL approx 400m 
Mostly 5' RCP with many shafts. Once the 


xplorer has 
sound of the waterfall, ye must remove all valuables from 


and deactivate pants, then wade in and bow to the water's 
surface. By doing this you show your faith and can pass 


barrier. To the left is the outfall which has about 5" of 


from the top of the water to the top of the drain, and to 


right is more twisting RCP with huge shafts, as well as 


grilles. 


Access: 


Swing grille of east side of Bunnerong Rd 
[GPS:-33.972297,151.23598] 500m south of Military Rd. 
Upstream swing grilles located at [GPS:- 


33.972209,151.233036] and 


Locality: 
Region: 
Country: 
Eek!: 

the 


Vater Level: 
Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
section. 
Access: 
blocked off 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
changing and 


One 
of the 


Features: 
*cough 
merit. Dope 


Access: 
and to 


nearby. 

Matraville 

NSW 

Australia 

If you're up to the task don't open and swing grilles in 


upstream section, 
Dry - Waist 
24-09-2009- Ghost, 
1.5/5.0 

2009-09-23 14:00:00 


there's trucks driving around. 


Hatsumi & Scarecrow 


Trillium 
Long, dead straight 10ft rcp. 
Not much, one side tunnel, a small slide, 


odd underpass 


On the left, 100m down Sherway Dr, which is a dodgy 


road next to the Trillium Health Centre 118 S3] 
Alderwood 
OR 

United States of America 
Knee at outfall 


[Mapart: 


2004 Angels of The Underground 
23: 5/9% 0 

1995-12-31 13:00:00 

2007-06-11 14:00:00 


Trioxeratogenocidicicycletasticularitivity 
I thought it was Triple Sliple, but its not. 
Three drains, all of them 8' Rectangle featuring oft- 


excellent graf. One leads to salvation and enlightenment. 


leads to the other end 


leads to your untimely demise. On 


drain. Choose wisely! MPL=50m. TEL=150m. 
Seriously impressive graf. A lot of drain graf is crap 


urbexcrew cough*, but this stuff has genune artistic 


crop nearby, but good luck finding it. 
Bush bash. Ask Seeker for guided tour. Upstream, 


overland, 


Locality: 
Region: 
Country: 
Care: 
swarms of 


the left of Seekrs Wang. [Sw:%%, UBD:%%, Grg:%%]. 
Carlingford 

NSW 

Australia 

Dope crop nearby. Graffers. Right hand tunnel contains 


deadly, deadly moths. 


Water Level: 


Cond: 
TLo=Do% 
drain 

climb up 

to 

pillbox 
underground 
leave ina 
Found: 
Rating: 


Created: 
Modified: 


Name: 


Description: 


Features: 
the area 


Access: 
X 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


room 


Slimey - Shoe 
Painted. 


Head upstream, and find a fallen tree. Drag downstream to 


and go in left-hand tunnel. Prop tree against wall and 


tentatively to enter overhead outfall. 


Walk along outfall 
beside M2, do a spot of freehand rock climbing, and enter 


looking thing and head right. Proceed 100m to find 


lake complete with ducks. Get freaked out by ducks and 


hurry. 

2006 Seeker. 
3.0/5.0 

1995-12-31 13:00:00 
2007-01-17 13:00:00 


Trioxides Bent Spoon 
Small drain, with pillars and an unusual grille. 
Its 3' max. Don't bother doing the whole drain, its only 


near the grille that is worthwhile. 
5,UE: Grille in carpark, Concord RSL, cnr Nullawarra Ave 


Nirranda St [Sw:274R09, UBD:233H01, Grg:341H01]. 
Concord 

NSW 

Australia 

1998 Trioxide. 

O57 5.20 

1995-12-31 13:00:00 

2002-06-30 14:00:00 


Triplane 
MPL approx 250metres. Three 4foot high by 10 foot wide box 
culverts. After 200 metres the 3 meet in a wide junction 


milperra 
Features: 
merge 
Access: 
through 
33.930730, 
Locality: 
Region: 
Country: 


Care: 
Eek!: 


to 


Cond: 
To-Do: 
de 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


into 
Features: 


Access: 
Rd 


u/s. 
(300m in), 
Locality: 


Region: 
Country: 


History: 


we miss 


Vater Level: 


Water Level: 


and turn into two 5foot high by 6 wide which run under 


rd. 
TEL. Unknown. 
Lovely grill reflections in the junction room where the 3 


into two. 
Corner of the Horsley rd and Sheridan close (-33.932181, 
150.994354). Best access is listed above, easy to enter 


canal, not much traffic. Can exit on airport side (- 
150.995958) although a lot busier. 

Milperra 

NSW 

Australia 

Sore back 

Signs near entry warning of contaminated water. 
drinking or swimming. 

Shoe. Death if it's raining. 


Sorry no 
During a storm the entrance 
these drains have been completely submerged. 


Reasonably new and as of recently graff free. 
Connect this to further upstream section, possibly Patin 


Glacé drain. 

DB aka The drain bandit 
230/520 

2016-07-29 02:26:15 
2016-10-31 22:34:29 


Triple Donger 
Canal that splits into three drains, which then split off 


or 


even more smaller drains 6-8'. TEL=300m. 
Unusual 'egg' shaped drain, HUGE Eels, mini ramp. 
9,UE: Canal between the Audi & Holden dealerships on Link 


[Sw:297L17/076L17, UBD:256F13/019L09, Grg:376A13, 
GPS:-33.9118065933,151.211324961]. Beside Audi building Go 


1,UX: Thru window above ramp where drain lowers to 4' 


wire mesh was already removed by non-clan personages. 
Zetland 

NSW 
Australia 

Ankle 

UPDATE Blakjak 2015: 

The building above this drain has been demolished (how'd 


this?), for sale sign on fence. 


Nearby: *Course: Triple Donger == Depot Drain ==<?. 

Found: 2002 Blakjak/Drac/Millsy/Starla. 

Rating: 4.0/5.0 

Update: 2015-11-02 13:00:00 (Scarecrow) - Main long chamber with 
pillared 


Sides gone. Replaced with concrete rectangle. 


Created: 1995-12-31 13:00:00 

Modified: 2015-11-30 13:00:00 

Name: Triple Sliple 

Description: 3 x 7' rect drains under the M2. MPL=38m. TEL=114m. 
Access: 9,UE: Somerset St (E). Walk along bush track, take first 
L turn, 


cross creek then bush bash [Sw:234012, UBD:173G12, 


Grg:251G12, 
GPS:-33.7649778375,151.09556468]. 
#0,AX: Other end is swampy. 


Locality: Epping 
Region: NSW 
Country: Australia 
Water Level: Slimy-Shoe 
Found: 2002 dTrog. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2002-06-30 14:00:00 
Name: Troll Land 
Description: Several 6' RCP's connected with rooms at various junctions 
under 
new estate. Long 5' sections lead off from the main 6 
footers. 
TEL=500m. 
Features: A number of rooms - the largest about 35' x 15' has 


pillars. Some 
smaller rooms have wooden bridges across the top with 
trapdoors 


in them. There are fluro lights on the underside edges of 


the 
bridges shining into the drain. 
Access: Acc details not in usual 0-9 seq: 
#1: Swing-grille on NE cnr 
Victoria Park Pde & Gadigal Ave. 
#2: Next swing-grille N along 
Vic Park Pde. 
#3: More swing-grilles in Grandstand Pde. 
*In 


probably 


fact, a lot of swing grilles near corners on this estate 


lead into this drain. 


#4: Wooden bridges in median strip on 


Morris Gr near Vic Park Pde. 


#1-4: [Sw:297K14/076K14, 


UBD: 256E10/019K04, Grg:375K10, GPS:- 


33.906768948,151.210283922]. 


#5: Wooden bridges in median strip on Hutchinson Wk near Vic 


Locality: 
Region: 
Country: 
Care: 
points 


distance. 
Eek!: 
pillars 


out water 


while 


front of 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Features: 

Access: 
[143 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Vater Level: 


Park Pde. 
Zetland 
NSW 
Australia 

Builders around during the day. Also, almost all access 


except #5 have appartment balconies withing spitting 


About 50m up the right hand 6' RCP which runs off the 
room there's a 12" RCP set high in the wall which spews 


at about 10 min intervals. Don't know if this is just 


workmen are there or not, but best not to be standing in 


it when it does its thing. 


Shoe 
2004 spuTnik/FeNix. 
4.0/5.0 


1995-12-31 13:00:00 
2004-09-19 14:00:00 


Trolley 
Rocky sections, square sections 
Creek outlet cnr Tingal road & berrima street under bridge 


G20] 

Wynnum 

QLD 

Australia 

Shoes 

2001 Warp Upd: 24/07/2004 
23:5:/ 9130 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


True Blue 


Description: 


Tru Blu 


Access: 
Alpita as 
#0,PX: 
Locality: 
Region: 


Country: 
Care: 


Water Level: 


LO=DO% 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


MPL=1.1km. 
Features: 
many 


replaced 
drains are 


Access: 


Locality: 
Region: 
Country: 
Care: 
gutters is 


Water Level: 


To-Do: 
source of 


Notes: 
library. 


"begins 


keep 


5 foot dia. goes to 5' rect. then to 4' dia. Grates into 


Windows factory compound. MPL=248m. TEL=500m. 
9,UE: Bates Dr, W of Alpita St [Sw:354L06, UBD:313C14, 
Grg:461C14, GPS:-34.0209151102,151.08065665]. Park in 


there is FA parking nearby. Take L pipe of 3 at d/s end. 


Via drain covers inside the factory compound. 
Kareela 

NSW 

Australia 

Very slippery. 

Shoe 

Explore other branches and further along. 
2003 Trainman. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-20 14:00:00 


Truebrary 
6-5'RCP flowing from an unknown source. MYSTERY! 


Skylights, mini-waterfalls, some unusual items of rubbish, 


gutter grills which have fallen in and simply been 


rather than fished out. Very wet, even when all other 


flowing dry. 


opposite cinemas. [Sw:212M18, UBD:151B14, Grg:218B14]. 
9,EX: Outfall next to scout hall, under Rowallan Ave. 
[Sw:212K17, UBD:150013, Grg:217K13]. 

9 outfall at [GPS:-33.727984,150.998246] 

Castle Hill 

NSW 

Australia 

Runs under well-populated streets. Screaming out of 


amusing but not recommended. 
Shoe-Ankle 
Head upstream of where it passes under Pennant St, find 


mystery water. 
Truebrary is a Jamaican Patois term used to describe a 


The word library has negative connotations because it 


with a lie'. It is believed that this is an attempt to 


5,UE: Grill next to Castle Hill Library/Community Center, 


effort to 
the 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
Skyroom, 


lake, 

3ft rep 
reching 
shrinking. 
Access: 
southern 
for City 
Outfall has 
Locality: 
Region: 


Country: 
Care: 


Water Level: 


Skyroom is 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


join 


knowledge and information from the Rastafarians in an 


keep them ignorant of the world. This drain is named for 


Trubrary it runs under. 
2006 Hatchet/Seeker. 
0.5/5.0 

1995-12-31 13:00:00 
2006-08-20 14:00:00 


Tube City and Firehose 
Awesome little drain thats full of fun! 
Steep 6ft hallway that makes its wat steeply up to The 


an amazing roofless chamber sitting in the middle of a 


water pouring in from all sides. The Firehos 


is a steep 
that leads to a room and 9ft rcp, on thru a weir, before 
a slide, becoming a 6ft hallway then splitting and 


Not an easy outfall to find... From the carpark at the 


end of Elbow Drive, take trail west about 750m. Look out 


of Calgary Storm drain markers to the left of trail. 


pivoting gate that may be secured. [Mapart: 148 N29] 
Woodlands 

AB 
Canada 

Fast flowing and steep. 


Firehose tends to gush water, weir is shin deep and 


often wet due to lake overflowing 

2002 Anymouse/Skaught/Kay O'Sweaver/Stong 
0.0/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Tuppaware 

Original name according to Il Draino Drainfiles was 
Aquacave...Huh? 

Twin 8' rcp drains, one sitting lower than the other, both 


up. 


Features: 
room, 


Access: 
Milton 


#3:RMH under 
grille in 
middle of 
Locality: 
Region: 
Country: 


Eek!: 
Vater Level: 


8' plastic pipes, 8' rcp, 8' redbrick, 'pipe clan", grille 
junctions. 


1:River outlet under Coronation dve. Opp Office Park, 


[159 H11] #2:Grilles inside suncorp stadium [dodgy!] 


4:RMH near BIG 


stands in Suncorp Stadium (may be gone) 


dog offleash park on Moreton St [159 H8] #5:Grille in 


Paddington skatepark under big tree [159 H8] 


Paddington, Milton 


QLD 
Australia 
24 3 seccas, maybe PIRs 


Tidal, waist deep at outlets even at low tide. Rest of 


tunnel 


History: 
redone 


Found: 
by A 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 


Water locks 


treatment 


construction they 


the flow 


The lower tunnel is more flooded 
room, junctions, tunnels, flooded parallel tunnel 


vari 
Grill 


n 


0) 


with stadium construction 2002. 
2002 dsankt. May have been spotted, named but not explored 


4.5/5.0 
1995-12-31 13:00:00 
2003-12-31 13:00:00 


Turdgrinder, The 
Blue Mountains Main Sewer. 
Sewer Tunnel, nearly 30kms long, 


L2 "A. 


(DC - 2015) At the Leura Cascades hatch, the Syd 


have been replaced with small, 


cheap Lockwood locks. 


Since I'm doing an update, may as well do it 
properly. 


The tunnel is now 39+km 
long and runs from the North Katoomba Cascade dams 


plant to the Winmalee Wastewater Plant. During 


broke the water table at Hazelbrook and from there down 
is a torrent. 


Due to the system 


structures and 


recently 


place). 


running at near capacity by Springwood, the drop 


shafts on Lugano Rd and Lawson Ave at Springwood were 


upgraded to avoid catastrophic failure. (In fact, if you 
streetview Lugano Avenue you can see the work taking 


Here are some GPS's if you keen on 
getting your sewer on: 


Cascades 
Dam treatment plant: -33.6919417,150.3031826 


North Katoomba drop structure: 


-33.6998638,150.3097755 


Katoomba manhole, deep shaft 
leads to 5ft active sewer culvert: -33.7088975,150.3020748 


Leura Cascades access shaft: 
-33.7191204,150.324651 


Leura 
Cascades spur tunnel/overflow gatics: 


-33.7193313,150.3228056 


Kedumba Park (Leura) gatics are here: 
-33.7088763,150.3532608 


Jamison 
Creek: ventilation: -33.7154259,150.3749585 


Wentworth Falls spur tunnel: 


-33.7079079,150.3828938 


where 


Bullaburra RTA site: 
-33.7238176,150.4053158 


Lawson 
"Portal" here: -33.7325343,150.4311213 (horizontal access 


they sent in the TBM's). 


Hazelbrook STP (lawson carrier): -33.7159067,150.458976 


ladder 


Linden access shaft is here: 
-33.7152742,150.5069688 (locked hatch, contains caged 
access same as Leura). 


Faulconbridge gatics: -—33.7028874,150.5291641] 


Lugano Ave drop structure: 


-33.6967866,150.555144 


Lugano Ave upgade and access: 
-33.697147,150.5549414 


I assume 
the Lawson Rd shaft is either here: 


-33.6961015,150.5784658 here: 


-33.6986499,150.5790961 or both. 


Winmalee waste water treatment plant: 


-33.67641,150.6228778 


Features: 
round 


a 10' 


Faulconbridge). 


ladders, 


Access: 
on the 


entrance, 


onto 


BM:025F06, 


towards 


At the two points accessed, the tunnel was both a 12' dia 


bored tunnel, with a nearby 8' side tunnel (at Leura) and 


tall narrow arch tunnel, also rock bored (at 
The 
Leura end was accessed via a 9 storey deep shaft, with 


cage etc. The Faulconbridge end a 4 storey deep shaft. 
* Leura: Head down Cliff Dr until you reach a service road 


L, opp a road leading to "Leura Falls" on the L [Sw:NDR, 
UBD-BM:020D15, Grg:NDR]. Go up service road (gate may be 
unlocked) and take L road. This road leads directly to 


which is a metal hatch that should be unlocked. 


* 


Faulconbridge: Going E on the Great Western Hwy, turn L 


service driveway, 100m E of Clifton Ave [Sw:NDR, UBD- 


Grg:NDR]. Gate may be open. Go down then L, over grass 


gates at far E end of land. Lift Gatics. 


UPDATE 2009 - Spider: Hatch at Leura was locked with 


Locality: 
Region: 
Country: 
Care: 
FEL, 


Water Level: 


down the 


History: 


one. 


sydney water key. 
Leura 

NSW 

Australia 

Fully operational 
Unlikely to flood 


Faulconbridge end 


of f 


Bewar 


sewer! 


(apparently), 


is fast flowing. 


avoid the metr 


Hopefully you can 
middle. Walk on edges 
2015- DC: 


There are also powered 


lunchrooms scattered through the Grinder, 


wid 


These links are interesting and have 


maps, 


diagrams and plenty of info: 


ling light headed or 


but be careful. 


shit f] 


Water at 


low running 


be cool to find 


http://www.sydneywater.com.au/web/groups/publicwebcontent/documents/docum 
ent/zgrf/mduz/~edisp/dd_053981.pdf 


http://www.sydneywater.com.au/web/groups/publicwebcontent/documents/docum 
ent/zgrf/mdq3/~edisp/dd_047400.pdf 


http: //www.tunneltalk.com/MacDow-Mar95- 


record-breaker.php 


content/uploads/2010/09/1 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


http://www.therobbinscompany.com/wp- 


BlueMountains R 


ETC 1995.pdf 


Go back with waders/gumboots etc and 
2002 Hatchet. 
4.0/5.0 

1995-12-31 13:00:00 
2017-02-16 17:06:59 


Blue-Mountains- 


xplore more!. 


Turton 


Schmurton 


Description: 2 x 5.5'h rects 1 narrow under intersection of Griffiths & 

Turton 
Rds. The narrow one has more character as it ends ina 

hard core 
2'h rect. MPL=107m. TEL=240m. 

Access: 9,UE: Griffiths & Turton Rds. See canal enter same. See 
entrances. Go narrow one. [Sw:NDR, UBD-Nc:132K16, Grg:NDR, 
GPS:-32.9158415756,151.725865758]. 

#0,UX: The wider exits the 
other side of Turton Rd. The narrower one's hardcore 


section is 


unexplored, as I wanted to find bigger stuff. 

Locality: Broadmeadow 
Region: NSW 
Country: Australia 

Vater Level: Slimy-Shoe 
Found: 2004 dTrog. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 

odified: 2004-11-11 13:00:00 
Name: Tweedle Dee 

Description: 1 x 5'd RCP, 4 x 6'd RCPs and 2 x 1m h rect drains that 


run from 


a canal under the Southern Freeway overpass. The 5'd RCP 


just 
goes out the other side of the overpass, the lm h rect 
drains 
seem to head north (unexplored) and the 6'd RCPs south 
(unexplored). 
Access: 5,UE: End of Graham Avenue [Sw:NDR, UBD-Wg:029J13, 
Grg:NDR] 
(turn off freeway at University Ave exit), jump the fence 
in 
front of the bridge and walk straight down. 
Locality: Gwynneville 
Region: NSW 
Country: Australia 
Care: North 'Gong is notoriously dodgey at night. 
Water Level: Shoe 
To-Do: Explore all drains. 
Found: 2004 Lordskippy. 
Rating: 240/90 
Created: 1995=12-31) 133:00%00 
Modified: 2006-08-24 14:00:00 
Name: Twin Scouts 


Description: Two 6ft RCPs exiting near a scout hall. MPL: 100m 


Features: 
Access: 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
under New 


Features: 
Rd @ 


Access: 


none. 
Next to Scout Hall at 68 Acres Rd, Kellyville 2155. 
[GPS:-33.705005,150.957355] 


Kellyville 

NSW 

Australia 

Dry - Dry 

2009 Raptor 

0.0/5.0 

2010-09-05 14:00:00 


Twinge 
Tonight Is Your Night, Bro! 
Underpass - Twin 8-10ft shiny corrugated pipes heading 


Line Rd, Dural. 

Approx 40mtr each, 

TEL 80m 

"Bonus" 3 x 6ft rectangle underpass heading under Hastings 


20mtrs ea. 

Cnr New Line Rd & Hastings Rd, Dural. 

(Not shown on GoogleMaps - visible on Nearmap) 
[GPS:-33.710766,151.024745] 

NearMap: 
http://www.nearmap.com/?q=@-33.710693,151.024895é11=- 


33.710693,151.024895&z=19&t=kénmd=20110516 


Fernbrook Pl & 


approx 


Locality: 
Region: 
Country: 
Water Level: 


No easy (legal) parking solution, so park near cnr 


Belltree Cr and follow stream back through Hastings Park 
180mtrs. 


Dural 

NSW 

Australia 
Slimey - Ankle 


Cond: 
History: 
To-Do: 
Notes: 


Found: 
Rating: 
Created: 


Fresh 

Built end '09. 

Find an easier place to park for exploring an underpass. 
Twins would be good for night photos. 

Listed for corrugation appeal. 

Fl@sh 2011 

10/90 

2011-06-15 14:00:00 


TWL 


Alternate: 
Description: 
system. 
Features: 
Access: 
Alexander 


Locality: 
Region: 
Country: 
Eek!: 

Water Level: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Originally named(and for many 


years) Moonee Ponds Creek. 


Spillway and bypass channel for the Royal Park wetlands 


8ft RCP changes into an 7ft mummy. Part two is further on. 
Follow Moonee Ponds Creek against the flow from Mount 


Road. East side of creek. [Mel:29B12] 


Access: Enter via canal under 
[GPS:-37.782807,144.939282] 
Parkville 

VIC 
Australia 

Fishes will swim between your 
Ankle - Shin 


69er 
1988 Dougo/Sloth/Woody 
3.5/5.0 


1995-12-31 13:00:00 
2005-01-05 13:00:00 


Citylink freeway 


toes! 


Name: 
Alternate: 
Description: 
hits a 

of 


Features: 
meters 


manhole 
sizes that 


Access: 
-or- 


bit of 
RCP: 
outlet. 2. 
Locality: 
Region: 
Country: 


Care: 
debris. It's 


an 


Two Gross 
Gross' Twomb 


The drain opposite gross' tomb. The water from this system 


control pond, then a GPT and 


then flows into a caged inlet 


Gross' tomb before flowing into lake Ginninderra. MPL=933m 


Mainly 5.5ft-6ft RCP for most 


of the MPL 5ft for about 40 


before grille room. 5ft RCP side-pipe waterfall in first 


room. Mini grille room. Multiple side pipes of varying 


need to be explored. 


(1) Either wade through knee to waist deep water at outlet 


hang off concrete directly above outlet and find the small 


metal sticking out from the water to use as step into the 


(2) Lift man hole at upstream 


Upstream grille junction room 
Macquarie 

ACT 

Australia 


grille 1. Control Pond 


[GPS:-35.256203,149.067202] 


The control ponds bottom is uneven and contains lots 


also very murky so you can't see the bottom. Don't twist 


ankle. 


Eek!: 


Cond: 
History: 
To-Do: 
grille 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


irons. 


Features: 
Access: 
bothered 


drain. 
Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 
smoke. 


To-Do: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
ceiling. 
Access: 


Follow 


Vater Level: 


Water Level: 


Yabbies. 

Dry - Waist 

Graffiti at start of RCP at the outlet. None after that. 
Unsure 

Explore the side-pipe in upstream junction room awnd the 
room. 

Pandaman / Listed 2013 Delo 

2.0/5.0 


2013-12-08 13:00:00 


Two White Bitches 
Guardian Tampons 
Twin 6ft drains at the bottom of 6ft shaft with step irons 


Do fuck all but gun barrel 50m to mirrored shaft with step 


red back spiders and some kind of electrical cabling 
Park in car park of Guardian funerals Pymble. Can't be 


putting gps, you'll work it out. Big grilles equal shit 


Pymble 

NSW 

Australia 

boredom may ensue 

spiders 

Shoe - Dry 

boring 

roughly funeral number 6 for 2014 got bored and went for a 


find said grilles. 


end story. 

never return 

2015 Hatsumi 
0.5/5.0 

2015-01-06 13:00:00 


Twonkin, The 
6' rect that becomes a right "twonk" of a 5' tonkin. 
10'h room 50m in with a big vertical grille up near its 


m 


9,UE: Burrows Park, Princes St opp Argle Ave [Sw:255E14, 
UBD:213N02, Grg:312C02, GPS:-33.8135790026,151.112528013]. 


D/s and L 


Entry coords are a tad off. 


at: 


complete 


he mud seeping in. Roof 


end of M2 Twin 


768555,150.994282]. 


to upstream entrance 


path to canal. Climb in. That is the entrance. 
will 
take you to Trashcan. 
#0,PX: If you bother going this far, get 
out via grille on Buffalo Rd. 
Locality: Ryde 
Region: NSW 
Country: Australia 
Found: 1998 Siologen. 
Rating: 0.5/5 4.0 
Update: 2015-08-17 14:00:00 (Aydun) - 
Should 
be: 
-33.813760, 151.112186 
pedantic 
Also, grille on buffalo road (above room) 
-33.809949, 151.111172 
Created: 1995-12-31 13:00:00 
Modified: 2015-10-19 13:00:00 
Name: Undercover Brother 
Description: Rusty looking drain running underneath M2 Twin Junction 
overflow. 
Two concrete pipes join to make this single, 
drain, 
though of varying sizes +- 0.5ft. TEL=90m. 
Drain is an RCP. Height is 5ft. U2. 
Features: Rusty looking texture from all of t 
is 
completely covered in slider webs hanging quite low from 
the 
ceiling which may indicate that this drain does not get a 
lot of 
water often. 
Access: Upstream end accessible below north 
Junction, off 
Junction Rd, Winston Hills [GPS:-33. 
Downstream end empties into natural creek 
[GPS:-33.769364,150.994729]. 
Locality: Vinston Hills 
Region: NSW 
Country: Australia 
Care: Steep descent from M2 Twin Junction 
to 
Undercover Brother. 
Water Level: Shoe - Shoe 
History: 


of the 


Most likely built in the mid-1990s during the construction 


M2 Motorway which now divides Baulkham Hills from Winston 
Hills. 
Found: 2010 Red 
Rating: 2.0/5.0 
Created: 2010-07-19 14:00:00 
Modified: 2010-08-04 14:00:00 
Name: Underland Surveyance 
Description: Begins 3ft high and becomes 5.5ft, All RCP until it 


reaches near 


Burwood CBD. flowing water. 


Features: Causes you to belive that you have explored further than 
you 
actually have. 45 degree bends. 
Access: #1, Gutter box located at rear of office buildings of 
Railway 
Pde. Gutterbox is neaby a large white gat 
and is directly inline with the throughfare between 2 
large 
buildings. 50m west of Burwood rd. [UBD 233:K14] 
2, Gutter box 10m from corner of Elsie St and George st. 
Easiest 
of the 2 access points. [UBD 233:K13] 
[GPS:-33.875863,151.102749] 
Locality: Burwood 
Region: NSW 
Country: Australia 
Care: Camera's on nearby buildings. 
Eek!: Access point #2 is directly in view of the Burwood Police 
station. 
Water Level: Ankle - Ankle 
Cond: Good 
To-Do: Explore further! 
Notes: This drain may lead under Westfields shopping center at 
Burwood 
and may get bigger here. Also may be the 
furtherest upstream entry point into Canada bay 
drain/canal 
Found: 2009 - Ghost 
Rating: 2.0/5.0 
Created: 2009-10-11 13:00:00 
Name: Underway 
Description: 4 x short 3m SCP. 
Access: Above Ekibin floodway. 
Region: QLD 


Country: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


TEL=600m. 
Access: 
inside 


forks. 


Locality: 
Region: 
Country: 


Water Level: 


Australia 


2003 ekweleks 
0.0/5.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 
Unilever 


6' drain under old Unilever Soap Factory grounds. 


5,UE: Robert St & Buchanan Rd. Follow snaky footpath 


state fence that parallels Robert St. Take RH when path 


Look for manhole with step irons centre of path 
[Sw:276015/054015, UBD:235307/010C13, Grg:344307/007H13, 
[GPS:-33.862384891,151.181842741]]. 

Balmain 

NSW 

Australia 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
ends. Drain 


Wormhole in 


Access: 
UBD:193F15, 


grilles 


Locality: 
Region: 
Country: 
Nearby: 
River. 
Found: 
Rating: 
Created: 
odified: 


Tidal, ??W-??W, but only for first 20m 
Check out drain nearby found by dTrog. 
1996 Siologen. 

207540 

N995=12-31. 13400400 

2004-09-19 14:00:00 


Unpadded Room 
Large under building cavity. 
When complete, will have nice grille termination both 


sits on pillars in underground carpark, rather like 


Bankstown. 
5,UE: Cnr of Hermitage & Herbert St [Sw:254P11, 


Grg:281F15, [GPS:-33.8084000424,151.093575931]]. Find 


(where?). 

*Alt: Very u/s end of side tunnel of Charity Creek drain. 
West Ryde 

NSW 

Australia 

*Course: (Unpadded Room) == Charity Creek ==<Parramatta 


2003 Starla/Trioxide. 
3.0/5.0 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Name: 


Description: 


Old 
Lalor 
and is 
Upstream 
pit of 
the 
weather. 


tunnels are 


comparatively 


Features: 
other 


your 


Access: 


of 


car 


training 


anda 


direction that 


three 


Locality: 
Region: 
Country: 
Care: 
hidden 


grass 


mud. 


Unworthy Parallels 
Short, four-way, 5ft, parallel, rectangular drains under 


Windsor Rd, beginning in Bella Vista and flowing towards 


Park. Main flow travels through a 5ft rectangular tunnel 


very clean with a continuous, shoe-deep stream of water. 


end of th 


three other tunnels (also 5ft) are blocked by a 


some sort, mostly likely a collection area for water from 


road above or an overflow for the creek behind in bad 
This pit is roughly 3m high. Regardless, these three 
full of thick mud in some sections as the floor is 


uneven in parts. MPL=70m. TEL=280m. U2. 
Main stream tunnel has sparkling clean water... 


BUT the 


three have lots and lots of mud! Some of which goes up to 


ankles, making it extremely difficult to navigate through. 
However, Toothpick managed to race through by mud-skating! 
Access to drain is from a reserve in the north-western end 


Francesco Cres, Bella Vista; specifically at 
[GPS:-33.751716,150.951983]. Do not park in the reserve's 


park at night as the gates are locked onc 


sport and 
programmes have finished. Drain ends with churning blocks 
small 3.5ft side-pipe heading in a south-easterly 

has yet to be explored [GPS:-33.751886,150.951293]. Other 
tunnels are only accessible from downstream end. 

Bella Vista 

NSW 


Australia 
Access to creek from park end is through thick grass with 


holes. Ther 


are numerous stakes sticking up through this 


as well. Three of the four tunnels are full of slippery 


break a 


Eek!: 


Water Level: 


To-Do: 


Found: 
Rating: 
Created: 


Don't jump into the pit from the upstream end lest you 


leg from the 3m fall. 
Mud! 

Shoe - Shoe 

Follow Toothpick's 


side-pipe at the end of the drain. 


2010 Toothpick/Meatfox/Red 
2.0/5.0 
2010-07-23 14:00:00 


lead and go mud-skating! 


Explore 3.5ft 


Name: 
Alternate: 


Description: 


Features: 
small 


Access: 
thru 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Up For Rego 
Etobicoke 


Crappy little corro iron pipe. 


7ft outlet, collapsing, 


slide, shrinker. 


bars. [Mapart: 107 J07] 
St Phillips 
OR 


United States of America 
Nearly bone dry 

2004 Rrbarna 

Peod 

1995-12-31 13:00:00 
2007-06-11 14:00:00 


East of bend where Wincott Dr meets Northcrest Rd. 


Painted black. 
mangled sections of corro iron, 


Squeez 


e 


Name: 


Description: 


rect 
which is 
Access: 
XWPT]. 


UBD:138J02, 


Locality: 
Region: 
Country: 


Nearby: 
Grg:169C16, 


Water Level: 


Urbex Not Votex 
Drain found on Feral 


(middle higher) 


3'h 6'w rect flattener. 
0, UX: 
Grg:199E03, 


End of canal beside 


7yUE:; 


Grg:199D02, 
Mona Vale 
NSW 
Australia 
Shoe 

D/s extension under Mona St 


GPS:56H 34268] 


changes into 2 x 5! 


Polo Ave behind buildings 


Bassett St 


6273051, XED, 


[Sw:199L08, 


XNL, XWPT]. 


Election Day Oct 2004. 


U 


(D/S-U/S): 3 


h RCP until last 10m 


MPL=438m. TEL=976m. 
[Sw:199N11, UBD:138K03, 


[GPS:-33.6744498165,151.308845034], XED, XNL, 


[Sw:199M10, 


[GPS:-33.6718662945,151.305228564]]. 


BD:118H16, 


x 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


with 


St) 


of 


Access: 
Bellevue 


of 


Locality: 
Region: 
Country: 


Water Level: 


2004 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 
2004-10-23 14:00:00 


Vanishing Point 
U/S 4' SRA built drain vanishing under 1' concrete culvert 


triple heavy grille delight/pain under tracks on Railway 
Esplanade opp Smash Repairs (nearerst cross st, Bellevue 


D/S Enter via squeeze gap between concrete slabs at bottom 


station carpark off The Esplanade. 


MPL: 50m 
Railway Esplanade opp Smash Repairs (nearerst cross st, 


D/S Enter via squeeze gap between concrete slabs at bottom 


station carpark off The Esplanade. 
[GPS:-33.730211,151.079481] 
Thornleigh 

NSW 

Australia 

Slimey - Dry 


Cond: 
To-Do: 
are 


Found: 
Rating: 
Created: 


Name: 


Description: 


Connecting 


Access: 
UBD:168Q06, 


#9,UX: Creek in 


Locality: 
Region: 


pristine 
spanner open the grilles in Ibis Hotel carpark as there 


corrugated metal shafts, drains and stuff under there =) 
Rascal 2010 

0.5/5.0 

2010-01-13 13:00:00 


Vardys Schmardys 
U/s end starts off as an impressive 3 x 6.5'h rect system. 
However half way all 3 shrink down to 4.5'h rects. 


passageways. MPL=367m. TEL=1.101kms. 
0,UE: NE cnr Vardys & Sunnyholt Rds [Sw:230M06, 


Grg:244K06, GPS:-33.7474608027,150.916712549] . 


Tattersall Rd [Sw:230L06, UBD:168P06, Grg:244J06, 
GPS:-33.7490363381,150.913371355, XED, XNL, XWPT]. 
Blacktown 

NSW 


Country: 


Water Level: 


reduce 


History: 
Found: 
Rating: 
Created: 
Modified: 


Austral 


lia 


Shoe. 1 


The dry one 


the height of the 
Low section laid 2002. 


2004 di 


0.5/5.0 


looks promising but has enough debris to 


low section 


n 


rog. 


1995-12-31 13:00:00 


2004-11-01 13:00:00 


Name: 


Description: 


TEL=500m. 
Features: 
arch 


in side 


the end 


Access: 


Vault Drain 
Interesting drain running under Cooper Park. MPL=399m. 


Twin square tunnels that stay parallel, 
shaped windows between tunnels. 


branch, 


of the 


entrance 


near d/s end and at the end of a 4' 


9,UE: 


[Sw:298H04/067H04, 


UBD:237D16, 


33.8838025331,151.24726554] 


#0,UX: 


Locality: 
Region: 
Country: 


Water Level: 


To-Do: 
Nearby: 
Clogged 


Found: 
Rating: 
Created: 
Modified: 


go u/s. 
Take LH split in 


Grg:347D16/014G15, 


then split with 
Huge overflow valve-door 


side pipe at 


L split. Access manholes can be seen from above d/s 
to operate valve. 
Enter Canal at S end of Kiaora St 


GPS:- 


D/s are Havyatts & Clogged Clam. 


drain to emerge in park near tennis courts 
[Sw:298J05/068J05, 


UBD:257E01/025J302, 


GPS:-33 


Double 
NSW 


Bay 


Australia 


Shoe 


-886608448,151.249911201, XED, XNL, 


Grg:377E01/022902, 


XWPT]. 


Open valves and see what comes out?.... SEWER! !!. 


*Course: 


Clam ==<Double 
1997 Ogre/Mr 


Mass 


3.0/5.0 
1995-12-31 13:00:00 
2004-09-27 14:00:00 


Extinction == Vault Drain 


Havyatts/ == 


Bay. 
India. 


Name: 
Alternate: 


Description: 


shape 


Vee Junction Drain 


VJD drain 
2 sets of Twin rectangular 5ft drains that meet in a V 


The 


Features: 


frogs 


Access: 
the 


on 


Region: 
Country: 
Care: 
area, 


Water Level: 


Found: 
Rating: 
Created: 


Name: 


Description: 


tunnels 


Access: 
street 


drain. 


path NE 


Region: 
Country: 
Nearby: 
(Reo) 


River. 


Locality: 


Locality: 


junction running beneath the roundabout on the corner of 


Horsley Drive & Cowpasture Rd. 


MPL=100m x 2 
TEL=200m 
Unusual junction. Lots of home-boy & local racist graff, & 


galore (rib-bit!). 
Enter canals on either of the 3 sides of the roundabout at 


corner of The Horsley Drive & Cowpasture Rd. Junction is 


north-eastern corner. 


Here... 
[GPS:-33.851136,150.877336] 
Here... 
[GPS:-33.851038,150.875834] 
Or here... 


[GPS:-33.85176,150.87666] 

Bossley Park 

NSW 

Australia 

Very exposed area on a busy road. Major flood catchment 


avoid during heavy rain. 
Dry - Shoe 

2011 - Blakjak, Oriface 
0.0/5.0 

2011-06-29 14:00:00 


VeeZedOne 
Funky besser block and steel roof drain. 3 parallel 7' 


with side branch of 4'. TEL=200m. 
5,UE: Park in Gough St. Walk into new Estate following 


around corner. Bridge goes over path which goes over 


Cl 
H- 


ther drill hole in bridge, then hole in path, or follow 


until [Sw:272L02, UBD:211A10, Grg:308A10, 
GPS:-33.8310103909,150.998379173]. 


Merrylands 

NSW 

Australia 

*Beckett Ck Course: CXIV == Windowville == (VeeZedOne) == 
== (Misguided) ==<Duck Ck ==<Duck River ==<Parramatta 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 


may be 


waterfall a 


2002 Fishie/Siologen/Trioxide. 
2.0/5.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Veg's Silver Chain 

Cabramatta Creek 

A series of RCP's ranging in height from 6.5ft down to 2ft 
separated by rooms. The drain floor descends by about 6ft 
elevation all within 500m via two small waterfalls. There 


more further upstream. 
The drain begins in an open 
GPT with a steel debris perpetrator (GPT), anda tiny 


few meters downstream of it. 
Heading upstream, you 
are faced with a choice of three identical 6ft RCPs. 


The one on the right seems to be bone dry (all 


descriptions are 


have only 


be 


arrive 

left hand 
impossible to 
straight 


fade 


high. 


room you 


(west), and 


when facing upstream) except during rain. The other two 


a shoe sole deep trickle running down the middle which can 


avoided. They look roughly like this---> |Q Q Ol. 


All three RCPs run parallel with no connections till you 
at the junction room beneath Shropshire St. There is a 
kink about 50m in from the portal which makes it 

see very far up the drain from the GPT or from the 
section back to the GPT, and it also makes the sun light 
away very abruptly. 

From the kink on it is dead 


straight till you reach the room roughly 280m away. 


This first room is about 2m long by 6m wide, and about 3m 


Heading upstream from that first junction 


have a choice of three 5.5ft RCPs veering to the left 


one 6ft RCP on the far right side heading straight (north) 
upstream from that room. 
This 6ft RCP is 4ft above 


steady 


and 
are 
heavy 


metallic 


That 
the 


name. 


never 


have 

to the 
fitness 
manner. 


like this 


about 


sized 


beneath 


RCPs, 


trickle 


the drain floor at this point, forming a waterfall with a 


but small (one inch) flow about 20cm wide. 

Due to 

the flow, the waterfall lands about a foot or two from the 
waterfall's lip which forces heavier objects like metal 


bricks to fall almost straight down closer to the wall and 
therefore out of the water flow. There are remains of some 
obtanium like metal slag and brass tap handles and other 
junk. 


On the first explore there Blakjak found a 
thick sterling silver neck chain beneath the waterfall. 


combined with the name of his friend (Veg) who passed on 


Intel about this drain is where this drain get's it's 


These three 5.5ft RCPs to this date (2015) have 


been explored. They head off to the left towards a unknown 
destination*, go good explorer! 


Heading upstream from this room, for our convenience they 


provided yellow step-irons on the right side wall adjacent 


6ft RCP where the consummate urban explorer regardless of 


level can negotiate the waterfall in a civilized and safe 


Looking upstream from that that room the drain appears 


---> |OooOE| with the E being the step-irons. 


Heading upstream from that room the 6ft RCP goes on for 
230m where you will arrive at another similar shaped and 


room (if anything it's a tiny bit smaller), presumably 


Cartwright Ave but as yet not confirmed. 
Upstream 
from there the drain shrinks to form three identical 2ft 


which are also a foot or so above the drain floor, the 


that runs down one of them forms another tiny waterfall. 


drain 


square, 


be 


the 


at the 
Features: 
vehicles. 


Access: 
Cartwright, 


and 


opposite 
bushes 
the GPT, 


on 


Locality: 
Region: 
Country: 
Care: 
often, 


in this 


Eek!: 


Water Level: 
Cond: 
History: 
form a 


To-Do: 
beyond the 3 


Small 


These small RCPs only go for about 10-15m before the 
appears to get taller to what seems like 6ft or maybe 7ft 
and similar width. 


Those small were not explored 
as it was early into our expedition and we didn't want to 


covered in spider webs and have wet pants for the rest of 


day. 
This drain has manhole shafts at regular 
intervals, none as yet have been opened or their location 


surface determined. 
TEL = 800m+ MPL = 510m. 
Large GPT entry with gate that provides access to 


waterfalls, shafts, different sized RCPs, unusual rooms. 
The portals and GPT are just south of Cabramatta Ave, 


in Ron Darcey Oval, adjacent to the Michael Wenden Aquatic 
[GPS:-33.921959, 


Recreation Centre here 150.883381]. 


The gate is usually locked; follow the fence on the 


side of the gate to where it ends (25m) and the trees and 


begin then squeeze between them. Carefully climb down to 


it is a 6ft easy climb down. The GPT has dry spots to walk 


which makes it easy to keep your feet dry. 

Exit is 

back out same way you came in. 

Cartwright 

NSW 

Australia 

Serves a large catchment area upstream, floods hard and 


check BOM. Local 


kids access the drain, place CC stickers 


drain at your own risk! 

As above, if you are in there when it floods you will most 
probably die. And kids. 

Shoe - Death 

In good nick. 

A tributary of Cabramatta Creek which was covered over to 


drain below and parkland or open space above. 
Fully explore this drain including the upper reaches 


have only 
shafts 


Notes: 
directly for 


Pipe is a 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
Access: 
Entrance 


Locality: 
Region: 
Country: 
Water Level: 


x 2ft RCPs, and the 5.5ft RCPs in the first room which 


been explored for a few meters. Locate where the manhole 


emerge at surface level. 
DC 2015: The triple 5.5footers take a turn and head 


the grillroom here: [GPS:-33.9201486,150.8726598]. 


This room can be accessed by the swing grill 
beside Banks Road here: [GPS: -33.9202299,150.8730997]. 


Single 5ft RCP heading East-West. 
Blakjak, Cactua, DC - 2015 
36075 20 

2015-12-03 13:00:00 

2017-02-16 17:08:30 


Veron's Echoing Chamber 

Bexley's rd Drain 

6ft rep. Tel 25m 

One chamber with sandstone walls and a garbage trap. 
Park on Veron rd. Access from the West end of Veron Rd. 


is down by the river. (UBD: 274, 
Bexley 

NSW 

Australia 


Slimey - Shoe 


GPS:-33.943369,151.122308 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
that 


floor. 
setting 


Access: 
Park 


Jevil & Bastion, 08-2008 
1-0/5 20 
2008-08-04 14:00:00 


2008-06-30 14:00:00 


Vertigo 

Trumper Park Drain (original Melb Name). 

Old 5'6" drain under Trumper Park, Edgecliff. 

Varying shapes and sizes. Some old round redbrick sections 


have been 


roded away, leaving a scalloped look to the 


Many calcite formations. Drain constantly curves upwards, 


your sense of balance off. 
9,UE: Enter canal from W side of Glenmore Rd, 


opp Trumper 


[Sw:298B02/067B02, UBD:236N14/0041L12, 


Grg:346H14/013F12, 


Rushcutters 


#1-#8,PX: Vario 


Locality: 
Region: 
Country: 


Nearby: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
toa 


and 


passes 


Access: 
St 


Water Level: 


GPS:-33.8796034341,151.232961356]. Head u/s. D/s is 


Bay and Ogre's Hovel drains. 
us manholes exist 

but none have been tested. 
Edgecliff 

NSW 

Australia 

Shoe 

*Course: Vertigo == Rushcutters Bay Drain/(Ogre's Hovel) 
==<Rushcutters Bay. 

1989 Melb Clan. 

0.5/5.0 

1995-12-31 13:00:00 
2004-11-01 13:00:00 


Viceroy 
Big bore drain that runs up along the 427 Highway. 
Big hinged grille, large outfall pond, 10ft dia rcp, leads 


nice junction room with a small slide, becomes an 8ft rcp 


continues onto a large steep slide(around 3m high) then 


lots of very small slides before shrinking. 
Located on the south east side of the bridge taking Dundas 


West over Etobicoke Creek, just 50m west of the 


intersection with 


climb 
wall, 


people 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


West Mall Cres. [Mapart: 113 Q04]. The outfall is awkward, 


under the fence on the north side and down onto the weir 


then into the shallow pit. Outfall is very heavy, need tow 


EO. LES 
Etobicoke 

OR 

United States of America 

Creek is very deep beyond the outfall. 
Outfall shin deep 

2005 Umbra/Siologen 

4.5/5.0 

1995-12-31 13:00:00 

2007-05-11 14:00:00 


Volition 


A strange drain system that will test your will. Those who 


weak 
Features: 
waterfalls. 
ranges 

or so 


Access: 
and 


side of 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


writing). Lid 


you're 


Water Level: 


Cond: 
go 


History: 
80s. 
To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


with a 
centre of 


Features: 
step-irons 


round 


passing 


continue will be rewarded. Not suitable for the ones with 


backs and pitiful calves and quads. 
MPL = ~800ms 
Multiple grilles. Large upstream bunker room. Mini 


Large overflow cage in a lake (unreachable by land). Size 
from 5-8ft, though it gets as small as 3.5-4ft for a 100ms 


before the main bunker room. 
Park at the shops on the corner of Jerrabomberra Parkway 


Coachwood ave. Enter through GPT outlets on Coachwood ave 


the shops. 

Outlets - [GPS:-35.386573,149.200838] 

Overflow cage - [GPS:-35.387337,149.208752] 
Jerrabomberra 

ACT 

Australia 

Houses over look the outlets. 

No man holes. All grilles are padlocked (at time of 


at the bunker is welded/sealed shut. If it overflows 


pretty much fucked. 
Dry - Shoe 
A little graff at the beginning dies off the further you 


upstream 

It use to be a creek before Jerrabomberra was built in the 
NA 

NA 

2014 Delo 

340/95 2.0 

2014-08-21 14:00:00 


Vortex, The 
Not very long 3' RCP sections leading up to a cool shaft, 


windowed round chamber with a by-pass shaft down the 


it. MPL approx. 60m or less. 
The chamber is quite unique. From the shaft there are 


leading to a manhole high above, and the window in the 


room, which is shaped like a turbo-charger, with a vortex 


Access: 
Loaf, 


(heading 


through the centre of it. 
Access is via Johnston's Creek canal. From the D/S end of 


enter the first side-pipe you see on the right-hand side 


D/S) of the open canal. 
Is south of the Booth St bridge. [GPS:- 


33.885147,151.173769]. 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
History: 
To-Do: 


rain. 
Notes: 
Vestibule 


Found: 


Rating: 
Update: 


Vortex 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


that zig 
has 

to the 
MPL=137m. 
Access: 
canal. 
which is 


#2,NEX: The 


Camperdown 

NSW 

Australia 

Don't slip into th 
Dry - Shoe 
Pristine 

It looks like it must have been fun to build 

Take 5 or 6 meters of rope and hang it down the vortex. 
Enter via the manhole and check out the Vortex during 


vortex! Very smooth sides. 


Vas mistaken for Mr India's Vestibule on the V is for 


expo on 09-01-10. 

200X- Pandaman 

2°..0/5:20 

2012-05-15 14:00:00 (Ratter) - GPS coordinates are 
[-33.885147,151.173769]. 


Another "to do": enter via the manhole and check out the 
during rain. 


2010-01-09 13:00:00 
2012-06-04 14:00:00 


Vv And The Flattener, The 
Beyond The W. The Flat W. 
The weirdest refurbishment of a drain ever. 5' dia RCP 


zags (with 90 deg turns) in the shape of a W. The u/s end 


been sealed off, but to get past it, you need to go back 


entrance to the Flattener and crawl or use a DEV. W: 


Both: TEL=250m. 
9,UE: Kent St W of Ada St, opp service stn. Look for 


E 


Enter same [Sw:255F04, UBD:193P08, Grg:282D08, 
GPS:-33.791209272,151.116162397]. If you need to be told 


the W and which is the flattener, give up urbexing. 


u/s end is in Ada St, 


around the corner. The GBG on W side 


is the 
upper end of The W, and across the road is The Flattener. 
There 
is a filled in RCP between both. 
Locality: North Ryde 
Region: NSW 
Country: Australia 
Water Level: Small dam in W. Flattener is slimy 
Found: 2002 Drac/Maddog. 
Rating: 30/560 
Created: 1995-12-31 13:00:00 
Modified: 2004-10-10 14:00:00 
Name: Yaa 
Description: Excellent odd little shape changer. 
Features: 7£t rbp, small slide, archway, mushroom shape, odd 
big 
cavity, shape changes including 9' high rect, odd shaped 
tunnels 
(3ft wide X 8ft high!), altar, slide, grille room. 
Access: 1:Arched outlet on river near Toowong City Cat stop [159 
C17] 
2:RMH in carpark at 621 Coronation Dve [159 B18] #3:RMH 
near 
metal gutters on sherwood road outside Toowong Village 
[158 A18] 
4:RMH in garden between Sherwood Rd & Lissner St. behind 
noodle 
shop [158 A18] 
Locality: Toowong 
Region: QLD 
Country: Australia 
Water Level: Tidal, usually knee deep at anything other than low tide. 
Rest of 
tunnel is mostly ankle deep 
Found: 2002 Monkeyboy & Churchwolf 
Rating: 4.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2005-10-09 14:00:00 
Name: Wall of Anguish 
Description: Twin 12ft high rectangles, with a huge CSO. 
Features: Large pillared section, 7ft rect side tunnel with arched 
sections 


leads onto 


that are reinforced with white painted steel. 


TEC rep 


right 
sewage 


Access: 
Street W 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
twin 


plates. 


Access: 


a huge sewer overflow, with massive hydraulic doors to the 


and a 4m high wall leading up to an overflow tunnel and 


storage tank. 
Inlet is located at the south east corner of where Main 


crosses the Chedok 
[Mapart: 647 H10] 
Westdale 

ON 
Canada 

Mind that CSO... 

Mostly shin deep. Gets very deep towards downstream end 
2003 Kowalski 

35/95. 0 

1995-12-31 13300300 

2007-06-11 14:00:00 


Expressway. Climb down from Main St W. 


Wallet Snake 


YER970. 

Nice drain with changes in style and direction to make it 
interesting. 

Styles: 171m long 6' RCP, short 6'h rect turn, waterfall, 


4.5' RCPs, long snaking 4.5' RCP section with brick turns, 
covered canals, GBGs to view the sky and car number 


TEL=800m. 
3: GBG outside %% Grove St [Sw:298010/068010, 


XWPT]. 


#5,UE: 


#9: D/s end at 


XWPT]. 


Locality: 
Region: 
Country: 


Water Level: 


To-Dos 
Notes: 


Park. 


UBD:257L06/026G12, 


Grg:378A06, GPS:-33.8982482254,151.26701871, XED, XNL, 


Rect metal manhole in footpath SW cnr Tamarama & Philip 


Sts [Sw:298009/068009, UBD:257L05/026F10, Grg:378A05, 
GPS:-33.8966273008,151.266532476]. 

top of cliff 

in Tamarama Park [Sw:298P09/068P09, UBD:257K05/026D09, 
Grg:377K05, GPS:-33.8953853649,151.264146206, XED, XNL, 


Requires 2 milk crates to scale waterfall. 

Tamarama 

NSW 

Australia 

Shoe 

Get house number. Push it to the end. 

Car rego YER970 enabled us to find the Grove St GBG. Drain 
eventually ends, according to council map, in Waverley 


Named after features and wallet found near waterfall. 


Bay. 


5'd 


Nearby: *Course: Wallet Snake == unnamed:Syme ==<Tamarama 
Found: 2004 dTrog/Syme/Bullwagon. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-09-27 14:00:00 
Name: Wallsend Drainsend 
Description: Promising charastic 3 x 6'h brick arch soon degenerates 
into 5'h 
rect then unexplored 4'h rect. 
Features: The entrance is the best feature. 
Access: 9,UE: Canal beside RSL, Tyrrell St. Go u/s [Sw:NDR, 
UBD-Nce:131E10, Grg:NDR, GPS:-32.9018919351,151.671633149]. 
Locality: Wallsend 
Region: NSW 
Country: Australia 
Water Level: Slimy-Shoe 
Found: 2004 dTrog. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-11-11 13:00:00 
Name: Wandraina 
Description: RCP running under Wandella Cr. Big GPT next to lake. 6. 
fOr 
150m then diminishes. MPL=250m. TEL=250m. 
Access: 8,UE: NE End of Wandella St, first GBG eastern side. 
[Sw:NDR, 
UBD-Wg:053M10, Grg:NDR, GPS:-34.5848219906,150.847407796]. 
* GPT 
grille locked. Most other GBGs bolted. 
Locality: Flinders 
Region: NSW 
Country: Australia 
Found: 2005 dTrog. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2005-01-27 13:00:00 
Name: Wasteland 
Description: The most fucked up drain on this planet. Wear head 
protection. 


T 


EL=600m. 


Features: 
drain 


split with 
ovi 


Access: 
Botany Rd & 


dry, climb 


cars and 
seg pizza 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
MPL=900m. 


Access: 
looking 


UBD:182P09, 


Locality: 
Region: 
Country: 
Care: 


Water Level: 
Notes: 
output 


flooded. 


flood, hence 


Found: 
Rating: 


Collapsed roof sections, uneven spraycrete, misaligned 


sections, silt blocked sections, rotten roof beams, a 


windows, and an 8!' arch section with exits. Also, a 6'2' 
branch. 
5,UE: S of Rail Crossing on unnamed road that joins 


General Holmes Dr [Sw:317D06, UBD:275P06, Grg:405D06], 
[GPS:-33.934201,151.19308]. If you wanna keep yer feet 


down into 8' arch section next to rail lines. 
*Exit: Rectangular manhole, in Botany Ln, take care for 


be gentle as the manhole is falling apart. Otherwise, 6 


into Botany Park far u/s or out at 8' arch. 
Mascot 

NSW 

Australia 

Knee 

1996 Predator. 

3. 0:£9%.0 

1995-12-31 13:00:00 

2002-06-30 14:00:00 


Water Sports 
5’ & 4' RCP system under ovals feeding Glenmore Loch. 


4,UE: Lutterell St carpark. Wander around either oval 


for a big grate. All have step-irons [Sw:245A05, 
Grg:265J09, GPS:-33.7873038935,150.669848407]. 
Glenmore Park 
NSW 

Australia 

All entrances 
exposed. 

Shoe 


The drains retain water after rainfall due to a controlled 


device at the d/s end. The 5' system is the first to be 


The ovals also act as water retention devices during 


the name. 
2004 dTrog. 
0.5/5.0 


xcept the locked ones near small lagoon are 


Created: 
Modified: 


1995-12-31 
2006-08-25 


13:00:00 
14:00:00 


Name: 


Description: 


Features: 
river 


Access: 
under 


at 


Locality: 
Region: 
Country: 
Eek!: 


Water Level: 


Waterfalls 


6' rcp with numerous of waterfalls 


Redbrick, 


entrance. 


waterfalls, 


high shafts, 


attractive view from 


Grille on train lines between Southbank station and tunnel 


St Laurences School. 


entrance t 
Highgate H 
QLD 

Australia 
Dodgy step 


Found: 
Rating: 
Created: 
odified: 


Name: 


Look between lines near signal ladder 

o tunnel. Hard to spot. [159 P18] 

ill, South Brisbane 

irons at waterfalls, mind for trains at exit. 
es-shin) 
rd 

13:00:00 

14:00:00 
P, eventually splits to 2 x 5' RCPs. TEL=900m. 


Description: 


Features: 
submerged 


Access: 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Vater Level: 


Tidal (sho 
1994 Burfo 
Benou 

1995-12-31 
2005-10-09 


Watermark 


Long 8' RC 


Very high watermark on walls suggest that the drain was 


for a good period. 


N side of Victoria St next to the RTA station near 


UBD:229A02, 


Grg:335A02]. 


Name: 


Description: 


Features: 


Access: 


Drain that runs under the Metropolitan Colliery. TEL=550m. 


5,UE: 
Wetherill St [Sw:270N10, 
GPS:-33.847885,150.917625 
Wetherill Park 
NSW 
Australia 
Dry 

1997 Diode. 

2.0/5.0 

1999-12-37 13:00:00 
2002-06-30 14:00:00 
Watership Down 
Arch entrance, slide, 8' 
Squillions of bats. 

0,UE: Walk down driveway for Colliery Rd 


steel RCP, narrow twin hallway. 


[Sw:412M20, 


UBD-Wg:012C08, Grg-Wg:001E04] from Parkes St, into valley 
where 

you will see mine tailings and buildings, walk to W cnr up 

against valley wall, follow train tracks to a waterfall 
which 


empties into drain. 


#9,UX: Into deep valley. 

Locality: Helensburgh 

Region: NSW 

Country: Australia 

Care: Avoid being caught by miners/security. Do only on a public 
holiday, a warning by the findererer. 

Found: 1999 Siologen. 

Rating: 3.0/5.0 

Created: 1995-12-31 13:00:00 

Modified: 2007-01-21 13:00:00 

Name: Vaverton Drain 

Description: Drain under Waverton Football Oval. TEL=50m. 

Features: A litter trap in a room. D.T.R.T's shorter bro. 

Access: 9,UE: Western drain outlet Waverton Park 


[Sw:277E05/045E05, 
UBD: 215Q13/006Q10, Grg:315E13, GPS:- 
33.8410730037,151.198720654]. 


#1,UX: Grille. 

Locality: Waverton 

Region: NSW 

Country: Australia 

Water Level: Tidal, Ankle-Knee 

Nearby: DETR T; 

Found: 2004 Pandaman. 

Rating: 057940 

Created: 1995-12-31 13:00:00 
odified: 2004-08-20 14:00:00 

Name: Verribee Slid 

Alternate: Verribee Waterslid 

Description: 1.5 m RCP with a thigh-deep dammed entrance and a long 
slide. MPL 


unknown, but probably about 200 m. 


Features: Slide, CDS room and gate. 
Access: 1. Via outfall, 80 metres north of where the Princes 
Freeway 


crosses the Werribee River (-37.919127, 144.657233) 
Locality: Werribee 
Region: VIC 
Country: Australia 


Water Level: 
History: 


£=114é6t=10480. 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 


EO? DoS" 


shape 


the car 
better 
myself 

the 
direction. A 


pipe 


upstream 
reaching a 
until it 
(Intrepid - 
end. 


Access: 
east of 


st 


Thighs 

See thread on CCF here: 
https://www.caveclan.org/forums/viewtopic. php? 

see 

also in-drain footage here: https://youtu.be/bNGgyg7KQI8 
Doug & Id, 2015 

2.0/5.0 

2016-10-15 12:09:22 

2016-10-31 22:49:23 


Vestern Hassalling 

Extension of Hassall St drain, part of Clay Cliff Creek. 
MPL 800m + various short underpass sections. 

Heights varies, from approx 5' rcp at most u/s sections, 


square, and some 8'+ underpasses. 


(Red - 2010) Upstream keeps going and does not change its 


for a long time. Another access point is at 
[GPS:-33.822156,150.988315]. This point is within a park 
underneath a large, square 1lxlm grate and much safer than 


park entrance. This entrance, being tucked away, is also a 


choice for the more discr 


t adventurer. Toothpick and 


(Red) 


xplored beyond this point but exits disappeared and 
pipe seemed to go on forever in a strict westerly 
bit further east, 


downstream, is another unexplored side- 


heading in a south-westerly direction. 
(Red - 2012) The southwestern side pipe at the junction 
continues straight for a while, perhaps 100m, before 

small waterfall, just over 1m high. This pipe continues 


shrinks, making it difficult to proceed any further. 


2012) This pipe has a PWD ??/10/35 date marking at the 


u/s access from gutter grille on Lansdowne St West, 50m 


Burnett St, in front of the car park. 
[GPS:-33.822292,150.990164]. 
d/s access via canal at end of Ollie Webb Reserve; Marsden 


between Crimea and Lansdowne Sts. [GPS:- 


33.822294,150.99876] 


This 
grate and 


Locality: 
Region: 
Country: 
Care: 
underneath. 


next 


Notes: 
canal 


Hasn't 


Found: 
Rating: 
Update: 
the 


100m, 
pipe 


any 


Created: 
Modified: 


Name: 


Description: 


8ft. 


steep. 
Features: 


large, 


Access: 
just 


is on 


Vater Level: 


Alt. follow canal u/s from Hassall St drain. 
Another access point is at [GPS:-33.822156,150.988315]. 


point is within a park underneath a large, square 1x1lm 


much safer than the car park entrance. 

Parramatta 

NSW 

Australia 

Carpark is used, so beware of opening grille from 


Alternatively go another 10m or so and try to open the 
grille, which is on the opposite side of the road. 


Dry - Shoe 
If you enter from the u/s grille and keep following the 


system you'll eventually get to Hassal St drain, then Why 


This Been Found, and finally Cheesegrater. 

Pandaman 19XX-20XX 

2.0/5.0 

2012-09-15 14:00:00 (Red) - The southwestern side pipe at 
junction upstream continues straight for a while, perhaps 


before reaching a small waterfall, just over 1m high. This 


continues until it shrinks, making it difficult to proceed 


further. 


2010-07-22 14:00:00 
2012-09-15 14:00:00 


Westview Greenbelt 
Large and very long rcp drain, size varies between 11ft n 


Lots of fun to traverse, as its very fast flowing and 


Odd spreycrete construction, funny little flow channels, 
rubberised corro iron sections, a couple of slides, 4 


steep staircases, odd rooms and a few shape changes. 
Outfall is in Westview Park. Take path from Culford Rd, 


south of Pitkin Court. Follow path for about 100m, drain 


left. Heavy outfall grille that may be bolted, but can be 
lifted 
by a single person. 
Locality: Del Ray 
Region: OR 
Country: United States of America 
Care: Rubber sections are slippery. 
Water Level: Ankle 
Found: 2004 Umbra 
Rating: 0.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2007-06-11 14:00:00 
Name: Westy Washout 
Description: Small drainage system to side of large intersection. 6.5 
RCPs. 
D/s section boring except for slanted grill that you can 
yell out 
of. U/s section better, turns into iron rect. TEL=150m. 
Access: 5,UE: KFC carpark cnr Harbord & Campbelltown Rds 
[Sw:348P20, 
UBD: 326012, Grg:481K12]. Grills nearby lift. 
Locality: Voodbine 
Region: NSW 
Country: Australia 
Found: 2004 Irish/Millsy/Parallax/Syme. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-07-10 14:00:00 
Name: Wet Finger 
Description: 4'h canal covered drain under houses and Auburn Rd. 
TEL=120m. 
Access: 0,UE: Canal, Auburn Rd, near Pittwater Rd. [Sw:255M20, 
UBD:214E08, Grg:312K08, GPS:-33.8284444107,151.1312175]. 
#9,AX: 
Opens at Earnshaw St. 
Locality: Gladesville 
Region: NSW 
Country: Australia 
Found: 1982 dTrog. 
Rating: 0.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-05-06 14:00:00 


Name: Whipper Snipper 


Description: 5.5'h rect at entrance end, 6'h rect exit end. MPL=459m. 
TEL=459m. 
Access: 0,UE: Macquarie Rd opp Goninan (the Sydney train makers) 


[Sw:NDR, UBD-Nc:132N16, Grg:NDR, 
GPS:-32.9167014359,151.731478346]. 
#9,UX: Canal under Griffiths 
Rd [Sw:NDR, UBD-Nc:144P01, Grg:NDR, 
GPS:-32.9171275732,151.736145463, XED, XNL, XWPT]. 


Locality: Broadmeadow 

Region: NSW 

Country: Australia 

Water Level: Slimy 

Notes: Found on a rainy day, explored the next. Emerged d/s end 
in 


amongst a gaggle of council workers whipper snippering the 


grass 
beside the canal. 
Found: 2004 dTrog. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-11-11 13:00:00 
Name: Whirlaway 
Description: Covered canal with many different styles (sloping wall, 
vert 
wall, rect, wooden floor above) and heights. Two road 
sections 
and a redbrick portion under the railway line adds to the 
character of this drain. Worthwhile to drive to see. 
MPL=396m. 
TEL=396m. Name inspired by the rare 1930s childrens novel 
by H. 
C. F. Morant, see "Notes" for info. 
Features: Varying styles. Bonus hardcore 3' RCP twins not included 
in 
length. 
Access: 9,UE: Enter canal Harrison St entrance nearby (sorry, I 
was 


walking the entire canal) [Sw:NDR, UBD-Nc:143A11, Grg:NDR, 
GPS:-32.9406839122,151.65902986]. 
#0: Unnamed reserve other sid 


of railway line. 
Locality: Cardiff 
Region: NSW 
Country: Australia 
Water Level: Slimy-Ankle 
Notes: Whirlaway featured an eleven-year-old heroine, Helen, who 
set out 


on her adventures in the company of her pet koala, Tirri, 


and 


lift in 


backwards in 
of 

of 

party 

exotic 

sea, 

forests and 


of the 


* Whirlaway was a World War 


Hutchinson in 
Under 

the 

Found: 
Rating: 


Created: 
odified: 


Whirlaway himself, 


the cellar of her new] 


who was a friendly sunbeam. A hidden 


ly occupied family home carried them 


downwards through successive geological strata and 


time, 


Oldest Things'. 
doors, 
was able to 
creatures - tril 
dinosaurs in the Jurassic and 


dawn-horses and sabre-toothed 


to the dawn of 


each opening into a new geological epoch, 


life in the Archaeozoic Era or 


"Age 


The return journey took place by a series 


which the 


new inventories of 


xplore. At each stage, 


Plioscene - unfolded for them. 
casualty. Its appearance from the 
the late 1930s coincided with the 


wartime conditions, 


few copies ever reached Australia, 


lobites and sea-lillies in the Cambrian 
Cretaceous swamps and 


tigers on the grassy plains 


English publisher 


lead-up to hostilities. 


and 


Name: 
Description: 
MPL=302m. 


Access: 
Fence 


(Rogueish) 


look/make 


London stocks were destroyed in the Blitz. 
2004 dTrog 

4.0/5.0 

1995-12-31 13:00:00 

2004-11-11 13:00:00 

White Bay Drain 


8'w storm water drain, 


6'h entrance, 


TEL=302m. 


next to brick wall 


0,UA: Robert St opp White 


will allow slim access. 


Bay Power Station. 


reducing to 4’. 


See canal. 


Wide Load 


access via hole in yard. Go through gap in gates and 


hole. 


Grg:344G08/007D16, 


so look 


Locality: 
Region: 
Country: 


GPS:-33.8652717957,151.176452362]. 


at that, 


[Sw:276N16/054N16, UBD:235G08/009P16, 


then return same way. Ok?. 


Rozelle 


NSW 


Australia 


Comes out near Dryer, 


Water Level: 
History: 


nsw/4255177272/sizes/1/in/photostream/ 


Dry-Show. D/s extension is tidal 
Old pic here... 
http://www. flickr.com/photos/state-records- 


Notes: 


hole in 


Dryer, 


Found: 
Rating: 
Update: 


*Has new "add-on" added 2006. 
*OldAcc: #0,UA: Parsons St near Robert St. See canal. See 


fence. Go both. [Sw:276N16/054N16, UBD:235G08/009P16, 
Grg:344G08/007D16, GPS:56H 331204 6251089]. Comes out near 


so look at that, then return same way. Ok?. 
1992 Predator. 
250/540 

2015-10-11 13:00:00 (Red) - Heritage link changed to: 


https://www.sydneywater.com.au/SW/water-the- 


environment/what-we-re-doing/Heritage-search/heritage-detail/index.htm? 


heritageid=4570329&FromPage=searchresults 


Update: 


itemid=4570329 


Created: 
Modified: 


Name: 
Description: 
WY! 


sides. 


Features: 
Access: 
St. 30m 


#5,UX: Jump 
O'Connell 


Locality: 
Region: 
Country: 
Care: 
cuts 


Water Level: 


2010-06-28 14:00:00 (What) - Heritage Listed 
http://www.heritage.nsw.gov.au/07 subnav_01 2.cfm? 


GPS : -33.865874,151.176472 


1995-12-31 13:00:00 
2015-10-19 13:00:00 


White Rabbit 
Twin 5' SCP's that run dead straight for 80m then become a 


intersect. The intersect has a window that opens into both 


Right hand side leads to 'Cave-in' 50m upstream. MPL=100m 
TEL=100m. 

Low quality graf. 

5,UE: Over embankment opposite cnr of O'Connell and Peel 


NW of Railway bridge across peel river. [NDR]. 


fences in 


ither canal in vicinity of Marius St and 


StS: 
Tamworth 
NSW 
Australia 

Pipe at 4.7ft elevation 20m inside from entry. This pipe 


across both sections. 
Dry 


I have hit my head many a time. 


History: 
cage and 


Pyschic 
Rabbit 
Found: 
Rating: 


Created: 
odified: 


Ghost once owned a pure Albino White rabbit that escaped 


sought refuge in this location. A great deal of luck and 


intuition saves pet rabbit from certain watery death. 


later dies 
2006 Ghost. 
30/920 

1995-12-31 
2007-01-14 


of Rabbit 


Influenza. 


13:00:00 
13:00:00 


Name: 


Description: 


section 


arch 


Access: 


Ln, 


Whites Creek 
Decent drain 


(underneath Collins St) 


, 6'-7' covered canal, gets lower. One 10' 


with pipes across. Old 4' brick 


under Parramatta Rd. MPL=1.289km. TEL=1.289km. 


Canal 


9,UE: 


0 (update- 
Ratter 2016) 


adjacent to 


33.883433,151.165416], 
just before the GPT pits. 


South St 


Whites 


Side pipe 


hole 
St 


canal. 


Trimar 


manhole in footpath of Whites Ck Ln, 


UBD:235D14/011H12, 
[GPS:-33.879045072,151.168234439]. 


Best done during the day. 
7 end Wisdom Rd [Sw:296K02/064K02, 
Grg:344D14/010H12, 


: Cast iron grilles in footpath of Whites Ck 


Evan Jones Playground 


[GPS:- 


near corner with 


[GPS:-33.885166,151.164833]. 


Cast 


iron gutter grille in front of 4 


Ck Ln 


[GPS:-33.886387,151.164234]. 


Clarke St, near corner of 


Short crawl through 


to main canal. 


Access for 


slim/courageous folks can be had via "worm squirm" into 


under street 


[GPS:-33.886 


Sign at corner of Whites Ck Ln and Macquarie 


692,151.163220]; drops directly into main 


Far upstream exit: 
behind/underneath 380 Parramatta Rd 


33.888580,151.161859]. 


right at 


cavity; go 


leaves) 


Locality: 
Region: 
Country: 
Care: 


Notes: 
Lane 


Nearby: 
Bay. 
Found: 
Rating: 
Update: 


New 
and 


sealing 


installed near 


Bowl. 


Created: 
odified: 


Name: 
Alternate: 


Description: 


TEL=822m. 
Access: 


#9: 


Vater Level: 


Access via long driveway next 


the end, 


in second grille beneath 


see grilles, 


steel grilles 
[GPS:- 


go 


to access drain. 


Leichhardt 
NSW 
Australia 


Ankle 


You can follow the drain 


are the two 


*More detail 


xWhites Creek Course: 


1991 Melb Cl 


30/540 


2012-10-01 14:00:00 


Best done during the day 


on the surface. 


grilles. Sealed. 


to 24 Margaret St; 


turn 


in grilles to access building 


the building (may be buried in 


Near 78 Whites Ck 


comments section. 


led update by Ratter in th 
Whites Creek == 


(Quaint) 
an. 
- Oct 2012. 


(Siologen) Two 


==<Rozelle 


large sewer 


overflows have been installed just u/s of Collins Street. 


overflow chamber with two syphon overflow pits. Very nasty 


utterly surprising to see, 


given Syd Water has 


been 


overflows elsewher Theres also a nasty turd GPT 
Albion Street. Drain is now very much Straight From The 
1995-12-31 13:00:00 
2016-12-15 09:19:19 
Why Hasn't This Been Found 
Precheesegrater, Cheesemaker. Short=Why. 
3x 5'h 8'w rects with connecting holes. MPL=274m. 

0,UE: E side Elizabeth Farm Reserve nr Oak St [Sw:253Cl17, 
UBD:211J305, Grg:308J05, GPS:-33.8201914387,151.019093324] 
Hassal St btw Arthur St & James Ruse Drive [Sw:253C16, 
UBD:211J304, Grg:308J04, GPS:-33.8183424969,151.020745685, 


Locality: 
Region: 
Country: 
Nearby: 


Found: 
Rating: 
Created: 
Modified: 


XNL, XWPT]. 
Harris Park 
NSW 


Why Hasn't This 


Australia 

*Cliff Ck Course: Hassall St == 
Cheesegrater ==<Parramatta River. 
2004 dTrog. 

0.5/5.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 


Been Found 


Name: 
Alternate: 
Description: 
and 


could 


shrinking and 


MPL=~900m. 
Features: 
Access: 

at 


Locality: 
Region: 
Country: 
Eek!: 

Water Level: 
Cond: 

To-Do: 

near my 


Notes: 
the 


Found: 
Rating: 
Created: 


Why So Siri 


us? 


JB's Tomb, AXEL's escape 


2m RCP to CDS room underneath intersection of Sirius Ave 


Sirius Cove Rd with rubber covered ceiling grills. 


possibly li 


continues upstream, 


CDS, old gr 
Valk into d 


southern en 
Mosman 

NSW 
Australia 
Slippery Ou 
Dry - Dry 
Good 


ft these topside with 


following th 


affiti, yella 


tools. It begins 


e roadway to top. 


One 


t rich neighbors from gutter. 


og park at bottom of Sirius Cove Rd. Drain is 


d of sea wall. 


tfall 


[GPS:-33.840369,151.237509]. 


Finish exploring upstream and exit through driveway grill 


backyard. 


last corner 
JB 197?-AXE 
1.0/5.0 
2012-09-30 


L 2012 


14:00:00 


Fun to skateboard but make sure you lose your speed before 


Name: 
Alternate: 
Description: 
section of 


near 


Willoughby Waterfal 
Short=Willoby Wf U. 


Mostly 5! - 


twin parallel 5' 


ls 


5.5' flat oval and f 


RCP's and short 


lat rect sects wilt 


sect twin 3' flat 


th 


t ovals 


start. TEL=1km. 
Features: The Lounge - 6'x15'x8' room with seating for four. Slide 
down to 


twin RCP's. Also plenty of places to peek out of the 
gutters into 


the street to freak out residents. 
Access: 0,PX: GBG opp 157 High St [Sw:257F06, UBD:196A10, 
Grg:285F10, 


GPS:-33.7986756334,151.201900104, XED, XNL, XWPT]. 10m up 


RCP 
that branches R before 2nd slide. 
#3,SK: 42 Ann St. 
#6,SK: 21 
Third Ave. 
#9,UE: U/S from waterfall in park W side Eastern 


Valley Way between Sugarloaf & Sunnyside Crs [Sw:257J07, 
UBD:196D11, Grg:285J11, GPS:-33.7989651822,151.209400933]. 
Locality: Willoughby 
Region: NSW 
Country: Australia 
Vater Level: Shoe. There are a few holes 
Nearby: *Course: WWFUS == WWFDS ==<Sugarloaf Ck ==<Crag Cove. 
Found: 2003 FeNixX. 
Rating: 3.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-11-01 13:00:00 
Name: Willoughby Waterfalls-D/S 
Alternate: Short=Willoby Wf D. 
Description: 4'-5' flat rect reminiscent of last section of 
Transgrinder. 
TEL=200m. 
Features: End up in some really swish backyards. 
Access: 0,UE: D/S from waterfall in park between Eastern Valley 
Way and 


Fourth Ave just down from Edinburgh Rd [Sw:257J06, 


UBD:196D10, 


Grg:285J10, GPS:-33.7988134303,151.210127781]. 
#7,PX: Final 50m 
slopes down to exit - becomes Sugarloaf Creek (open) and 


goes 
down to 2nd waterfall. 
Locality: Willoughby 
Region: NSW 
Country: Australia 
Water Level: Shoe 
Nearby: *Course: Willoughby Waterfalls == Willoughby Waterfalls- 
D/S ==<?. 
Found: 2003 FeNix. 
Rating: 05/520 


Created: 1995-12-31 13:00:00 


Modified: 


Name: 


Description: 


Park. Low 


Features: 
RCP with 


rect 


Access: 
after 


Locality: 
Region: 
Country: 
Care: 
walk in 


Eek!: 


Water Level: 


2004-11-01 13:00:00 


Vilsons Bogatory 
Extensive system of rect & RCPs under & around Wilson 


tide only. Goes beyond Holker St. MPL=300m. TEL=1.1km. 
2 x 5.5'h rect, 3 x 5.5'd RCP with connections, 2 x 5'd 


connections, 2 x 4'd RCP, 1 x 5'd RCP unexplored, 1 x 5'h 


unexplored exit but boggy. 
9,UE: Wilson Park. Follow bike path beside river. Just 


toilet block is drain entrance [Sw:253R19, UBD:212G07, 
Grg:310B07, GPS:-33.8247720021,151.053604015]. 
Silverwater 

NSW 

Australia 

Boggy. Initially take the E rect, then cross over, always 


the stream. Prison nearby. 
Observe the high tide mark. 
Tidal, Ankle-Death 


To-Do: 
Notes: 
walk 


* Found 
"To Do" 
in his 
Found: 
Rating: 


Created: 
Modified: 


K-17) 
Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Go up the boggy exit (light seen). 
If first gate is closed, climb over or thru it, but do not 


between posts on other side (laser beam crosses path). 
by Predator after his passing with dTrog working from his 
notes. All finds based upon Preds notes will be credited 


memory. 
2004 dTrog/Predator. 
3.0/5.0 

1995-12-31 13:00:00 
2005-12-07 13:00:00 


Wilston Triplets 
Where Finsbury park canal goes under Edmondstone St. (139 


Wilston. 

QLD 

Australia 

1997 Azza/Possum 
0.0/5.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


Name: 


Description: 


Features: 
12"h rect 


most of 


Access: 
cross 


[Sw:272K04, 


Locality: 
Region: 
Country: 


Nearby: 
(Reo) 


River. 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
hundreds 


in 


Access: 
Rd 


Locality: 
Region: 
Country: 
Nearby: 


Found: 
Rating: 
Update: 
follow the 


Water Level: 


Windowville 
Large 3 sectioned drain. TEL=318m. 
150m of bifurcated 8' rect, 5m open canal, then 150m of 


with a fenced off window running up near the roof along 


its length. BDID. 
9,UE: On Neil St (W), near where it starts to rise up to 


the rail lines at the weighbridge, on the N side 


UBD:210012, Grg:307K12, [GPS:-33.834288,150.994456] 
Merrylands 

NSW 

Australia 

Dry-Ankle 

*Beckett Ck Course: CXIV == Windowville == (VeeZedOne) == 
== (Misguided) ==<Duck Ck ==<Duck River ==<Parramatta 
1998 Siologen. 

3.0/5.0 

1995-12-31 13:00:00 

2004-09-27 14:00:00 

Wired 

Single 'covered canal' style drain. 7'h. TEL=400m. 


Covered canal that used to be filled to the limit with 


of cables and wires, these are still there but are encased 


piping, Groovy metal roof though. 
9,UE: Through/over fence at E side kink in Sydney Steel 


[Sw:296M16/074M16, UBD:255F12/017L07, Grg:374F12, 
GPS:-33.9089484578,151.171466117]. Take LH entrance. RH is 
Predator's Drain. 

Marrickville 

NSW 

Australia 

*Course: Predator's Drain/Wired == Three Pits 


(Basin) /Rooster's 


Egg ==<Cooks River. 

1991 Predator. 

20.19 $0 

2016-07-25 12:30:13 (Ratter) - Update Access: If you 


again, 


cast-iron 


canal all the way upstream until it turns into a drain 


then take the RCP on the right, exit is possible via a 


gutter grille outside 136 Addison Rd [GPS:- 


33.902090,151.162860], 


Drain. 


Update: 
debris 


cables and 


with 


Created: 
Modified: 


Name: 


Alternate: 
Description: 


The drain 


before 


known at 


Water 


Features: 
to 


enjoy a 


Access: 
water 


Locality: 
Region: 
Country: 
Care: 

of 


The 


right near the fibreglass hatch entrance into Predator's 


2007-06-26 14:00:00 (Hatsumi) - at end of tunnel lots of 


including newish looking yellow apollo bike trapped by 
under a large heavy gattic cover..... free to good explorer 
muscles ! 


1995-12-31 13:00:00 
2004-09-27 14:00:00 


Witness 
Claisebrook Northern Branch 
The most northern branch of the Claisebrook main drain. 


inlet connects to Smiths lake and flows into Claise brook 


emptying into the Swan River. 

MPL=200ms - Though the total length of the drain is not 
this stage - it is easily over 2kms long. According to 
dept. docs it connects with another claisebrook branch in 


Robertson park. 
Old and new sections. Beautiful brick. The largest chamber 


date discovered in Perth. Dry walls you can sit on and 


beer. Large waterfall through 4ft RCP. 
Park near the corner of Kayle and Emmerson st. Lift man 


dept. manhole near the corner of aforementioned streets. 


[GPS:-31.934499,115.851337] 

North Perth 

WA 

Australia 

Lids are heavy and are rectangular in shape. Possibility 


dropping the lid into the drain if not lifted with care. 


do at 
Eek!: 
Cond: 


History: 
drained 


a spate 


allow 


northern 


To-Do: 
Notes: 
be 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
8' rep 


tunnel 


shrinker. 
Access: 


western side 


[UBD: 68F13] 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


around 


Water Level: 


manhole is directly in front of a row of houses, best to 


night. 

Frogs, tadpoles, jumping spiders. 

Shoe - Shin 

Untouched 

Originally a much larger lake, Smiths lake was partially 


in the late 1800s and was used as a market garden. Due to 
of flooding in the late 1920s the drain was upgraded to 


better flow into the claisebrook main drain. This work was 
started in 1929 and completed in 1939. It is the most 


branch of the Claise brook main drain. 
Explore past the 4ft rcp. 
This drain, with further exploration, has the potential to 


excellent. Rating it good for the time being. 
Delo 2015 

3.0/5.0 

2015-01-08 13:00:00 


Woden 
Interesting 8' rcp drain... 
3ft high rect outlet, becomes 7' rect, large grille room, 


with parallel 6ft rcp overflow, numerous other rooms, side 


leading to turret-like grille room, eventually becomes 
Follow canal north from Launceston and Callam St, on 
of canal. [GPS:-35.340826,149.087595], [Greg: 60A12], 


Woden 

AGI 

Australia 

Shoe 

1993 Dougo 

3575.0 

1995-12-31 13:00:00 
2005-07-09 14:00:00 


Woezie's Bong Room 
4ft pipe leading into small room with ledges the whole way 


perfect for sitting and having a sesh after doing lovers 


or 
revesby rail 
Access: Park on montgomery ave. follow creek towards the train 
line 
outlets are Revesby rail , Lovers, Lovers,WBR,WBR 
[GPS:-33.952551,151.018541] 
Locality: Revesby 
Region: NSW 
Country: Australia 
Care: dont smoke too much and forget about the low roof 
Vater Level: Slimey - Shin 
Found: Woezie, Diser, Faz - 2012 
Rating: 0.5/5.0 
Created: 2012-01-28 13:00:00 
Name: WOHC 
Alternate: WOHC - "Watch Out Handrail Collapsing". 
Description: The u/s entrance advertises the handrail is designed to 
collapse 
during flood, hence the name (see Other:). 5'd RCP that 
ends 
flooded to half height. MPL=250m. TEL=250m. 
Access: 0,UE: Lemrac Ave & Willow Cr [Sw:NDR, UBD-Wg:025M09, 
Grg:NDR, 
GPS:-34.3684574184,150.892498032]. Look for the handrail. 
Locality: Corrimal 
Region: NSW 
Country: Australia 
Care: Handrail collapses. 
Water Level: Waist d/s end 
Notes: Lemrac is Carmel backwards. Maybe I should have named this 
drain 
"CHOW" or "Willows CHOW". 
Found: 2005 dTrog. 
Rating: 0557570 
Created: 1995-12-31 13:00:00 
Modified: 2006-07-28 14:00:00 
Name: Wolli World 
Alternate: Arncliffe System 
Description: Small system with a micture of overgrown open channel, 5 
foot 
concrete tunnel and 5 foot concrete covered brick tunnels. 
TEL 


appox 800m MPL approx 700m. Drains Arcliffe/Wolli Creek 


under 
section is 
open 
factories. 
after 
brick drain 
before 
approx 10m 
channel 


Features: 
Interesting 


Access: 
Princes 


done at 


Arncliffe or 


through 


college on 


Locality: 
Region: 
Country: 
Care: 
recommended. 


Eek!: 

Vater Level: 
History: 
To-Do: 
Found: 
Rating: 
Created: 
odified: 


empties into Cooks River near the airport, Main access is 
Princes Hwy. 100m of 5 foot high concrete drain. This 
tidal and quite muddy. Tunnel opens to a 400m overgrown 
brick channel running between various caryards and 

Goes underground under SW Sydney sewer viaduct. Forks 


approx 5m. Left fork cont as 5ft concrete covered red 


for approx 5-10m then opens up to approx 7ft high for 20m 


continuing as 5ft redbrick south. Right hand cont for 


before opening out to 1.5m wide wire grate covered open 


for 10m before cont as 5ft tunnel west. 
4ft long old man green eel living in first section. 


entrance under sewer viaduct. 
1. Via canal in Cahill Park, Wolli Creek/Arncliffe 


(off 
Hwy). Canal is tidal emptying into Cooks River so best 


low tide. Other access via car yards on Princes Hwy, 


through factory land Argyle St, Arncliffe/Wolli Creek. 
[GPS:-33.93210447650211,151.15422070026398] 


2.Other access via car yards on Princes Hwy, Arncliffe or 
factory land Argyle St, Arncliffe/Wolli Creek. 
3. From Gutterbox accross from the Muslim 


Cnr of 
Wollongong rd and Martin Av. 
[GPS:-33.93305695429045,151.14866852760315] 
Volli Creek/Arncliffe 
NSW 
Australia 
Muddy as far as sewer viaduct entrance. Rubber boot 


Dont stand on King Wolli 
Mud! Tides! Spider webs! 
Shoe - Shin (Tidal) 
Unknown 
Explore upstream both south and west forks 
2009 Wolfman Jan 15 

3.0/5.0 

0000-00-00 00:00:00 

2008-06-30 14:00:00 


(the eel) 


Name: 
Alternate: 


Description: 


outside, 
pipes, 
Features: 
explored 


Access: 
on Byron 


north of 


the 


beneath the 


Locality: 
Region: 
Country: 
Care: 
private 


rains. 


Water Level: 


Cond: 
To-Do: 
where 


Notes: 
doing if 


Found: 
Rating: 
Created: 


Wonderbra 
Yennora Drainhole 
Drain which looks well endowed & impressive from the 


only to shrink down to become twin 4ft corrugated iron 
hence it's name. 


Large opening with small churn blocks which stops boulders 
entering the drain. 2 X 4ft corrugated iron pipes (only 


for a short distance). 
Easiest way is if you 


nter the driveway of the property 


RD just opposite Cann St, Yennora. Walk around to the 


the building where the entry is very visible. 
If driveway gate is closed/locked enter the open land on 


corner of Byron Rd & Dennistoun Ave. The drain dives 


large building on the south side of that open land. 
Lots of safe parking in side streets off Byron Rd. 


Actual drain entry is here... 
[GPS:-33.857903,150.975269] 

Guildford 

NSW 

Australia 

Is in enclosed land. Easiest access involves accessing 


property. Looks like it gets hairy down there during heavy 


Dry - Knee 
New drain diverting the catchment beneath new buildings. 
Fully explore the 2 x 4ft corrugated iron pipes, find out 


they go. 
Although it is a very unusual set-up, it is only worth 


your in the area, or bored. 

Unless off course if you are shorter than 4ft. 
2011 - Blakjak, Oriface 

0.0/5.0 

2011-06-29 14:00:00 


Woodies 


Description: 


bigger 


Features: 
Access: 
Locality: 


Region: 
Country: 


Water Level: 


To-Do: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Features: 
Entrance 


Access: 
XWPT]. 


#9,UE: 


Locality: 
Region: 
Country: 
To-Do: 
Nearby: 
River 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


"Tomb! 


Description: 


Short 6FT RCP connecting two Wetland Areas. Part of a much 


network of drains in the area. MPL=65m. 


last 5 Meters is a Corrugated iron RCP. 


Downstream, [GPS:-33.894713,151.014169]. 
Upstream, [GPS:-33.894588,151.013419]. 


Sefton 

NSW 

Australia 

Shoe - Shin 

Explore the drainage Systems to the north and south. 


Vhat 2010 

0.5/5.0 

2010-02-21 13:00:00 
2011-04-06 14:00:00 


Voodville Rd 
Two rectangular 5'h drains. MPL=319m. TEL=638m. 
House built on slab over canal just down from entrance. 


under Woodville Rd overbridge. 
0,UX: Claremont St nr Linda Pl [Sw:272L07, UBD:211A15, 
Grg:308A15, GPS:-33.8418226295,150.996786873, XED, XNL, 


Granville Park, Woodville Rd, or 118 Louis St [Sw:272M06, 
UBD:211B14, Grg:308B14, GPS:-33.8404703324,150.999573994]. 


Merrylands 
NSW 
Australia 

Follow to Guildford Park. dTrog got to about Bertha St. 


*Course: Guildford Park == Woodville Rd ==<Duck Ck ==<Duck 


==<Parramatta River. 
1993 Diode. 

057540 

1995-12-31 13:00:00 
2004-09-27 14:00:00 


Woodys Tomb 


8' rcp that leads to a large lake overflow. The first 


Features: Twists and turns, a few rooms then large grilled chamber 
with 


water pouring in thru grille. Ducks have to be repeatedly 
rescued 

after they repeatedly fall thru the grille into the 
chamber. 
Access: Follow the Darebin Ck’s east bank from Dougharty Rd 


against the 


flow for ten minutes. [Mel:19E-9] 


Region: VIC 

Country: Australia 

Water Level: Shin deep at outlet 

History: Used to have a larger, better lake inlet. Cave clan and 
the RSPCA 


headed up a mission to rescue all the ducks that have 
fallen thru 
the grille into the drain. 


Found: 1986 Dougo/Sloth/Woody 
Rating: 3.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2003-12-31 13:00:00 
Name: Works Pie 
Description: Nice 8' sq drain that stays that way its entire length. 
MPL=486m. 

TEL=486m. 
Features: 5'h rect entrance to mislead you. 
Access: 9,UE: Canal, Valencia St (sorry no cross recorded) 
[Sw:NDR, 

UBD-Ne:132009, Grg:NDR, GPS:-32.9007898071,151.73844138]. 
Near 

House With No Steps. Was gunna call this "Drain With No 
Steps", 

but the Works Pie is better than McDonalds any day. Any 
I've 


rambled on enough, back to Acc 
#2,UX: Canal, Baker St 
[Sw:NDR, UBD-Nc:132N09, Grg:NDR, GPS:- 
32.899693951,151.733538737, 
XED, XNL, XWPT]. 


Locality: Mayfield 
Region: NSW 
Country: Australia 
Water Level: Ankle-Shin 
To-Do: Explore hardcore 3.5'h rect u/s. 
Notes: Named after Works Pies sold at nearby pie shop cnr 
Woodstock St & 
Maitland Rd (Pacific Hwy). Try one or two. 
Nearby: Unexplored hardcore 3.5'h rect u/s. 
Found: 2004 dTrog. 


Rating: 4.0/5.0 


Created: 
Modified: 


Name: 


Description: 


Features: 
space, 


Access: 
Station, 


is 


Locality: 
Region: 
Country: 
Nearby: 


gallery 


Created: 
Modified: 


Name: 


Description: 


is twin 
4.5ft 
rectangular 
RCPs 

Throat 

5ft 


Finally, 


1995-12-31 13:00:00 
2005-08-25 14:00:00 


Wormhole 

Drain, alternating open/covered channel, closed viaduct, 
branches, rooms. 

Viaduct across huge building excavation (tunnel through 


hence the name). 10'h x 10'w. Rooms at branches. 


9,UE: Into open canal next to rail line at Bankstown 


via parking lot off North Terrace [Sw:293K20/240aD03, 
UBD:252A16/035aJ05, Grg:369F16, 
GPS:-33.9173546913,151.035891947]. E leads to Wormhole. NW 


Bankstown Cage. 

Bankstown 

NSW 

Australia 

Salt Pan Course: (Bankstown Cage/Wormhole) == Gutter Seat 


(Autobahn) == (Prowlers). 

1992 Diode. 

3.0/5.0 

2010-07-14 14:00:00 (F1@sh) - Known heroin shooting 


here:-33.92023,151.038883 
Please be careful. Syringes spotted on floor. 


1995-12-31 13:00:00 
2010-07-22 14:00:00 


Wormington 
Interesting drain with several shape changes. The outfall 


5ft concrete culvert that joins a room. From here, two 4- 


RCPs continue upstream to a 3.5-4ft low, but wide, 

section underneath Mawson Crescent. From here, two 4-4.5ft 
continue upstream to an ovular shape, reminiscent of Deep 
and Quasi. Continuing upstream, the drain becomes a single 


RCP before changing shape, yet again, to twin 5ft RCPs. 


to 


Features: 
sandstone 


have 


Access: 
to 


by 


(GBGs), 


out due 


points of 


Locality: 
Region: 
Country: 
Vater Level: 
To-Do: 

these 


Notes: 
southern end 


grass line 
explored 
the 

this 
Found: 


Rating: 
Created: 


the drain changes shape to twin 4-4.5ft RCPs and continues 


shrink upstream. MPL=800m. TEL=Unknown. 
Low chamber underneath Mawson Crescent has a nice 
stonework surrounding the twin 4-4.5ft RCPs. Some sections 


corrugated-iron roofing. 
Park near corner of Stevens and Reid Sts, 


Ermington. Due 
fences and an overgrown outfall, best method of entry is 
lowing yourself down into either of the gutter-box grills 


at #1 or #2 below. A milk-crate may be required to climb 


to no step-irons being present at either of these two 


entry 
0 Outfall, at [GPS:-33.811283,151.056961]. 
1 GBG, at [GPS:-33.811254,151.056996]. 
2 GBG, at [GPS:-33.811162,151.057062]. 
3 GBG, at [GPS:-33.810749,151.057498]. 
4 GBG, at [GPS:-33.8107,151.057556]. 

5 GBG, at [GPS:-33.810241,151.058466]. 
6 GBG, at [GPS:-33.810027,151.058643]. 
7 GBG, at [GPS:-33.80975,151.059732]. 
8 GBG; at [GPS:-33.80975,151.059822]. 
9 GBG, at [GPS:-33.809288,151.06071]. 

Etc. 

Ermington 

NSW 

Australia 

Dry - Shoe 


Continue exploring upstream to confirm whether or not 


access assumptions are correct (s Notes). 
Google Maps suggests that this drain begins in the 


of Cowells Lane Reserve, Ermington. One can follow the 


indicating where the drain flows downstream to the 


sections of this drain. It is assumed that the grills in 


streets and the parks along the way connect directly into 


drain. 

2012 Raptor / Red / Swim 
2.0/5.0 

2012-12-28 13:00:00 


Name: 


Description: 


Access: 
[17, 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


splitting 


Features: 
light to 


for most 


Access: 


access 
are 

far) is 
Hilda Rd 


openings 


Locality: 
Region: 
Country: 


Wrest Point Drive 
At shore near north end of Nelson Road, off Drysdale Pl. 


M24], [GPS:-42.901474,147.334956]. 
Sandy Bay 

TAS 
Australia 

Melb Clan 1998? 
23,575.60 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


Wrong Guess 
6ft RCP later becoming 5-5.5ft underneath a park before 


up into two (2) 4-4.5ft upstream sections. TEL=300m+. U2. 
An easy, beginners drain with several gutters allowing 


enter during the daytime. One does not even need a torch 


of this drain... providing there is nothing nasty I missed 
noticing sticking out of the ceiling! 

Downstream access in Sophia Doyle Reserve at 
[GPS:-33.758716,150.976674] 

in a park on the eastern end of Sanders Rd. Several gutter 


points exist. Some are loose enough to budge open but most 


rusted shut. Easiest access point upstream (discovered so 


in the middle of a concrete block in the park between 


and Bass Dr at [GPS:-33.760103,150.977133]. Gutter 


(starting downstream going upstream) are: 
1, opposite 27 Sanders Rd; 

2, outside the front of 27 Sanders Rd; 
3, in front of 25 Hilda Rd; 

4, opposite 25 Hilda Rd; 
5 
6 
7 


, in park (see above); 
, south-west corner of park on Bass Dr; 
, west side of 23 Bass Dr; 

8, southern edge of 79 Bass Dr; 

9+, to be discovered... 

Baulkham Hills 

NSW 

Australia 


Water Level: 


Cond: 
relatively 


History: 
To-Do: 
y guess 


Hills 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
lead toa 


out. 
Access: 


Wunderkammer & 


Locality: 
Region: 
Country: 
Care: 
cover you 


Eek!: 
tide, & 


notice. 


Water Level: 


Dry - Shoe 
Lots of graffiti at downstream entrance but otherwise 


clean. 
An engraving in one of the RCPs says "21/06/77." 
Returning and finish off both 4-4.5ft upstream sections. 


is that the left branch goes up Bass Dr and ends shortly 
thereafter while the right branch continues towards Seven 


Rd. 

2010 Red 

2.0/5.0 

2010-08-16 14:00:00 


Vunderkammer Extension Extension 
Newbie Drain. 

Shitty little tidal drain that runs by the woolsheds along 
Alexandra Canal. TEL=100m. 

Big fuck-off shit-flap over lm in diameter which would 


sewer system, nobody was game enough to open it to find 


Jump into canal off Bourke Road which leads to 


follow downstream. [Sw:297B19/075B19, UBD:255M15/018H14, 
Grg:375B15, GPS:-33.9176674925,151.186671138]. 
Beaconsfield 

NSW 

Australia 

Is tidal, & that shit-flap may open without warning & 


with shit. 
Filthy water from Alexandra Canal backs up during high 


torrents of shit might pour out of the shit-flap without 


Slimey-Knee (Tidal) 


History: 
Creek) that 


To-Do: 
Found: 


One of the many side canals of Alexandra Canal (Sheas 
has ben covered over. 

Open the shit-flap & find out whats behind it. 

2006 Beachbum/Blakjak/Bob 


Hawk/Floss/Loop/Meric/Newt/Gingrich/O 


Rating: 
Created: 
Modified: 


0.5/5.0 
1995-12-31 13:00:00 
2007-01-15 13:00:00 


Name: 
Alternate: 
Description: 
Features: 
Access: 


intersection. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 
sections 


raining 


Created: 
Modified: 


WVH 


Woden Valley Hospital 
Another boring 6' 
Rooms...not much else 


Northwest corner of Yamba Drive and Kitchener St 


[Greg:60E14], 
Phillip 

ACT 
Australia 
1993 Dougo 
125 /96.0 


2014-02-22 13:00:00 


[GPS:-35.343721,149.098034]. 


- Sewerage overflown in some 


after heavy ran last week. Maybe avoid if it's been 


recently. 


1995-12-31 13:00:00 
2014-03-30 13:00:00 


Name: 
Description: 
in the 


Features: 
petrol 


wall.. 
Access: 


the 


that side 
away 


Locality: 
Region: 
Country: 
Care: 
sure 


Water Level: 
To-Do: 
empty and 


Xsv's Dungeon 
Large open cavity underneath a 
Mcdonalds/KFC/Shell/Pancakes on 

the rocks. Suitable for chil 


area otherwis 


smell coming from 


not really worth the visit. 
A bunch of brick pillars hol 


lding it up.. 


the shell as you climb down, 


braincell killing 
extension cord or 


electricity ina 
[GPS:-33.796703,1] 
Park your car in front of the grill 


pancakes on the 
so it should b 


but it has no rungs to climb down. 


Northmead 
NSW 
Australia 


Dry - Dry 


Check warehouse right next to it for access.. 


drain? weird! 
150.98904] 


lling out if you're bored and 


also a faint 


delicious 


Theres also what looks like an orange 
something coming through one side of the 


to block view from 


rocks restaurant.. 


at night its dark on 


's also another grill about 10m 


Lots of people come and go around the restaurant.. but i'm 


the "i dropped my keys" excuse will be fine though ;) 


currently 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Features: 
Access: 

[159 D12] 


of 


to 


Locality: 
Region: 
Country: 
Eek!: 
Look out 


with 


Water Level: 


in need of a visit. 


Perhaps a pizza & trash talk night soon? :) 
2010 Xsv 

0.5/5.0 

2010-01-25 13:00:00 


XXXX, Lower 

Four Ex 

Anybody? 

Arch room, side tunnels, big cavity 

1:Canal Nrth side of Milton Road opposite Milton park. 


2:RMH in front yard [street address] #3:Creek in SE cnr 


Govenors residence at Elizabeth St Rosalie [159 A9], need 
dodgily jump over fence. 


Update 

2016 NoPro: Update Access: #1 
[GPS:-27.470546,153.000149] 
[GPS:-27.464366,152.992823]. 
Rosalie, Milton 

QLD 

Australia 

Explorers were approached by police at the #3 entrance. 


gps point 
3 gps point 


for Ford Falcons that seemed to be parked for a long time 


men in them. 
1 is shin deep 


Found: 
Rating: 
Created: 
Modified: 


Name: 

Alternate: 
Features: 

Access: 
[E59 


Locality: 
Region: 
Country: 


2002 Green 

3.5/5.0 

1995-12-31 13:00:00 
2016-07-05 08:49:21 


XXXX, Upper 
Four Ex 
<6ft whole way, some small cavities 


1:Creek at East end Norm Buchan Park, within white fence 
R9] #2:Creek in fence at bottom of hill on Haining Street 
Rainworth [158 N10] 
Rainworth 
QLD 
Australia 


Water Level: 


1:Shoes-ankle 


Found: 2002 dsankt 


Rating: 15/530 

Created: 1995-12-31 13:00:00 

Modified: 2005-01-04 13:00:00 

Name: Xylophone 

Alternate: The Drain Song of J. Alfred Prufrock 

Description: Twin 8ft RCPs with multiple grill rooms, connected via 
overflow 


at upstream end. 


Side pipes at upstream end partially under construction at 


time 
of listing 1/2/14. 
MPL = 400m 
Features: Multiple grill rooms throughout twin main passageways 
Diversion into CDS unit with large xylophone like metal 
teeth at 
downstream end of left-hand passage 
Access: Twin 5 ft rectangular outfalls on Eastern Side of 


Johnston's 
Creek canal, approx 50m downstream of bridge on The 


Crescent 
[GPS:-33.877417,151.177249] 
Locality: Forest Lodge 
Region: NSW 
Country: Australia 
Water Level: Ankle - Dry 
Cond: Brand new when listed 
History: Partially explored by Curly while under construction in 
2012 
To-Do: Explore stoopy pipes upstream in right hand branch (past 
overflow) 
Play a tune on the xylophone! 
Found: 2014 - Ratter, Lentil & Cyborg 
Rating: 4.0/5.0 
Created: 2014-01-31 13:00:00 
Name: Yabbie Tank 
Alternate: Flap 
Description: A drain system close to the CBD containing many yabbies. 
It is 
safest and recommended to do this system with 2 or more 


people 


requires 
crates 


Features: 
other 


Access: 
in 


follow 


flap 


Locality: 
Region: 
Country: 
Care: 
Eek!: 

to 


system 


Water Level: 


Cond: 
To-Do: 
Notes: 
at the 
of 
believe 
Found: 


Rating: 
Created: 


Name: 


Description: 


Yerrabi 


under the 


huge. 


due to the large flap (weighing approx 60 - 70kg) that 


to be lifted to gain access. If doing it solo bring 2 milk 


to prop it open. MPL=350ms to Waterfall. 
Large waterfall, small chamber, side pipes, yabbies and 


drain fauna. 
Park along Watson st closest to the corner of Mckay Garden 


Turner. Walk down to the Sullivans creek open canal and 


downstream. Look for large flap blocking 5.5ft RCP. Lift 


from the bottom and prop with milk crates or similar. 
1. Park - [GPS:-35.273689,149.125962] 
2. Drain - [GPS:-35.273671,149.125649] 


Turner 

ACT 

Australia 

Best to do at night. 

The Flap. If it squashes you on entry it has the potential 


seriously injure you. If it closes once you are in the 
exit will be extremely difficult. 

Ankle - Shin 

Completely unvisited - no graffiti - rare considering it's 
location. 

Explore past the waterfall. Catch a yabbie. 


Not for the faint-hearted or the bigger boned. When I was 


waterfall section a loud sound of rushing water came out 


nowhere causing me to exit immediately. In hindsight I 


this could have been 
buildings near by. 
Delo 2014 

220/950 

2014-04-17 14:00:00 


ither from the irrigation systems of 


Yerrabi Pond Explorers Playground 
(1) A massive spillway that is on the south embankment of 


pond. Climbing into the spillway takes you into a massive 
rectangular enterance which slides downwards and flows 


bridge into a large GPT. Approx 40 meters long. Short but 


a 
into 

side 
standing 
cars 
Features: 
Access: 
inside 


two sets 


Exiting 
brought your 


exiting 


here. 


stairway. 
the 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 


To the other sid 


Great atmosphere. (2) of the spillway is 


large outdoor staircase that leads to a 4ft RCP. Entering 


the RCP takes you into rat like tunnels that run to either 


of the bridge. 


Every 10ms where there is a gutterbox is 


room 7ft square. Pretty fun crawling around the bridge as 
speed above you. (3) GPT outlet of the spillway near the 
staircase. 5ft RCP. Not explored. 

Outlined in description. 
Best place to park is here 


[GPS:-35.179088,149.128886] 


the park. (1) [GPS:-35.178323,149.125593] Spillway: Jump 


of thigh height railing and scale ladder into spillway. 


the Spillway is the same way you entered, unless you 


diving gear. (2 + 3) [GPS:-35.179102,149.125795] After 


spillway cross through one of the small openings that run 
underneath the bridge to the other sid Head south from 


About 40ms away from other side of bridge.You will see the 
GPT/Overflow. From here looking north you'll see the 


Climb the stairs and enter the 4ft RCP and explore under 
bridge 

Gungahlin 

ACT 
Australia 

High visibility. 

Slippery in spillway slide. 
Slimey - Dry 


Cond: 
History: 
formed by 


Creek. The 


through 
concrete weir 
To-Do: 

Found: 


Rating: 
Created: 


Good 
Yerrabi Pond was constructed in 1994. Yerrabi Pond is 


the Mirrabei Drive embankment across East Ginninderra 


primary spillway comprises a drop structure and culvert 


the embankment. The secondary spillway comprises a 

and chute on the western abutment of the embankment. 
Lift lid of grill at bottom of the stairway and explore. 
Delo 2013 

3307540 

2013-07-06 14:00:00 


Name: 


Description: 


Features: 
Access: 


Fs 


Dolphin St 


[Sw:298K19/078K1 


[Sw:298H18/077H18, 


grille NE 


z 


GPS 


outside 15 


tall 


steps at 


Upstream 


nice 
where 


end of 


while ago, 


Yodas Den 


Good drain, 6-7' RCP, with 8' rectangles, 
corridor, massive CDS unit. TEL=1.7km. 
40'h room, slide, 5' d/s extension. 
9,AE,Extension: Coogee Beach north [Sw:%%, UBD:%%, 


8,AX, Extension: 


[Sw:%%, UBD:%%, Grg:%%]. 
6,UE,Main: Under Bowling Club, Dolphin St 
9, 
UBD:257F15, Grg:377F15. 
2,AX: First GBG Courland St NW from Coogee St 


UBD:257D14, Grg:377D14, XED, XNL, XWPT]. 


and a 9'h x 4'w 


Grate eastern end of oval close to 


The access point on Courland St is actually the first 


from Coogee St, not NW; it's across from hous 


6. Correct 


coordinates are [GPS:-33.916045,151.247815]. 


Further u/s access is possible via steel swing 


grille 


Farnham Ave [GPS:-33.914730,151.247808]. This 


brick shaft which drops into a 3! 
Those prepared to waddle 200m up the 3.5' 
be rewarded with 20m of 7' 


will brick arch, 


grille (heavy + padlocked) at one end 


[GPS:-33.916132,151.245296]. 


the south end of Clyde St 


is a 3' RCP, not explored. 


RCP in 


leads toa 


corrugated plastic pipe. 


the LH 


lit up by a 


Easy access via 6seg near 


[GPS:-33.915931,151.245322]. 


The infall for the RH branch is at Fred Hollows Reserve 


[GPS:-33.913245,151.247924]. According to Nym: 


sandstone chamber section under Alison Rd, most 


"goes to 


tly flooded 


boulders have washed down and dammed it up". A 


the reserve is a 5' 


[GPS:-33.910673,151.248127]; Hats listed it in 


but afaik nobody's explored it very far. 


t the u/s 


RCP covered by a heavy flap 


Intel a 


GPS coordinates for the outfall are [GPS:- 
33.919228,151.259464]. 
Heading upstream, one encounters a monotonous 5' rect, 
briefly 


interrupted by a 6' arch. Eventually splits to two 


parallel 4.5' 


pipes - one concrete, one plastic. These rejoin into 5' 
covered 

canal which opens at the bowling club. 

(Ratter & Mandala, 2013/09/29) 
Locality: Coogee 
Region: NSW 
Country: Australia 
Vater Level: Ankle. If CDS unit is flooded, unblock overflow pipe 
Notes: Better to use #2 (GBG) as entrance. Let gravity work for 
you. At 


the fork, if heading u/s, take the RH passage. The LH 
looks and 
is bigger but shrinks very fast. 


Found: 1998 Yoda. 

Rating: 4.0/5.0 

Created: 1995-12-31 13:00:00 

Modified: 2007-01-21 13:00:00 

Name: York Mills 

Description: Older drain, made famous for being at the site of a tunnel 


construction acident that killed workers in the 1960's. 
Also the 

first drain found by Ninjalicious and Infiltration. 
Features: 8ft rcp, big impassable waterfall with pit a base. 
Upstream of 


waterfall has never been explored. 


Access: Follow south side of West Don River 100m west of Yonge St 
bridge. 
Near intersection with Wilson Ave. [Mapart: 109 G20] 

Locality: Hoggs Hollow 
Region: OR 
Country: United States of America 
Care: Rocks at oufall are slippery. 

Vater Level: Ankle 
To-Do: Get above waterfall. 

Found: 1997 Ninjalicious 
Rating: 2:.5:/ 5.2.0 
Created: 1995-12-31 13:00:00 

odified: 2006-03-31 13:00:00 


Name: You Missed 


Description: 


Univerity 
Features: 
Access: 
for 
attached 
edge of 
[AA:07J7, 
Locality: 


Region: 
Country: 


of 


A-Z: 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Bifurcated 12' high concrete rectangles. Runs under 


Manchester Institute of Science and Technology (UMIST) 
Channels on sides for water flow. A few bends. 
Starts at the intersection of London Rd and the on-ramp 


Mancunian Way. The DRY way in is to shimmy down the pipe 


to the wall of the canal, try to land on the plank or the 


the huge gpt, otherwise you have to wade thru it. 
10D2] 
Manchester M1 
North West England 
United Kingdom 

Dry in tunnel 
Newest tunnel 
2004 Siologen 
1254950 

1995-12-31 
2005-06-09 


in Manchester by the looks of it. 


13:00:00 
14:00:00 


Name: 


Alternate: 


Description: 


TEL=750m. 
Features: 
large 


huge high 


Chamber, 


Access: 
Rd, 


Wg:016D14, 


rail lines 


in, head 


[Sw:NDR, 


A 


Your Taxes 
Your Taxes 
Big fuckin 


7 


At Work. 


tunnel, only outclassed by NSST. MPL=619m. 


Huge junction GPT, 3 vertical grilles, 14' rect tunnel, 


room with big roof grille, sloping 9' tunnel, junction, 


slide/waterfall/shaft (35m), more 9' arch tunnel. The most 
impressive drain entrance in NSW - The Submarine Docking 


6m high!. 
1,UE: Big room with SRA locked roof grille: 


N end of Pit 


over fence walk 100m thru floodplain [Sw:NDR, UBD- 


Grg:NDR, [GPS:-34.2713973206,150.955007033]]. 
2,AE: Abseil. From th 1 entrance follow trail along 


to a second walled off compound, head round back, climb 


over to pit climb down, rope up and abseil down 35m shaft. 
9,AE: SRA padlocked outlet, North end Scarborough Beach 


UBD-Wg:016F14, Grg:NDR, [GPS:- 


34.2717397282,150.961482675], XED; 


Locality: 


XNL, XWPT]. 
Wombarra 


Drain is up on top of rock crop. 


Region: 
Country: 
Care: 

Water Level: 


NSW 

Australia 

Make sure you have enough rope if abseiling in. 
Slimy. #9: Kn 


Notes: 


Acts as an overflow for a smaller drain running 


underneath. Most 


smaller 
Found: 
Rating: 
Update: 
who 


people 


along 


Created: 
Modified: 


Name: 
Description: 
in 


Features: 
runs for 


that goes 
leads down 
and 


that can 


the flow 


half of 


you to 
numerous 


SO... 


of the creek water when not raining will flow through 


drain. 

1999 Diode. 

5.0/5.0 

2011-12-26 13:00:00 (Scarecrow) - Trainman says the person 


has the property with the horses on it no longer likes 


walking across it, despite it not being his property. 
May be a better idea to walk in from the Scarborough end, 


the tracks. 


1995-12-31 13:00:00 
2012-01-28 13:00:00 


Zardox 
Calgarys biggest drain one of longest and vastest drains 


Canada with 2 outlets, 4 overflows and 1 loop. 
Having only explored some of it... Huge 12ft trunk that 


kms before hitting a twin slide. Left tunnel is a 6fter 


for ages. Right goes upstream, past an odd window that 


into the loop tunnel, onwards to The Vas Deferans Chambers 


the other end of the loop, which is protected by a wall 


be squeezed over. Taking the loop from the odd window, you 
eventually hit The Diaper Pail, where a huge flap blocks 


of debris. There are grille for ventilation and the other 


the loop goes off to the west Getting past the diaper pail 
involves a lot of mud and a climb up a shaft that allows 


climb over the flap. From there its older 6ft rect with 
weirs and 'Garage Doors'. I never followed all the way 
Entrances are scarce... 1: The Outfalls, Big one is in the 


south 
lake. 
boats. 
off 

the loop, 
Theres a 
side of 
This 
Locality: 
Region: 


Country: 
Care: 


Water Level: 


ankle 


History: 
conected to 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


turns 
(but 


climb up 


gods. 


from 


corner of the big lake in the East Calgary Regional Park, 


of 17th Ave. The Small one is in the NW corner of the same 


Both outfalls are grilled and too deep to navigate without 


[Mapart:139 Y18] 2: The Manhole, is in Malborough Park, 


Madigan Drive, near the gravel carpark. It lands you in 
just upstream of the Diaper Pail. [Mapart:131 Y15] 3: 

manhole into Zardox next to the Upper Valdez Mh, on west 
raillines, in park bordered by Pennsburg Way and 12 Ave. 


lands in a weir. 
Penbrooke Meadows 
AB 
Canada 

Big system, do in sections. 

Need boats at outfalls, kneedeep and muddy in Diaper Pail, 


the rest 
It would seem that sections of this drain used to be 


Exxon Valdez. 

2002 Anymouse/Skaught/Kay O'Sweaver 
0.0/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Zeus' Noodly Appendage 
A masochist's Xylophone. 


The 
drain starts with a nice outfall next to Zeus and quickly 


into 3/4ft RCP. It's tiered, a bit like Chisov Rubolution 


not as comfortable). You follow one length of RCP, then 


step irons into the next part, and repeat until you're so 
exhausted that you turn around, defeated by the drain 


MPL & TEL: Unknown. It seems to run 
underneath the Lachlan's Line development that stretches 


Delih Rd, 
Features: 
pipe 


Access: 
for 


pipes side 


zeus! 


Locality: 
Region: 
Country: 
Care: 
Sunday 


you make 


Eek!: 


Water Level: 


Wicks Road to Delhi Road. If it goes all the way up to 


TEL could be around 600 m. 
Nice outfall into freshly landscaped creek, 7foot square 


that turns into 3/4ft RCP. 
Park on Wicks Road (North Ryde), near wher 


you would park 


-33.788028, 
square 


Hercules Pillars. Jump or go under fence her 
151.134066. You can't miss it, there are thr 


by sid One is Zeus, one is a dead end and the other is 


Noodly Appendage. 


Likely to be 

multiple entry and exit points once the Lachlan's Line 
development is finished. 

Macquarie Park 

NSW 

Australia 

Access is located inside a building site, BDAN or ona 


when no workers are around. Watch for passing traffic as 


your way over/under the fenc 
Construction workers. 
Slimey/shoe 


Cond: 
To-Do: 
exit 


of a 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


tunnel 


Access: 


Access to 


Brand new. 
Follow it from start to finish. Find additional entry and 


points, so that you can do it as a one-way drain instead 


return trip. 

Found by The Edge, Sids & Maggot 2015-16. 
240/520 
2016-09-18 06:35:30 
2016-10-31 17:16:50 


Zeuss 

Apollo. 

Surprisingly interesting 7' RCP with massive u/s 14'h rect 
addition, huge chamber with pillars, big waterfall, side 


and big grille rooms. TEL=400m. 

0: Grates in carpark of Office Works, 37-39 Epping Rd 
[Sw:255M04, UBD:194E08, Grg:282K08, 
[GPS:-33.7915655418,151.131868819], XED, XNL, XWPT]. 


u/s section only. 
5,UE: Grate past ramp in #0. Access to lower section & #9 


UBD:194F06, 


entrance 


[GPS:-33.7913526394 
9,UX: Waterloo x Wicks Rds, 


[Sw:255M04, UBD:194E08, 


Grg:282K08, 


[, 151.132100251], XED, XNL]. 


in bushes, [Sw:255N02, 


Grg:283A06, [GPS:-33.788677864,151.133508375]]. 
Locality: Macquarie Park 
Region: NSW 
Country: Australia 
Water Level: O: Slimy. #5: Slimy-Shoe. #9: Shoe 
Nearby: *Porters Creek Cours == Zeuss == Hercules Pillars 
==<Lane Cov 
River. 
Found: 1998 Hatchet. 
Rating: 3.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2004-09-27 14:00:00 
Structures 
Name: Aborto Maximus 
Alternate: CheeseGriddle 
Description: Large abandoned/unfinished "business park" style building. 
Po AK 
structures: 
Features: Not much. 
Repetition. Repetition. 
Access: Lot 23 Reconciliation Dr. Between Reservoir Rd and 


Foundation Pl 


(unchecked). 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 
Cond: 
History: 
To-Do: 


(park here). 


Follow pathway. Walk in/around/over fencing. 


May be possible to park in Picrite cl, 


Greystaynes 


behind site 


Business Hub. 


NearMap:http://www.nearmap.com/?q=@- 
33.811526,150.918707611=-33.811526,150.9187076z2=19&t=k&énmd=20101017 
Doesn't show on outdated GoogleMaps. 
[GPS:-33.811459,150.918685] 


Pemulwuy 
NSW 
Australia 


Walking off/Falling from upper levels. 
BDID due to area/parking. 


Prob 
Dry - Shoe 
Unfinished 


Slippery. 


Stalled construction site. 
Grate and Griddle Cheese. 


*not optional 


Found: F1@sh 2010 
Rating: 2075.20 
Created: 2010-12-09 13:00:00 
Name: Afterbirth 
Description: Extensive service tunnels, multi leveled playing field, 
connections to Level 1 which is the service tunnels 
connecting 
Prince of Wales Womens / Childrens and Private hospitals 
together. 
Part two are the childrens hospital rooftops. 
Features: Service Tunnels - Stairs, ladders, air con tunnels, doors 
hidden 
in dark corners, extensive cavities covering a large area 
connected by passages and ladders. A play area that could 
take 
hours to cover. 


Rooftops = interconnected rooftops covering large area 
with views 


to the ocean, unsw, the airport, and a broad complete 
panorama of 
the city. Doors and up to six other stairways connect to 


other 

buildings, plant rooms and other yet discovered joys. 
Access: GPS:-33.918386,151.237653 enter from hospital road for 
rooftops 

and tunnels, highly recommend not attempted before 9pm, in 
bad 

weather will provide better cover = less staff out back 
having 

smokos, later at night even better. 

-33.917961,151.238777 rooftop stairs here, mid point 
security 

gate unlocked, head to roof, go nuts but also note that 
the 

helipad for the rescue helicopter is just off one side of 
this 

rooftop and the helicopter comes in over rooftop. very 
closely. 

-33.917576,151.238923 larger of the two rooftops, 
extensive 

views, mid point security gate open, rooftop proper gate 
locked 


but climable but only for those with no heights issue. - 
there is 


up, 
Side are 


this 


duty 


out in 


ground 


descend thes 
can't 
enough, 
spaces, 
looking 

had time 
Locality: 
Region: 
Country: 


Care: 
and look 


they 


cameras, in 
and 


Eek!: 
someone 


Water Level: 
Cond: 
History: 
LO=Do0% 
Notes: 

the most 


other 


a staircase at the opposing end of building with same set 


rooftop gate here closed too / note stairs at opposing 


in sight of security office so not recommed venturing to 


Side. Even from top floor balcony at this point views are 
fantastic. Note all floors are occupied and staff still on 


through the night, stay silent on balconies. lights may be 
points but patients still reside. 

-33.918001,151.238745 set of stairs here rises up to 
level and has yellow danger/caution tape across it, 


stairs to enter servic 


tunnels, doors unlocked. if you 
spend over two hours exploring here your not trying hard 


after crawling under machinery, climbing inside wall 


looking in unlit corners of spaces and through uneventful 


rooms i found more doors and continuous cavities than i 


to explore. 
Kensington / Randwick 
NSW 
Australia 

on site security, have a cover story, carry a newspaper 


part of the scenery. having said that i crossed paths with 
security once in five days of return visits to explore and 


ignored me. 


once in Level on tunnels tonnes of 


hospital servic 


fact camera overkill, for the paranoid stick to cavities 
basement tunnels. 

don't get lost, no phone reception. take a friend or tell 
you are going. it could take a while to find your body. 
Dry - Dry 

excellent 

hats got bored. hats had fun. 

map it. good luck with that. 

there are multiple entry points but the ones listed are 


efficient and direct methods, i'd prefer people kept the 


back up 
and i 
Found: 


Rating: 
Created: 


Name: 


Description: 


Features: 
Access: 
[158 B8 - 


Locality: 
Region: 
Country: 
Eek!: 
dishes 


the back 
minimal if 
transmitter 
History: 
Rating: 


Created: 
odified: 


Name: 
Alternate: 


Description: 


overgrown 
gaming 
storey 


Features: 
tables 


up 


centre, 


points to themselves once they found them so we have some 


access options to rely on. i found approx 5 access points 


wager there are a dozen more on site. 
2010 Hatsumi 
4.0/5.0 


2010-11-22 13:00:00 


Air Services Tower 

Radio/microwave tower 

View, looking out through the structure 

Valk up steep trail from dirt parking area on roadside 


ustralia 
Building maybe alarmed, climb the structure. The microwave 


M 
QLD 
A 
B 


are all directional (though apparently they DO leak out 


and sides a bit). From all reports the raditaion is 


the trip is quick. The structure itself is a not a 


but climb at own risk. 
Well known to locals. 
0.0/5.0 

1995-12-31 13:00:00 
2005-12-06 13:00:00 


Aladin's Cave 

Christmas Island Resort and Casino 

Abandonded 5 star resort and casino complex set in 
tropical grounds. Consists of main reception, restaurant, 


room building with the guest rooms spread out in 13 2 


blocks. 
Marble and granit lobby, gaming room still has all gaming 


and poker machines in it. Guest rooms still have beds made 


from when the hotel closed in 1997. Burnt out fitness 


computer 


Access: 
golf 


says 


burnt out office with semi melted photo copier and 


terminals..... the list goes on 
Follow main coast road east from main settlement, past 


course until end of the road. Jump chain link fence that 


keep out - no tresspassing 


http://maps.google.com. au/maps ?hl=enéie=UTF8é11l=- 


10.456837,105.703454éspn=0.007385,0.00912&z=16é&0utput=embed"></iframe><br 


Locality: 
Region: 
Country: 
Care: 
they 


Eek!: 

Water Level: 
Cond: 
History: 
catering to 


connections to 
times a 


hit in 


casino 
maitenence 
has 
Immigration 
LO=DOs 
Found: 


Rating: 
Created: 


Name: 
Description: 
Features: 
chimney, 


Access: 


/><small><a 
Christmas Island WA 
WA 
Australia 

Caretaker and wife live on site. They can get narkey if 


catch you. 

Red crabs 

Dry = Dry 

slowly being taken over by the tropical jungle 

The resort opened in 1993 at a cost of $165,000,000 


mainly wealthy Chinese-Indonesian businesmen with 


Indo President Soeharto. They would be flown in on thee 


week charter flights from Jakarta. When the Asian crisis 


1997 and Soeharto lost power the new Indo govt stopped the 
charter flights and the guests dried up and the resort and 


closed. Its been deserted ever since and only limited 


has been carried out since then. It was sold in 1999 but 


never re-opened. The current owners are trying to get 


to rent some of the rooms for staff accomodation 
Try to get into the upstairs high-rollers room 
Wolfmanm 2009 

5.0/520 

2009-12-25 13:00:00 


Alexandria Brickworks 
Old Heritage listed brick kilns. 
Circular kiln corridors, small tunnels that lead to the 


big hall. 
Cnr Princes Hwy & Sydney Park Rd [Sw:296R15/074R15, 


UBD: 255K11/018D06, Grg:374K11, GPS:- 


33.9082668071,151.18205776]. 


hole in 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Update: 


Either thru holes in various gates, or by climbing up to 


largest of buildings between the chimney and the building. 
Alexandria 

NSW 

Australia 

Old, very dusty, decrepit and lots of pigeons. 

1998 Ogre/Dirge. 

4.0/5.0 

2017-02-05 02:01:42 (Scarecrow) - Update Status: 


Structural work 


Created: 
Modified: 


Name: 
Description: 
Features: 
condition, 


immaculate 


timber 
Access: 


Locality: 
Region: 
Country: 
Care: 
apartments, 


Water Level: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 
Description: 
in 


in progress. 


1995-12-31 13:00:00 
2004-08-23 14:00:00 


Ambassador Motel 
The Ambassador Motel. Half an abandoned motel. 
Stained glass windows everywhere; all in excellent 


barely any damage, no graff at all, most sections in 
condition except for where pigeons have entered. Stained 


staircases, bars, dance floor. 

325 Nepean Hwy, Frankston VIC. Enter through front door. 
[GPS:-38.132742,145.125024] 

Frankston 

VIC 

Australia 

The rear part of the hotel has been converted into 


there are also residents next door. 
Dry - Dry 
Enter chapel section. 

Jan 2010- Jevil & Scarecrow 
32.0/9'2.0 
2010-01-18 13:00:00 


Antwerp Central 
The Cathedral of train stations. Built in 1873, renovated 


2007. wiki: 
http://en.wikipedia.org/wiki/Antwerpen- 


Centraal_ railway station 


Features: 
view to 


tippy 
Access: 


the 


end. Open 


fora 


hall, 
climb it, 


the 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 


Found: 
Rating: 
Created: 


Water Level: 


Big Double Dome, Small top Dome which gives you a nice 
the bottom of the grand hall. And you can also go to the 
top. 

Antwerp central station. Hard to mis it. 

As you walk to the top platforms you'll see a staircase at 
end of the main hall where the trains leave and enter th 
station. Take the far left platform, and walk it to the 
the last door, and make your way up. You will be visible 
short distance, so be vigilant. 

If the door is closed, continue walking, out of the main 
untill you see a steel structure on your left. You can 
hop over to a wall, and make your way to the lower roof of 
main hall. The drop is deep, so watch your step. 
[GPS:51.21713,4.421386] 

Centre 

Flemish 

Belgium 

- security 

- long drops 

Dry - Dry 

mint 

http://en.wikipedia.org/wiki/Antwerpen- 


Ke 
4. 
20 


Centraal_railway_station 


nsee with scaff, Ben and Wopke did it without 
0/5.0 
11-12-12 13:00:00 


Name: 
Alternate: 


Description: 


foyer 


Features: 
fat and 


Access: 
left to 


3 


en 
Bi 


la 


Ju 


se 


Level (5 stories total) Feature that sits atop the main 


trance into the Strathfield community college 
g ladders, Big platforms and a great view. Real stupid 


zy security guard. The odd shape!!!. Good Views 


mo small green fence at middle of Everton Lane. Walk 


t of stairs leading upward into building. 


left 20m. 


[UBD 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Vater Level: 
Cond: 

Notes: 
apparition is 


encounter 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Features: 
flooded 


Access: 
rooftop. 


Easiest 


windows, 


(Clarence St 


metal 


Locality: 
Region: 


Turn right, walk to end of path between buildings. Head 


Look up. The Platform it 10ft above the 
ground. Requires 2/3 Milkcrates. Maximum Stealth required. 


233:H12] 

GPS:-33.872587,151.097641 

Strathfield 

NSW 

Australia 

Do-able in small numbers only. 

Onsite 24hr Security. An Indian Seccer sits in the room 
immediately below the tower. Seccer has full view of 
bottom Ladder platform. 

Dry - Dry 

Good 

A lone security guard potentially spotted a ghostly 


possesion of milk crates and was so terrified by the 
all he could say was "FUCK! !!!" 
Ghost - 2009 

2.0/5.0 

2009-10-11 13:00:00 


Archive Station 

Electricity Substation No. 164 

5 story old substation building with rooftop access. 
Party-zone rooftop, huge open floors, archives, partially 


cable tunnel, 
Lots of 
machinery parts lying all around the place. 

183 Clarence St. Enter via climbing scaffolding to the 


rusty cages and ladders. 


Located at rear of building on Kent St (near King St). 


spot to climb is right by the door; see gap up between 
and metal cross-beams. 
GPS:-33.869146,151.204842 

Once inside, you can use the front door 
side) to exit/let others in. 


To enter cable tunnel 
go to the ground level and remove th 


wooden cover, or a 
checker-plate hatch near the transformers. 

Sydney CBD 

NSW 


Country: 
Care: 
their 


Eek!: 
Kent St 


Water Level: 


To-Do: 
FOr. 


Notes: 
BDAN. 
Found: 
Rating: 
Update: 
and 


interest. 


Australia 


Building across 


is residential, lots of people out on 


balconies etc. 


Inside, 


side is a PIR. No 


possible. 
Dry - Shin 


Find out the history, 


just above the door 


(not the roller-door) on the 


(audible) alarms went off, but avoid if 


and what it's currently being used 


Archiving of some sort? 
There's a demountable site office on the ground floor. 


2009 Hatsumi, 


3.0/5.0 
2014-09-23 


noticed Col 


sydney-501104711. 


Update: 


alarmed. May 


Update: 
St). 


Update: 
station 


work vans 


issues 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


and 
years of 


Features: 
offices, 


Explored Feb 2010- Rascal, Scarecrow 


14:00:00 (Sids) - Walked past this place today 


liers have a sign up seeking expressions of 


It's also listed on their website her 
http://rca.colliers.com.au/property-land+tdevelopment-nsw- 
2014-03-30 13:00:00 (Scarecrow) - Doors are audibly 

be back in use again. 

2011-05-01 14:00:00 (F1l@sh) - External scaff gone (Kent 
2010-02-23 13:00:00 (Hatsumi) - Feb -2.30pm work van and 
wagon exited driveway....4.30pm roller door open, three 


inside and 


workers about. aside from obvious exposure 


advise against anything earlier than 7pm visit. 


2010-02-17 
2016-10-03 


lectrolux 
lectrolux 


rolled out 


whitegoods 


13:00:00 
08:57:00 


Manufacturing facility in Orange which closed 


the last fridge in April 2016 and ending 70 


production in Australia. 


Huge sprawling facility consisting of various workshops, 


some 
bits and 
Some 
part of 


orange 


Access: 
back of 


loose 


Locality: 
Region: 
Country: 
Care: 


small 


that 


Eek!: 
don't 


Cond: 
auctioned 


History: 
bought by 


division in 


Orange 


LOS DOs 


Notes: 


Vater Level: 


outbuildings and warehouses. 


machining equipment, 


fans, 


Lots of forklifts, 


pieces. Most of th 


demolition of storage tanks 


the 


council website). 


the fence till you see the storm drain. 


buggies, 


unsold whitegoods and other 


assembly equipment has been sold off. 


(2?) 


site remediation works for repurposing the site 


Enter from the rail line at MacNeilly Avenue. 


occuring at the back as 


(see 


Walk along 


Bottom of fence is 


and just big enough to squeeze through although very 


tight! 
Orange 
NSW 

Australia 


-33.298818, 


149.103001] 


Caretaker?? Somebody spotted driving off in a white ute - 


possibly commodore or falcon. 


maintenance corrugated asbestos/steel 


Possibly hangs out in the 


shed as we saw a TV 


was still on and fridge with potentially fresh contents. 


A few security cameras are scattered around the site, 


seem to be active, 
dry 
Clean and untouched. 


off and contents in the bu 
Starting as a Munitions factory in 1942, 


Emmco and 


2001. In 2013 


bu 


Elcon in 1946 wh 
Electrolux then took over 
appliance business after taking over 


Electrolux a 


factory. 


More here: 


xplore some of the 
arehouses near th 


vez Ho 


ttps://en.wikipedia.org/wiki/Emai 


sma] 
rail 


t you 


But m 


ich soon became 
Email when Smorgan offloaded the 


but 


never know. 
uch of the equipment has been 


ildings are getting emptied out. 


the site was 


Email Australia. 


Email's steel 


nnounced plans to close the 


ller outbuil 
L lines. 


electrolux-closes-its-doors-for-good/7315122 


Found: 
Rating: 
Update: 
premises. 


Pandaman. 
5.0/5.0 
2017-01-22 00:49:00 


Explored by The 


(Rodent) 


- Update 


l Limited#Takeover 
ldings and surrounding 


ttp://www.abc.net.au/news/2016-04-11/orange%27s- 


Edge and DC 2016 


Eek!: 


Security on 


Dose his rounds on a push-bike... So he is 
silent and swift! 


Created: 2016-11-22 12:30:40 

Modified: 2017-02-15 07:12:32 

Name: Ashfield Telephone Exchange 

Alternate: The Power plant 

Description: This building used to be one of Sydney's first Telephone 


exchanges. It even still has a large diesel generator with 
Battery backup to maintain the phone system in the event 


ofa 

grid-wide blackout. 

This building has a section in the basement level that is 
steel 

plated that may have access to a cable tunnel. 

The building has a rooftop access and is 3 levels high 
with a 

large basement section. 

There are offices that have yet to be fully explored. 
Features: This building has Large rooms to small tight cavities and 

Sections of ‘under floor' space. 

Has rooftoop access via steel ladder on the second (Top) 
floor 

2 large 1.5 tonne pulley cranes. 

All sorts of smaller rooms. 

The offices section which has only partially been explored 
is on 

the eastwestern side of the building and can be entered by 
a 

single door just right of the side laneway access doors. 

Large generator plant in the basement area. This section 
even 

includes large power control sections and has an active 
(very 


noisey) power feed in operation in this area. 
Access: The main entrance to the building is here. 8ft High beige 
doors. 


little 


locked 


Ideal for 


its 


working. 


Locality: 
Region: 
Country: 
Care: 
just 


be seen 


has 


Eek!: 
leading 


Needs 


location! 


GPS: -33.888342,151.125158 


Reed switches on the inside top (inoperable?) 
High exposure at all hours, easiest accessable LATE NIGHT. 


The primary access door is here: 
GPS: -33.8881576,151.1251912 


There are 2 doors. 
Choose the inner most door. 


The outer door requires some brains but can be opened with 


chance of setting of an alarm. 


The laneway is short but provides cov 


r. The laneway has a 


access gate, just climb over and is still VERY Public. 


night access. 


Least public access point is under th 


almost a 1ft gap. Not very public but 
spotted. 


GPS: -33.8880363,151.1248934 


All these entry points allow for full 


roller door here. 


still open to being 


buidling access. 


Little or no chance of alarms. Some exit lights still 


Ashfield 
NSW 
Australia 

Keep noise and torches at an absolute 


minimal. Locals are 


outside. Keep very low profile on the 


lower floors as can 


from windows. Lots of noisy broken glass and the building 


T 


some form of LIVE TRANSFORMER SECTION 


Big doors to fall out of. 


in the basement. 


Access this location as discreet as possible. 
In the Administration section there is the a stairwell 


down and a very old possible PIR chest 


confirmation. Police have been known 


t height on the wall. 


to patrol this 


Water Level: 


Cond: 
History: 
To-Do: 


Notes: 
inoperable. 


admin 


holding 
longer 
can be 
Found: 
Rating: 


Update: 
being 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


360 
going 


Features: 
some 


Access: 
from the 


around the 
the 
stairwell. 


roof 


Dry = Dry 
Good - Graffed partially 


Historic Ashfield Telephone Exchange. 

Return to explore the Adminstration section fully. Create 
permanent access point. 

Explore rooftop. 

2 Security systems installed, however both appear 

YAY!!!, no cameras or PIR's - except maybe one in the 


section. GO SICK! !!! 


The main door has been pushed in significantly though 
firm. This door has reeds above it though the appear no 


functional. Side doors also have reeds, though the same 


said. 

2012 - Ghost 

4.0/5.0 

2015-02-23 13:00:00 (Rabbit) - Currently in the process of 


demolished as of 20/2/15 


2012-06-28 14:00:00 
2015-02-24 13:00:00 


Aspirin Views 
Bayer Building 
Vanilla office block. Presently listed only for rooftop. 


views but now being partly obstructed by new advertising 


up. 
Usual rooftop views. Uneventful stairwell. Easy access to 


floors, likely to be boring alarmed ofices or vacant. 
275 Alfred St N Sydney. (Sydway 275K5 or 45K5) Approach 


rear via Little Alfred St. Rightmost fire escape door 


back below the garage entrance tends to be left open. Take 


right fork inside and proceed up 17 storeys via the 
Proceed through machine room door at the top and out onto 


area. 
[GPS:-33.83983283537602,151.21141612529755] [UBD:7K9] 


Locality: 
Region: 
Country: 
Care: 

you 


the bins 
fork, 

from 

hear 

to bea 
leading 

out of 
cellular and 
Water Level: 
Cond: 

To-Do: 

at the 
Found: 
Rating: 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
occupied 


Features: 


good 
someone 


Access: 
walk-in. 


Locality: 
Region: 


North Sydney 

NSW 

Australia 

There are active cameras on the back garage area, smile if 
dare. This is partly avoidable by picking a path through 


and rubbish. PIR inside th xit down the left 


mergency 


normally triggers but not completely if you stay well away 


it. At least two floors run late night operations, you may 


voices while in the stairwell. There is also what appears 


weather camera next to final ladder outside 


(dome type) 
to the very top of the roof. Note its direction and stay 


ts field of view. The roof is covered with numerous 


Ju. 


other transmitters - dont get yourself fried. 

Dry 

good 

climb up on top of the advertising structure being created 


top. 

Rogue 2008 

340750 

2008-10-20 13:00:00 
2008-06-30 14:00:00 


Aus Fertilisers 
B&B 
Abandoned research lab and industrial offices formerly 


by Brick and Blocks, Cementech and Incitec Pivot. The name 
"Australian Fertilisers Ltd" was also once printed on the 
building before the letters got taken off. 
Numerous rooms containing laboratory equipment, fumigation 
chambers and other strange items. Offices containing old 
furniture. Some rooms trashed, but the labs are still in 


condition. Conference room on top floor which looks like 


had held a party previously. 


Building is here: -34.478728, 150.907803. Pretty much a 
Not sure how long it will 
Port Kembla 


NSW 


stay this way. 


Country: 
Care: 
works 


Eek!: 
from 


upstairs. 


Water Level: 
Cond: 
are 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 


Features: 
Access: 


Locality: 
Region: 
Country: 
History: 
in 2010 
Found: 
2016 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 


Australia 
The big shed next door to the office is an active concrete 


even though outside looks disused. Keep an eye out for any 
activity in the area before going into the offices. 
When the top floor door outside the conference room moves 


the wind, the creaking sounds like someone walking 


Pretty freaky. Anyway I've closed the door properly so it 
shouldn't make that sound any more :) 

Dry 
Building has been vandalised in some places. But the labs 


still in good condition for now. 
The Edge, 2016 

32. 3/9130 

2016-12-28 08:43:41 

2017-01-05 04:12:12 


Austin's Mill 
Austin's Ferry Timber Mill 
Disused timber mill, closed in 2010-2011 ) 


Appears to be well known to local kids 

Sheds, not too much equipment left 

Frontages on Main Rd (-42.771963,147.247986) & 
(-42.771243,147.247519) 

Hobart, Austin's Ferry 

TAS 

Australia 

Look into history, appear to have downsized significantly 


Unknown if previously visited. Based on visit by Rizz in 


3.0/5.0 
2016-09-06 06:42:14 
2016-10-31 22:57:56 


Avon Mine Machinery Workshops 
The View 
Two large 2 story buildings, one as an 


office/admin/teaching 


type 


machine 


block, and the other as the workshop. 


The large machinery shed is open, 2 story, multiple room 


structure, with various pieces of old metal, tools and 


inside it 
is 


75m in 


quite 


Features: 


some of 


180 


Access: 


Dapto). On 


reported as 


heading up. 


destination 


Locality: 
Region: 
Country: 
Care: 


unfit. The 


quite 


They 
them. 
Eek!: 


Cond: 
History: 


Vater Level: 


To-Do: 
the 


plateau. 


Found: 


operational. 


pieces laying about. 


The office block still looks new from a distance, 


has been trashed by both vandals, 


length. 
Nearby on 


th 


large, and resting on it's side, 
There are also some pit 
Awesome views of the I] 


lawarra and 


the best views you will 


and 


rooftop access for those game/stupid enough. 
Total length of the two buildings put 


same plateau is a tipped over silo. 


the coast. 


degree view of the farmland and coast. 


Many native, and feral 
discovery, Wallabies, snakes, 
Head to the very end of Bong 


Bong 


some maps, this road heading into 


animals in the area. 


road 


Shone Ave. Once you reached the ga 


The way is steep, 


is up above all the distractions. 
Horsley 

NSW 

Australia 

This location will 


hill up to the buildings, 


steep: 
Park your car out of sight. 
Extra Care: 


te at the top, 


and there are many side roads. 


whilst quite short 


occur frequently, and often. Leav 
Wear long pants, i.e. 
Fresh air, the best views from any 
Dry - Dry 
Vandalised 


thick denim jeans, 
urbex location, 


them alone, 


and 


the elements. 


but 


There 


together would near 


It is 


is approx 3.5-4m tall. 
mechanic bays. 


These are 


ever see on any urbex trip. Almost 


On the day of 
and a fox were sighted. 
(followed from 


the hills may be 


keep 


Your 


not be reached by the exceptionally 


(300-400m) is 


Country folk get suspicious. 
This terrain and area is very prone to snakes, 


and avoid 


thick socks. 


nature. 


This served the Avon mine whilst it was initially 


Find out what is under the massive concrete slab between 


machinery shed and the silo on the western side of the 


Find out if there was any linkage from here to the mine. 


2008 Anakaine 


Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


be 
places 


now. 


some 
locked, but 


Features: 
be 5 of 


obtanium 
furniture, 
vandals 
Access: 


drive on 


only 


Locality: 
Region: 
Country: 
Care: 
however 


says 


the in 


4.0/5.0 
1995-12-31 13:00:00 
2008-04-18 14:00:00 


Bad Boyz Tech 
Macquarie Boys High School 
Large abandoned high school. 


The school is in surprisingly good condition so it might 
frequented by security. Windows have been boarded up in 


where they onc 


smashed but this has seemed to stopped for 


Access has been gained to the front office, main hall, and 
storage rooms outside. The other blocks appear to be 


need to be explored further. 
Big hall, two big basketball courts in the quad. looks to 


6 double story blocks, science labs, storage rooms with 


if you are that way inclined. There is still lots of 


book and files lying around. It looks almost untouched by 


besides a couple broken windows. 
Enter via the small gate here: [GPS:-33.805923,151.024579] 
Probably best to park on the other side of James ruse 


Collette Parade. 


Both the hall and main office can be accessed through 
windows. Some other rooms have open doors. Look for a 


inside both as a sign the alarm system is disarmed. If you 


see red LED be prepared that you'll set off the PIR. 
Parramatta 

NSW 

Australia 

Power is still on and the alarm system is still working, 


it is disarmed. The Alarm panel in the main admin building 


that Block 2 is armed so be careful to check the map in 


the office and avoid that block. 


Eek!: 
locked 


system in 
houses 


Water Level: 
Cond: 
History: 

due to 


reputation the 
college 
happening. In 
purchase and 


To-Do: 


Notes: 


Found: 
Rating: 
Update: 
Department of 


Alarms are working but disarmed, this may changed if it is 


up again. Block 2 looks to be armed, so check the alarm 


the office before exploring. The main office also faces 


across the road. 

Dry - Dry 

Good 

Was Macquarie Boys High School until it was closed in 2009 


the dwindling numbers caused by the extremely bad 


school developed. There was supposed to be a private 
operating here but there is no signs of that ever 


2012 UWS put a proposal to the state government to 


redevelop the site. 
Explore more of the blocks. 
Slide on my knees across the wooden hall floor. 


Large hall with power and seating, perfect for a CC school 
assembly. 

2013 Devos 

3.0/5.0 

2015-09-14 14:00:00 (Red) - Going to be sold by the 


Education. See 
http: //www.parramattasun.com.au/story/2922089/vandalised- 


school-to-be-sold-after-uws-turns-it-down/ 


For images, see 
http://www.parramattasun.com.au/story/2911630/gallery-the- 


school-we-forgot-macquarie-boys-technology-high-school/ 


Created: 
Modified: 


Name: 
Alternate: 
Description: 


Features: 
sections. Neat 


corridors 


2013-10-10 13:00:00 
2015-10-05 13:00:00 


Balmain Leagues Club 
The House of Panda 
3 Story former leagues club. 


Big rooms, little rooms, dark rooms and lots of enticing 
corridors. Panda porn. 
Still powered. Plant rooms. Gaming rooms and Admin 


Signboard concealment of interior of second level. Nice 


and goodies. 


Access: 


under 


Locality: 
Region: 
Country: 
Care: 


If 


Flashes red. 


Eek!: 


Cond: 
History: 
To-Do: 
the 


Notes: 
by some 


Found: 
Rating: 
Update: 
is up 
fora 
asa 


Created: 
Modified: 


Water Level: 


138 Victoria Rd, Rozelle: [GPS:-33.86371,151.168997]. 


Open green firedoor here at ground level, slide fingers 


bottom of door. Very exposed. 
[GPS:-33.863887,151.168942] 


There is an open door roughly is this area. Exposure from 
Victoria Rd is very high. 
[GPS:-33.863613,151.169148] 


Enter from rear here through carapark. Gap in fence. 
[GPS:-33.863926,151.168565] 


Balmain 
NSW 
Australia 
Avoid being seen by locals, especially in rear carpark. 
(Completely visible). 


All 1st and second floors PIR's are off, They flash green 


activated. 
Top floor front stairwell is a dome pir in ceiling. 


somewhere Here:-33.863926,151.168565 


UEGA Explored this, exited the location and later noticed 
security onsite. 

Active PIR on Top level. 

Dry - Dry 

Ok - Stripped and Vandalised 

Balmain Leagues Club 

Effectively determine if there is a security response to 


Illuminating PIR. 
First infiltrated by Ghost and Scarecrow. Fully explored 


members of UEGA. Fully explored by Ghost, Flex and Hayden. 
2013 - Pandaman 

3:0:/9%:0 

2014-11-04 13:00:00 (Aeon floss) - November 2014: The site 


for sale again after current owners failed to get approval 
high rise development. Security on the site might change 


consequence. 


2013-08-17 14:00:00 
2014-11-26 13:00:00 


Name: Barnes Special Hospital 


Description: Amazing old Gothic style Hospital. Looks more like a huge 
haunted 

house. Newer hospital sits next to it. 
Features: Sadly its gutted and badly trashed. Numerous wings 
containing 

dozens of rooms over 3 floors, ornate fittings, peeling 
paint, 

mouldy carpets etc. The highlight is the clocktower. Those 
brave 

enough can climb the mix of 100 year old wooden ladders 
and 

internal framework up past the clockfaces will reach the 
pinnacle 

of the tower via a very small hatchway. The view is great 
and you 

stand inside an ornate cage set upon the dome roof. 
Access: Essentially, just walk in thru the front gate from 
Kingsway 

between the motorway loop road and the raillines on the 
western 

Side. Its pretty obvious. Once in, locate any groundfloor 
window 

or door that isnt boarded. 
Locality: Gatley [AA:169H03] 
Region: North West England 
Country: United Kingdom 
Care: Climbing the clocktower is dodgy! Large sections of the 
newer 

hospital have been arsoned. 
Found: 2004 Darkplaces 
Rating: 4.5/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2007-06-04 14:00:00 
Name: Barrack House 
Alternate: BarackObamasRooferama 
Description: Rooftop with cool views of Martin Place 
Features: Bit of a jungle, multiple levels to play, connects to 
building 

next door. Heritage building, just all round good times, 
good 

times. 
Access: GPS:-33.867478,151.206172 

from lift foyer from tiled section of Barrack street, take 
lift 


to top floor, this is a service level, the door along the 


roof 


what i can 


Lf 
out 
best 


Locality: 
Region: 
Country: 
Care: 
effort to 


Eek!: 


Cond: 
History: 
building. 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
room still 


wheelhouse 


Access: 
Baragoola 


boat 

room is to 
Handle 
clan 
easier 
Locality: 


Region: 
Country: 


Vater Level: 


corridor in a straight line from lift facing you is the 
door, this is unlocked and open and is used also, from 


tell, as a smokers spot. 


there is a another exit door across other side of roof but 
this closes behind you its stairs to ground floor and then 
through secured grounds under cctv..doable but not the 


option. 

CBD 

NSW 

Australia 

active building hoity toity types, at least make an 


look modestly normal where possible or you will stick out. 
security response likely to stupidity and poor stealth. 

Dry - Dry 

excellent 

tried google, couldn't find shit but its an old cool 


Hatsumi 
340/50 
2010-05-19 14:00:00 


Barragoola 
Old manly Ferry. Similar to Karrabee. 


The Generator room and Southern wheelhous Generator 


has genertors and eltrical switch boards. Southern 


has telemotor controls. 
Balls head Dr. Old coal loader use southern stairs. 


behind the cape Don. Climb across the mooring lines or the 
may be sitting up against the warf. Acess to Generator 


the south down the stairs and thru the watertight door. 


to door is at the top of the stairs. Talk to Cape Don cave 
members. May be able to arange a ladder to make life 
Waverton 


NSW 
Australia 


Care: Genertor room has know floorboards. People live on Cape 
Don so no 


torches. The owner also lives in view from the South. Care 


taker 
comes on friday days. 
Water Level: Dry = Dry 
To-Do: Get in the Engine room. 
Found: Locki 2006 
Rating: 2,01 9%.0 
Update: 2010-10-19 13:00:00 (Smalls) - 18/10/10 More lights 


running, 2 


fold out beds on the lower deck with clothes/ shoes and 


sleeping 
bags, however no one present. 
Created: 1995=12=31 T3 70000 
Modified: 2010-10-25 13:00:00 
Name: Bathurst AGL Gasworks 
Alternate: Adam's Eulogy 
Description: Disused Gas Works. 
Features: Grand views of Bathurst and surrounding areas from top 
(5th) 
floor. 
Access: Vale Road [NDR]. 
*Night: Jump fences. 
*Day: Turn L after gasworks onto dirt road. Park after 
about 40m. 
Walk towards boundary fence and look for hole. Jump inner 
fence - 
you won't be seen. 
[GPS:-33.424242,149.586174] 
Locality: Bathurst 
Region: NSW 
Country: Australia 
Found: 2001 Millsy. 
Rating: 4.0/5.0 
Update: 2009-11-05 13:00:00 (What) - Park on corner of Alpha St / 
Russel 
St. All Inner gates now open. 
Created: 1995-12531. 13330000 
Modified: 2009-11-08 13:00:00 
Name: Bathurst Dairy Farmers 
Alternate: Milky Discharge 
Description: Abandoned Dairy Farmers factory in Bathurst. Several 


buildings, 


Features: 
torture 


Access: 
via 


Locality: 
Region: 
Country: 
Care: 
through 


was 


Water Level: 


Cond: 
History: 
Hospital, 


butter 
scour, 


TODO% 
Found: 
Rating: 
Update: 
demolished. 


Created: 
Modified: 


four stories in places. Partially fire damaged. 


Remnants of machinery. A round window. Some kind of 


chamber full of cages. A fire damaged lonely chair. 
Building is on corner of Bentinck and Howick Sts. Access 


quiet side st (Princes st) under largish gap in temporary 
fencing.  [GPS:-33.419948,149.582886] 


All buildings explored were a walk in. 


Bathurst 
NSW 
Australia 


Some of the buildings are fire damaged. Try not to fall 


the floor. 


Squatters have been 


known to inhabit this building. No evidence of squatters 


found on this visit. 


Dry. =~ DEY 


Fire Damaged - partially fucked 
Was originally the site of Bathurst's first Convict 


which burnt down three months after construction in 1878. 


The Dairy Farmers building was built in 
1901 and was originally run by Bathurst Dairy Company as a 


factory. The building was used for a short time as a wool 


before being purchased by Dairy Farmers Co 


Explore the other smaller buildings. 


Pandaman (explored by Maggot 2013) 


2.0/5.0 
2015-07-04 14:00:00 


Rumours of a tunnel 


(DC) - This place has now been 


still existing below it tho. 


2013-10-19 13:00:00 
2016-11-24 03:11:16 


Name: 


Description: 


a well 


Battersea Power Station 


The remains of the most famous power station in the world, 


the 


Features: 


roofless and 


complete but 


accessable, 


Access: 


opposite the 


for 


head 


fence 
doorway 


Locality: 
Region: 
Country: 
Care: 


Cond: 
worth 


History: 
in 1980. 


reuse 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Alternate: 
Description: 


Features: 
baby 


known London landmark, made famous thru its featuring on 


cover of the Pink Floyd Lp 'Animals'. 
Only the structure itself remains. The main Hall is 


stripped, with trees and shrubs growing between the marble 
pillars. the admin and switching sections are more 


harder to access. The 4 Chimney towers are climbable via 
scaffolding and the rooftops of the turbine halls 


is the scaffolding surrounding the lower section of the 
south-west chimney. The view is very impressive. 
From Battersea Park Rd go down steps(to Stewarts Rd) 


power station and climb down onto the railline(be careful 
live rails!), follow along to the low fence. Climb in, 


towards station. Guard was patrolling once an hour roughly 
between 10 mins to and 10 mins past the hour. Climb over 


surrounding the front of the station and head in via the 


beneath the south east chimney. [Collins:130B7] 
Battersea 

LND 

United Kingdom 

Be wary of security, be careful on scaffolding. Various 
structurally unsound sections. 

Unfortunatley in a state of near ruin, but definatley 


seeing. 
Built 1937, used for Pink Floyd cover in 1977. Shut down 


In limbo till 1999 when it was decided they'd adaptively 


it. Now slowly in the process of being refurbished. 
Go back! 

2004 Siologen/Oriface 

4.5/5.0 

1995-12-31 13:00:00 

2004-08-11 14:00:00 


us) 


BC WALLPUPPY 

Cow splatter 

Former hardware store/Frame & Trusses business 

Medium to Large tin buildings, offices, chimney, Petrified 


puppy nailed to wall 


Access: 
gate. 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Resident 


Water Level: 


Cond: 
History: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Bulldogs 


Features: 
shit, a 


accessed, 


Access: 
Lane, 


[Sw:294020, 
way 

fence that 
ground 
obvious. 
Locality: 
Region: 
Country: 


Care: 
the 


Description: 


Pitnacree Rd, through gate at main office or under main 


Through park near train bridge. 32 degrees 44' 29.42 
GPS:-32.741696,151.586716 

East Maitland 

NSW 

Australia 

Asbestos in chimney 

Neighbour business across the road is dodgy when present. 
Neighbours next door are old folk and like a good yarn. 


owl. 

Dry - Dry 

Very sound.. for now 

A former BBC Hardware and Frames and Trusses centre, Later 
converted to a rural Bunnings and closing when the 
Telarah/Maitland Bunnings opened. 

2008 Goretex & Lb 

4.0/5.0 

2008-06-20 14:00:00 

2008-06-30 14:00:00 


Belmore Sports Ground 
An abandoned sports arena, former home of the Canterbury 


Rugby League team. 
Huge decaying grandstand, 1000's of seats covered in bird 


few locked up bar areas & canteens which have been 


prestine playing field. 
Park in small car-park ajacent to sports ground in Edison 


it runs off the corner of Sharp St & Leylands Parade, 


UBD:253G616, Grg:371G16]. Edison Lane becomes a pedestrian 


behind the ground, here you will find a section of the 


peels away to give access to the ground. Once inside the 


there are many ways out, over the fence being the most 
[GPS:-33.916156,151.095775] 

Belmore 

NSW 

Australia 

Nosey neighbours look over their back fences at anybody in 


area, Signs say 24H security (but none seen). 


locked up 


soccer team 
To-Do: 
Found: 
Rating: 
Update: 

use 


Update: 
to 


for 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


198KM from 


Features: 
ticket 


Access: 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
boards. 


if by 


Water Level: 


History: 


UPDATE 2009 Woezie: 
admin buildings still appear abandoned and 


but the 
field is being used for training by a local 


Get into all the locked up bits, lots. 

2005 Blakjak/Pandaman. 

2.0/5.0 

2014-02-10 13:00:00 (Hatsumi) - pretty sure this is all in 


again by the dogs? 


2010-05-30 14:00:00 (What) - The Bulldogs are moving back 


Belmore thanks to a $5 million federal government grant to 
Canterbury City council.A new-look Belmore should be ready 


the start of the 2011 football season. 


1995-12-31 13:00:00 
2014-07-22 14:00:00 


5 


Ben Bullen Train Station 
High & Quiet. 
Abandoned single-line Train Station located at 

OT 72 Castlereagh Hwy , Ben Bullen, NSW 2790 (Approx. 


Sydney) 


Features two waiting rooms with brick fireplaces, and one 


office. 

Rotting floor boards in waiting rooms. 

Drive right up to train station, enter from 
OT 72 Castlereagh Hwy , Ben Bullen, NSW 2790 
-33.218405,150.021797 

Ben Bullen 

NSW 
Australia 

Freight trains still use the railway in this area 
Beware of Freight Trains,and Watch the rotting floor 


The ground around the station may be muddy after rain. (As 


magic) 

Shoe - Shoe 
15-May-1882 Opened 
11-Jun-1974 Closed 


The place name Ben Bullen is derived from the local 


Aboriginal 
word meaning "high, quiet place". 
Found: Pandaman & Swim 2013 
Rating: 2.0/5.0 
Update: 2014-10-01 14:00:00 (Intrepid) - All access is sealed off 
with 
plywood bolted across doors and windows. 
Created: 2013-06-14 14:00:00 
Modified: 2014-11-03 13:00:00 
Name: Biblical Not 
Alternate: The Little T-Pot 
Description: Rooftop. Small. Peep into offices opposite. Play in the 
Tift 
mechanics room. 
Features: none really. its cosy and private though. camp overnight 
on a 
summer night perhaps. 
Access: GPS:-33.870078,151.205232 
next to bible study shop, up stairs, fire escape in foyer, 
card 
roof door. 
Locality: City 
Region: NSW 
Country: Australia 
Vater Level: Dry - Dry 
Cond: good 
Notes: active but no security. quiet building. shitty rooftop 
really 
compared to what's out there. 
Found: 2010 Hatsumi 
Rating: sS /: 560 
Created: 2010-04-20 14:00:00 
Name: Big Yellow Rod Thing 
Alternate: French Fry, Cheese Stick, Jeff's Knob 
Description: Massively tall, hollow steel yellow rod, rising diagonally 
around 
8-9 stories high. Essentially a useless architectural 
flourish 


for the Tullamarine Freeway. 
Features: Internal balconey and staircase system, mounted on a 
suitably odd 


angle. 


Access: 
Fwy 


hatch in 


Via door at bottom of yellow rod that leans over the Tulla 


near Flemington Rd. Use allen key to undo bolts holding 


place. Leave as found. [Mel:2aE-1] [GPS:- 


37.783249,144.940163] At 


Locality: 
Region: 
Country: 
Care: 
exterior. 
Notes: 


look 
occurs 


your very 


it an 8 


okayed 


Found: 
Rating: 
Update: 
accessible. 


Created: 
Modified: 


Name: 


Description: 


1830s. 


Features: 
pipe, 


the end (NW) of Manningham St. 
Parkville 

VIC 
Australia 

Being seen. Its not advisable to try and scale its 


Siologen calls it the "French Fry". 

Dougo says: 

AKA the Cheese stick. 

if you do get there, stand at the bottom on the stairs and 


straight up. With most people a cool optical illusion 


where the whole cheese-stick appears to stand up before 
eyes. 

That effect alone makes it a 7 :) 

Climbing the outside (cars beep at you so not good) makes 
:) 


Locals called it Jeff's Nob after Premier Jeff Kennett who 


the job. 

2001 

3457/5 20 

2014-02-28 13:00:00 (Aisha) - Location not currently 


1995-12-31 13:00:00 
2014-03-30 13:00:00 


Black Mountain Quarry 
Remnants of the first quarry in Canberra built in the late 


Old machinery, small bunker, deep pit, weird ventilation 


Small structures through out the site. 


Access: 
and 


electrical 
gate will 
fence or 
Locality: 
Region: 


Country: 
Care: 


grounds. Rumor 


when 


Eek!: 
in 


Water Level: 


Cond: 
History: 
Mountain 


the 
between 


TODO% 
Notes: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
Access: 


bottom. 


Locality: 
Region: 
Country: 


Take Frith road from either Dyandra Street or Barry Drive 


follow it east towards Black mountain. Park near the 
substation. Follow the path up approx 100meters and the 
be there on your left with a no trespassing sign. Jump 


squeeze through gap if you are of slimmer build 
[GPS:-35.272298,149.103181] 

Acton 

ACT 

Australia 

An ANU Geo-science facility is located with in the 


has it they're not too fond of visitors. Visit on weekends 


no one is there. 
Fall hazards, unstable ground, rust infested metal, snakes 


summer. 
Dry - Dry 

Untouched except being weathered by time. 

The small colonial quarry on the eastern slopes of Black 


provided sandstone building blocks to early structures on 


"Limestone Plains' including St Johns Church (built 


1840-1845). 

NA 

I enjoyed exploring this place. There is a lot of history 
scattered through out this site. 

Pandaman / Listed 2013 Delo 

2.0/5.0 

2013-11-05 13:00:00 


Blissful Fox 

BoreHouse 

Large empty warehouse with offices. Easily noticeable from 
Cumberland Hwy. 

Not many, if any. Not many, if any. 

106 Woodpark Rd Smithfield/Woodpark. 

Follow driveway to rear of 2nd warehouse. 

See fence. Go under gate. See roller door with 1ft gap at 


Suck guts in. Go under. 
[GPS:-33.841107,150.955780] 
Smithfield 

NSW 

Australia 


Care: 
Eek! : 


History: 
To-Do: 
Found: 
Rating: 
Update: 
asa 


the 


of 


Created: 
Modified: 


Name: 
Alternate: 


Access: 
Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 


LO=DO% 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 
waterslides, 


attractions 
simply 


Features: 
Access: 


around 


Water Level: 


Description: 


Other warehouses on-site active. 

Could prob see torchlight in offices from Hwy. 

Dry - Dry 

Vas Bliss Fox's Smithfield facility in a previous life. 


Explore offices in full. 

Fl@sh 2010 

1.0/5.0 

2015-10-03 14:00:00 (The Edge) - Next door is being used 


furniture shop/warehouse. Lots of trucks parked outside 


abando. 


The insides is quite heavily vandalised now while a couple 


years ago it was still very clean. 


2010-09-27 14:00:00 
2015-11-30 13:00:00 


Blue Hospital 

Mt Gambier Hospital 
Abandoned Hospital 
[GPS:-37.837051,140.770842] 
Mount Gambier 

SA 

Australia 

Close to unabandoned Hospital 
Security nearby 

Dry - Dry 

Enter 

2011-Trainman 

2.0/5.0 

2011-02-25 13:00:00 


Blunderland 
Plunderland (Wonderland) 
Here lay the bones of the former Wonderland. Signs, 


pump station and boats. So many boats. Most of the 
were sold off or demolished, but what was unsalable was 


dumped and left for at least 7 years according to Google. 
Boats, slides, most of a turtle, memories 

Park on Honeycomb drive. Walk up the hill either at 
-33.8030638,150.8359941 or -33.8032064,150.8389972. Walk 


the perimeter fence of the reservoir (try not to be seen). 


walked through the fence at -33.7993849,150.8415523 but 
there was 


4 other holes in the fence. Most of the piles are located 
around 

-33.800284,150.8421157 
Locality: Minchinbury 
Region: NSW 
Country: Australia 
Care: Friendly wallabys live here. 
Vater Level: Shin deep, if you ride the boats 
Cond: Untouched since being dumped. 
History: Hartford Lane Pty Ltd ["Hartford"] (a company incorporated 
in 

Australia) had on 12 February 2004, entered into a Put and 
Call 

Option Deed with Paclib Industrial No. 5 Pty Limited 
["PIPL"] to 

dispose off the property known as Wonderland Sydney, 
Wallgrove 

Road, Eastern Creek, New South Wales ["the Property"] to 
PIPL for 

a total consideration of A$52.5 million, excluding Goods 
and 

Services Tax [hereinafter referred to as "the Proposed 

Disposal"]. 

The Property consists 

of a land measuring 58.87 hectares (Lot 11, Plan 1025320) 
and 

buildings, structures and theme park rides thereon. 
Found: Timdole, 2016 
Rating: 2.0/5.0 
Created: 2016-06-22 07:29:00 
Modified: 2016-06-27 00:39:31 
Name: BOC Gases Warehous 
Alternate: Blue Oyster Cult 
Description: Varehouse and office space with two other buildings ina 
much 

poorer state. 
Access: Park on Elizabeth St. Walk around RSPCA and along path 
next to 


Throsby Creek. Enter site through hole in chain link 


fence. Entry 
to BOC warehouse at west end door. 


[GPS:-32.907623,151.757637] 
Locality: Tighes Hill 
Region: NSW 


Country: 
Care: 

use. 

Water Level: 
Cond: 

are now 


Found: 
Rating: 
Created: 


Name: 
Description: 


scheduled to 


overseas. 


Australia 
The separate BOC retail office on Elizabeth St is still in 


Dry - Dry 
Extensive graff and vandalism in BOC. Other two buildings 


just shells. 

Batou 2012 

1.0/5.0 

2012-03-03 13:00:00 


Bonds Factory 
From the intel: 
Looks like the Bonds Factory in Wentworthville is 


close shortly, as part of Pacific Brands' relocation 


http://parramatta- 


advertiser.whereilive.com.au/news/story/workers-sacked-at-wentworthville- 


factory/ 


but I 


info? 


The below link notes the closure date as being in March, 


can't find anything online to verify. Anyone got more 


http://parramattas.blogspot.com/2010/02/wentworthville- 


bonds-factory-to-close.html 


Features: 
Maintenance 


extractor 


Access: 
via the 


fence so 


fence 


factory (onto 


Locality: 
Region: 
Country: 
Care: 


Site is waiting for DA approval. 
Large empty factory spaces and offices. Research lab. 


tunnel. A few sewing and spinning machines. Large 


turbine. Old concrete storage sheds. 
Entry via the nursing home grounds, which you can walk in 


Dunmore St entry. Walk towards the partially collapsed 
no one inside the nursing home gets suspicious. Climb over 


into the grounds of factory. 
[GPS:-33.805865,150.958098] 


Exit by going out one of the fire doors at front of 
Dunmore St). Or go back to the fence. 
[GPS:-33.805018,150.959240] 

Ventworthville 

NSW 

Australia 


Family house in nursing home overlooking the fence of the 


there could 


Eek!: 
of the 


SO 


Water Level: 


Cond: 
History: 
first 


started 


development of 


including 


the 


the 


the 


Hill 


http://www.dailytel 


factory. Stay away from the nursing home buildings as 


be cameras. 
Update Bastion 2015: 


Part of the top warehouse, 


and part 


driveways are used to store trucks and building equipment, 


possibly best done during weekends. 


Dry - Dry 
Very Good 
In 1923, 


American George 


Bond established Australia’s 


cotton spinning and weaving operation at Pendle Hill and 


making lisle stockings from Australian cotton. 


“From its inception, 


the factory influenced the 


neighbouring suburbs of Wentworthville and Pendle Hill, 


the construction of 


expansion of retail 


large 


Bonds went on 


the 


and 


Bonds workforce,” 


to becom 


Pendle Hill 


railway station and 


residential 


development to support 


the report says. 


the best known underwear brand in 


Australian history with 


the Chesty 


iconic Aussie cotton singlet. 


Pacific 


red 


Bonds 


Brands acqui 


site in 2012. 


Notes: 
Found: 
Rating: 
Update: 
into the 


several 


obsolete 


Update: 
totally 


2010 Cryogenic 


legraph.com.au/newslocal 


uy-1227268078227 
No graffiti but some vandal 


4.0/5.0 
2015-11-10 13:00:00 


westernmost entrance of the main building on Dunmore, 


(Int 


Bonds mascot selling 


in 1987 and sold the Pendle 


L/parramatta/birthplace-of- 
bonds-to-be-redeveloped-to-keep-brands-australian-history-intact-at- 
pendle-hill/story-fngr8h 


(explored - 2015 theedge) 


repid) - 


following day the sam 
workers in hi-vis inside. 
equipment? 


2015-10-11 13:00:00 


(The 


Edge) - 


ism includi 


Semi 


ng broken windows. 


trailer reversed 


the 


roller door was wide open with 


Nearing the end? Selling off 


Bond's factory is now 


There 


shut and 


soon. 


I had 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


used 
area. 
Features: 
these 
simply 
that 


spent 


Access: 
becomes 


Flat Rd 
get 

here: 
Forest 
about here: 


area with 


inaccessible due to a break-in at the factory substation. 
was police tape all over it. All doors have been boarded 


fences fixed. Not sure when this happened. Possibly copper 
strippers had gone in to make a quick buck. 


Seems to be a lot more activity at this place now also. 


Looks like that planned expo here won't happen any time 


On the other hand, I stumbled upon access to the roof and 
possibly the water tower whilst looking for a way in which 


missed before. 


2015-06-09 14:00:00 
2015-11-30 13:00:00 


Boot Camp 
Taree District Forestry Commission HQ 
A number of warehouses, outbuildings and cabins previously 


as base camp for most forestry work done in the Tapin Tops 


Bizarrely sits at odds with the wilderness surrounding it, 


buildings would provide an excellent place to camp or 


explore on your way through to the Cells Mines. Exposed in 


it is near the road, secluded in that the several hours I 


up in the mountains I only saw 3 other people. 
Take Murray Rd here: [GPS:-31.868483,152.365544]. This 


Bulga Rd continue until you see a LH turn onto Wherrol 


here: [GPS:-31.843623,152.310269]. This is where it can 


tricky so look for signs. Take a left turn onto Big Run Rd 


[GPS:-31.770864,152.22991]. This morphs into Dingo Tops 


Rd. Keep going, you will see Boot Camp on the RH side 
[GPS:-31.702019,152.163069]. Go good explorer. Camping 


facilities is just further along the road here: 
[GPS:-31.665911,152.142824]. 


Locality: 
Region: 
Country: 
Care: 
officer 


Eek!: 

Water Level: 
Cond: 
History: 
Dingo 


To-Do: 
Tor 


Notes: 
required 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 


Features: 
other 


Access: 
fora 


driving 


any 
be 


Locality: 
Region: 
Country: 
Care: 
Very, 


Eek!: 
wooden rungs 


large 


Dingo Forest 
NSW 
Australia 


Funnel web holes. B that once a decade an NPWS 


awar 


might drive past so watch out for him. 

See care + watch out for Yowie 

Dry - Dry 

very good 

Former Forestry HQ. Tapin Tops was previously known as 


Tops. 
Find out when it was abandoned and if it 


ver gets used 


example, during bushfires 
This is easily achievable in a regular car - no 4WD 


Intrepid 2013 
2.0/5.0 
2013-04-20 14:00:00 


Border's Edge Reservoir 

Scarecrow's Reservoir 

20m x 50m disused reservoir cut into the rock and some 
accompanying buildings. 

Very dodgy ladder into reservoir, water tank, and some 
buildings. 

Near Burragorang Lookout, on Burragorang Rd, Nattai. Look 


small building followed by a clearing on your left when 


out to the lookout. [GPS:-34.068951,150.440748]. 


Best to park at the lookout and walk back without drawing 


attention to yourself. Check to make sure the gates won't 


locked if going late in the afternoon. 

Nattai 

NSW 

Australia 

This is just over the border of the water catchment area. 


very large fines. 
Ladder into the reservoir is very dodgy; some of the 
are duct-taped on. 


Part of the reservoir has been burnt out resulting in very 


and very heavy wooden beams hanging down, and also some of 


the 
tin roofing missing. Do not walk across the top of the 
roof. 
Water Level: Dry - Dry 
Cond: Disused, burnt out 
History: Find out. 
Notes: First found by Scarecrow in 2008 when working in the area 
(fenced 
off compound near there is a weather station/weather 
monitoring 
station). 
A recent return visit prompted it to be listed. 
Found: 2008 Scarecrow 
Rating: 3.0/5.0 
Created: 2014-08-15 14:00:00 
Name: Boyd tower 
Description: 19m (62ft) tall stone masonry tower. Originally built ata 
lighthouse, it was repurposed to be a whaling lookout for 
many 
years. 5 storys tall with ladders, though the bottom level 
has 
had its ladders removed 
Access: End of Boyds Tower Rd off Edrom Rd (-37.102811, 
149.953088) Park, 
and follow the track. To climb it, a 4m ladder is 
required, along 
with either a screw driver or 'tools'. 
Locality: Edrom 
Region: NSW 
Country: Australia 
Water Level: Dry 
To-Do: Have a look at the nearby Davidson whaling centre at 


Notes: 
Benjamin 


nearby 
shipping 


the 


-37.1114619,149.9136807 (end of Boyd Rd) 


Boyds Tower, originally designed as a lighthouse by 
Boyd, was built in 1847. 
Boyd was 


a well known entrepreneur of the time who also built 


Boydtown - he also had interests in both he whaling and 
industries as well as owning vast grazing properties on 


Monaro and in the Riverina. 


tower 
whales 

the 

crews 

is 

exposure to 


protection, 


particularly to 


Boyd's 
enjoy 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 
st 


leaves. 


Locality: 
Region: 
Country: 
Found: 


Rating: 
Created: 
odified: 


Following the failure of Boyd's financial empire, Boyd's 


was taken over by the Davidson family who used it to spot 


for their whaling operations at Kiah Inlet. During season, 


tower was manned daily and when a whale was observed, boat 
were alerted with a gunshot. Twenty metres tall, the tower 


surrounded by the sea on three sides. This constant 


th lements results in erosion of the tower. For 


maintenance work is required every ten years - 
safeguard the mortar. 


It was not 
until 1973 that the area was declared a National Park with 


Tower being added to that Park in 1976. Visitors can now 


magnificent views in this historic area. 
Ben 1847 

2.0/5.0 

2017-01-02 11:07:43 

2017-01-05 04:12:44 


Boyhood Memories 

Underground valve room approx 15x10m. 

Cool cut-off mechanism for big pipe. 

Hatch in little park next to reservoir, Nth end Robertson 


[Sw:354C09, UBD:332K01/036cK10, Grg:490E01, 
GPS:-34.0285649428,151.057372998]. Hatch is covered by 


Nearby pizza manholes go nowhere. 
Sutherland 

NSW 
Australia 
2004 


Rodent /Bullwagon/dTrog/Drac/Infectoid/Millsy/Rogue/Syme. 


2.0/5.0 
1995-12-31 13:00:00 
2004-08-31 14:00:00 


Brambles 


Alternate: 
Description: 
rental 

is 

for 

takes up 

as 


office 


Features: 
maintance on 


old 


Access: 


Locality: 
Region: 
Country: 
Care: 

but it is 


wall 
is in 
you can 


drunks. 

Eek!: 

Vater Level: 
Cond: 

History: 
abandoned/used 


To-Do: 
Found: 
Rating: 
Update: 
sleepers 


about 


half a 


Brambles Maintanance Centre 
Formerly the Newcastle maintanance workshops for the 


company Brambles. Site has been closed for a few years and 


mainly used as a hangout for local kids and as a storage 


large rolls of steel cables from the workshop which now 


part of the site. The site has a two story office building 


well as the maintanance shead with a small two level 


inside. 
Big rolls of steel cable, odd peices left over from 


large equipment, maintanance manuals, a small number of 


lathes and machineing equipment 
Big holes in fence, walk right on in. 


Access off Elizabeth St 


[GPS:-32.907123,151.766483] 

Carrington 

NSW 

Australia 

One side is easily seen from current occupied building, 


wide open, other side that is hidden there are lots of 


sheets that are loose to alow easy access. Office building 


direct sight too. Best done late afternoon or weekends so 


access every thing. Wathc out for rusty nails and local 


Busted up bottles everywhere 

Dry - Dry 

Trashed 

Vas once the maintanance centre for Brambles now 


for storage 
Done all, not that much to see 

MIAD 2008 

1.0/5.0 

2015-07-11 14:00:00 (Hatsumi) - If you want railway 


there are heaps here ( also out back is a rail line with 


six coal carriages parked...from here you could access 


dozen other sites. Otherwise place is worthless. 


Created: 
Modified: 


Name: 
Description: 
from 


Features: 
and 


abandoned rail 


potential. 
Access: 
near 


miss 


Locality: 
Region: 
Country: 
Care: 
fall in 


Water Level: 
History: 
with the 


To-Do: 
floor. 


route of 


Notes: 
nearby 


viewed as 
Found: 


Rating: 
Created: 


Name: 
Alternate: 
Description: 


Access: 
on your 


2010-06-19 14:00:00 
2015-08-12 14:00:00 


Browns Creek 
Some sort of treatment works perhaps. Pipes leading to and 


river. Two adjacent structures, each two stories high. 
Lots of pipes, some submarine. Some running from upstream 


some from land. Trashy local kids graff. Very nice 
line nearby. Jetty with fishing and photographic 
Park at the corner of Pitt and Nelson Streets, somewhere 


here 31.906575,152.476198. Walk towards the river. If you 


it, you are not 
Taree 

NSW 

Australia 

Some of the local youth are way less than friendly. Don't 


xplorer material. 


the river when climbing on the jetty. 
Boat - Dry 
Unknown, but I believe the structure has something to do 


sewage treatment works upstream. 
Take a rope to reach damaged stairs to climb to the second 


Find out exactly what its former function was. Trace the 


the pipes. 
Do this in conjunction with the rail line and two other 


locations (listings soon). Garbage listing is for when 


a standalone site, which it probably wouldn't be. 
Intrepid 2013 

0.0/5.0 

2013-04-27 14:00:00 


Bulimba's Bathtub For Bathing Boats 
Cairncross Dry Dock 
Abandoned dry dock. Includes multipl 
underground pump room. 

Gate near th nd of Thynne Rd, 


cranes, sheds and 


[-27.449509, 153.073904], 


Locality: 
Region: 
Country: 
Care: 


boats, 


Cond: 
the 


History: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


distinct 


areas. It 
Features: 


from 


Access: 
are 


the day 


barbed 


Locality: 
Region: 
Country: 


right facing end of road. 

No parking along Thynne 

Rd, park on Lytton Rd 

Bulimba 

QLD 

Australia 

Jetty/dock on river's edge is still in use during the day 


If near the rivers edge, be careful of passing 
including Water Cops 

Workers at nearby food 

processing plant/s work all kinds of shifts. 


Pretty good condition, not a lot of change has happened in 


year or so it has been sitting empty 
Opened in 1944 

NoPro & Bach, 2015 

4.0/5.0 

2016-02-07 07:59:27 

2016-02-15 03:32:19 


Bulli Brickworks 
Location consists of many buildings (upwards of 10 


areas) and is 250m by 250m in size. 
The place has been half torn apart, and burnt in many 


appears to be in a suspended state of demolition. 
Old Kilns 
Underground Tunnels linking furnaces and Kilns (accessible 


rear of site though 1m square portal behind buildings) 
Storage Areas 

Offices 

Structures up to 3 stories tall 

Rooftop access in places 

Deep underground on-site drainage system 

Cnr of Quilkey Place and Gwyyher Ave, Bulli. Front gates 


open. Park in side street. Locals walk in this area, on 


of discovery locals were walking pets onsite. 


If front gates closed, entry possible via side fences - no 
wire. 
No active security to be seen at all. 


[GPS:-34.332006,150.910453] 
Bulli 

NSW 

Australia 


Care: 


particularly at 


via 


weight on. 


Eek!: 


the kiln 


and/or the 


Water Level: 


Cond: 
Notes: 


submissions 


Found: 
Rating: 
Update: 
gutted. A 


taking 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
machinery, 


Access: 
between the 


below. 


The structures are extremely unstable in places, 
heights. 
Whilst access is available to many of the high structures 


climbing, take care to check each structure you place 


Several platforms 1-2 stories up on site have little to no 
support, whilst others a fully reinforced. 

There is some asbestos onsite. Mostly in the form of kiln 
insulation, and the odd sheet. Be careful not to disturb 


insulation (hanging from the side of the metal / brick 
combination kilns. 
Be particularly careful if exploring high structures, 


underground linking passages. 

Dry - Dry 

Suspended Demolition 

See it whilst you can. It will be demolished for housing 
eventually. 


UPDATE Dori Dori 2009: Local Council has opened 


regarding the planned estate for the site to the 
public, which 


close in March. 
2007 Anakaine / Neptune 
5.0/5.0 
2010-12-30 13:00:00 (Sledgy) - Pretty trashed out and 
little bit left to see but not much. Strippers wer ven 


the roof off the place while we were ther 


1995-12-31 13:00:00 
2011-01-05 13:00:00 


Burwood Beach 

Burwood Beach Wastewater Treatment Works 

1930s sewerage screening and pumping station. 

Two concrete buildings, 50ft pumping well, pumps and 


short underground tunnel between buildings. 
Park on a nearby street, not the access road. 
Enter site using any method. Walk down the stairwell 


two buildings, climb off the stairwell onto the platform 


Access open door way. [GPS:-32.953479,151.741601] 


Locality: 
Region: 
Country: 
Care: 


access. 


you 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
Access: 
open, on 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 
actually in 


Update: 
Update: 
Update: 


Created: 
odified: 


Name: 
Alternate: 
Description: 


regular', now 


anda 


Features: 


Merewether 

NSW 

Australia 

This is on an active sewage works site. The site is manned 
through the week. Check there is no one on site before 


Stay away from active parts of the site. Leave the site as 


found it. 

Dry - Dry 

Mostly good, one building has no roof. 
Batou 2012 

30/530 

2012-10-27 13:00:00 


Canada Linseed Plant 

Empty but mildly interesting old warehouse/factory. 
Empty rooms, darkened basement, interesting rooftop. 
Climb fence on Wabash Ave. Door into basement should be 


western side of building. 
Parkdale 

ON 

Canada 

2003 

20/080 

2016-06-18 03:07:11 (Ralph) - Update Country: This is 


[Mapart: 119R14] 


Canada, ON. 
2016-06-01 04:03:36 (Ralph) - Update Region: Toronto 


2016-06-01 04:03:27 (Ralph) - Update Country: Canada 


2016-06-01 04:03:12 (Ralph) - Update Country: Canada 


1995-12-31 13:00:00 
2016-11-01 09:11:17 


Canada Malting Co. Plant 
The Malt Plant 
Most famous abandonment in Toronto, a former 'town 


visited far less often since it was sealed. Awesom 


design 


very interesting place to visit. 
Striking and original archetecture, maze like quantity of 


rooftops, 
of left 
from its 
and 


Access: 
the 


yard 
courtyard. If 
anda 


to the 


the 
devices. 
the city 


Locality: 
Region: 
Country: 
Care: 
show up. 
Found: 
Rating: 
Update: 
actually in 


Created: 
Modified: 


Name: 
Alternate: 
Description: 


Features: 
plant 


Access: 


glass 


staircase, levels, balconies, rooms, conveyor floors, 


nooks and crannies. Amazing rooftop views, an assortment 


over machinery, rotten lower levels, the leftover hoarde 


long time resident 'Stan'. Its a fun building to access 
indeed explore. 


Head west from the most southern end of 


Bathurst St, near 


Airport Ferry, head over to the 12ft high gate in the rear 


and either climb it or squeeze thru. Head into main 


its not already in place, borrow a Lake Liferescue ladder 


skid/pallet from the outer yard and use both to climb up 


balcony on the southwestern end of the inner courtyard. 
Otherwise, go around to the eastern side, southern end of 


plant and negotiate the myriad of fences and anti climb 


Its a fun challenge to try and bypass all the obstacles 


have put in place. 193S70] 
Downtown Toronto 

ON 

Canada 


Try not to 


[Mapart: 


be seen on rooftops as the Police sometimes 


1999 
0.0/5.0 
2016-06-18 03:06:50 


(Ralph) - Update Country: This is 


Canada, ON. 


1995-12-31 
2016-11-01 


13:00:00 
09:13:19 


CandyLand 
The Greater Goodah 
Old Greater Union Cinema 


2 theaters,CandyBar, Projector Room, service passages, 
rooms+ more 

Corner Clifford st and Spit Rd, Spit Junction, (mosman) 
Clifford st side next to Christmas shop window, see double 


release 


Locality: 
Region: 
Country: 
Care: 
discrete 


Water Level: 
Cond: 
over it 


To-Do: 


offices,have a 


Found: 
Rating: 
Update: 
have 


driving 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
forced 

can be 
Features: 
quarters 


Access: 


enter via 


Halloween 
gate, walk 
from 


doors, insert suitably bent coat hanger or similar, hook 


bar and pull, whilst pulling door. 
[GPS:-33.823965,151.242251] 

Mosman 

NSW 

Australia 

Busy intersection, many shops, best done at night until 


access is secured. 


Dry - Dry 
Intact and Untouched, mould and age is slowly creeping 


befor 
Secur 


you eyes. 
alternate access, 


locate all exits, access 


film night/party 
AXEL-JAZMOND-SWIM-2013 
4.0/5.0 

2015-02-26 13:00:00 


(Axel) - Christmas shop on group floor 
cleared out, no signs of ew occupants yet. Was only 
past.Will get back there soon to check it out. 


2013-08-13 14:00:00 
2015-05-18 14:00:00 


Cape Don 
The 
Unseaworthy ship that has been seized by Waterways for 


sale. Now being restored by the MV Cape Don Society. Tours 


organised by contacting them. 
Huge engine and tool rooms, three levels of sleeping 


toilets, recreation rooms, kitchens and mess halls. Also 
communications room, bridge, cargo hold etc. 

From the W half of Balls Head Drive [Sw:277D06/045D06, 
UBD: 215P14/006M12, GPS:-33.8433196228,151.194502021], 


the driveway to the Waverton coal loader (the roof of 
Halls). Walk to Nth end and down staircase, thru open 


south along clifftop till you reach the staircase made 


scaffolding. Gangplank leads up to the bridge. 


coal 
then 


north 


try to 
get 


maritime 


Region: 
Country: 
Care: 
24/7. 
Cond: 
History: 
into 
LO=DO% 
Found: 
Rating: 
Update: 
never 


Update: 
no 68 
in the 


only 


mind 
come 
fee: tö 
before 
those 


contact, 


Locality: 


Alternatively, you could walk south through the one open 


loader tunnel, turn right when you reach the other side, 
climb down teh stairs to the steel walkway & follow that 


till you come to the gangplank leading up to the bridge. 
You will need to gain prior permission to board. Do NOT 


infiltrate it as there are people aboard 24/7 & you will 


caught. Last people who were caught infiltrating it had 


police called & they were charged. 

Waverton 

NSW 

Australia 

Is now active, & being restored. There are people on board 


Many parts have been cordoned off due to asbestos. 
Getting better. 
Chequered. Was used as Lighthouse supply ship, then ran 


trouble when some looney bought her. 
Join the society. 

2000 Pandaman. 
5.0/5.0 
2013-07-14 14:00:00 (Blakjak) - This is NOT gone & should 


have been moved to gone.doc. 
Location is now listed as active with restrictions. 


2012-05-26 14:00:00 (Hatsumi) - On the 28th May 1962 ship 


was christened MV CAPE DON and launched. 
this weekend a safe in the captains quarters was cracked 


hope of uncovering long lost treasures and gold bars but 


some chinese medicines were found. 
not sure why this is in gone, if you ask nicely they don't 


visitors, and if you pay the $30 annual member fee you can 
down and help with restoration including paying a nominal 


stay the night on friday night and have a cooked breakfast 


helping out with some restorations...beautiful ship, for 


who haven't been i'd recommend a trip, Blakjak has some 


as do i but not so much the free time to take people down. 


Created: 
Modified: 


1995-12-31 13:00:00 
2013-08-02 14:00:00 


Name: 


Description: 


Features: 
Access: 
Carcoar 


handrail. 


western 


Locality: 
Region: 
Country: 
Care: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Carcoar Dam 
Nice dam. 


[NDR]. 


Park near dam. Climb over fence. Us 


Balcony half way up dam and spiral tunnel. 
Leave Mid-Western Hwy at signpost between 


Blayney & 


pipe as a 


Tunnel Tunnel starts in block house located half way up 


bank. Remove nuts and lift up hinged grille over window. 
[GPS:-33.61964,149.17923] 


Carcoar 
NSW 
Australia 


Abseil 
2003 
5.0/5.0 
1995-1 


2-31 13:00:00 
2004-06-24 14:00:00 


Explorers are easily seen during daytime. 
it again. 
Mr India. 


Name: 
Alternate: 


Description: 


cement 


Clandulla 


a=p&ép=56322 &c=3&x=149%32 


Castle Kandostein 


3 Min 


Kandos 


Coal processing and storage hoppers reminiscent of Castle 


Wolfenstein 


works. 


Location: 


(RI 


P), 


Near Kandos 


except lacking ocean views. 


http://maps.google.com/?11=- 
32.865598,149.9843&spn=0.003064,0.004179&t=h&z=18 


Incidentally, 


State Forest. 


there are ol 


http://bonzle.com/c/a? 
E960707341403&y= 


$2D32%2E8761403964747 &w=9677 &mpsec=0 


Features: 
tucked 


Access: 
and 


before 


Walkways, bel 


away in bushl 
Avoid parking near Kandos access points, 


police are vigilant, 


ts, 


and. 


heights, 


local 


d gold workings in nearby 


huge sinister looming structure 


residents 


as we found. From Dabee Rd just 


supply 
hillside 


massively 


Locality: 
Region: 
Country: 
Care: 
Works. 


suspicion 


Water Level: 
Cond: 
History: 
LO=DO% 

the 


Where is 
two main 


Notes: 
are old 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
(the coal 
various minor 
enclosed 

20m in 


feeding out 


coal. 
Features: 


Access: 
ocean 


boundary fence of Kandos site, take path up hill to water 


reservoir. Continue up, then follow firetrail around 


till you get to the old mine entrances. (Which are 


sealed.) Kandostein is just a little further along. 
[GPS:-32.865485,149.984487]. 

Kandos 

NSW 

Australia 

Best to avoid looking like you might be going 


to Kandos 


Something sent the local police into prowling high 

mode. Possibly residents snitched. 

Dry - Dry 

Old but barely touched. 

Used to supply coal to Kandos cement works. 

Find the nearby Commonwealth Mine (see Bonzle link) Ditto 
Prossers Reef gold mine workings in the State Forest. 

the ventilation portal for Kandos #3 mine? We only found 


entrances. 
While camping in Clandulla State Forest, 


realised ther 


gold workings there. 
2013 Diode and Ghost 
3107540 

2013-03-30 13:00:00 


Castle Wolfenstien 
Wallarah Coal Processing Mill and Coal Loader. 
Consists of two massive multi-story decaying buildings 


washer and coal processor) linked to each other and 


single and double story derelict buildings with inclined 


coal conveyors, an extensive underground pit, easily 15- 


height with an massive underground processing plant 
onto a large jetty with coal conveyors and a large trammed 


The huge underground pit in the processing plant, and the 


xtensive conveyor network between the buildings. 
1,UE: Access under fence on S boundary of enclosure near 


trail 


follow 


surf club 


Locality: 
Region: 
Country: 
Care: 

of 


small 
are 
Eek!: 
Cond: 
History: 


resort. 
Notes: 


there. The 
features of 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


mostly a 


Features: 
building 
Access: 


Locality: 


Vater Level: 


[Sw:NDR, UBD-CC:014G13/-Nc:194G13, Grg:NDR]. Follow fire 
from carpark at the end of Montefiore Rd and continue to 


fence. 
2,UX: Over fence or jump into water. Gate off jetty to 


is not able to be scaled (razor Wire)!. 
[GPS:-33.160727,151.629953] 

Catherine Hill Bay 

NSW 

Australia 

Admin. building appears to be in use, is well lit (nth end 


enclosure) leave alone i. don't trash/obtainium. Several 


vid cameras located under eves of admin building, these 


operational. 

Walkways over massive pit are hard-core rusted. 

Ankle in lowest level of processing plant 

Decaying - partial demolition in progress - everything is 


rusted!. 
Originally part of Moonee Colliery, closed down Sept 2002, 
demolition started march 2003 to make way for tourist 


UPDATE / RESURRECTION INTREPID 2013: 
Why is this gone? The 'huge underground pit' is still 


jetty is still there. There are still many explorable 
this site. 

2003 Mr India. 

5.0/5.0 

1995-12-31 13:00:00 

2006-09-25 14:00:00 


Castlemaine 
Former site of the Newcastle Museum (1998 - 2008) which 
previously the Castlemaine Brewery (Built 1876). Now 


shell up for demolition/re re purposing. 


Large open spaces, mostly empty though, nice late 1800s 
[GPS:-32.925142,151.758253] 
Easy access, numerous doors on Stewart St side are wide 


open/missing due to work being done on site 
Newcsatle West 


Region: 
Country: 
Care: 


Eek!: 
Cond: 


TODO 
Notes: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


open 
Features: 


areas. 
Access: 


roof. There 


are 


stairs. 


Locality: 


Vater Level: 


NSW 

Australia 

Possible workers during the day 

Easy to see torch light through windows at night 
Best done weekend or late afternoon 

Usual building site hazards 


Dry - Dry 
Good 
Access the upper levels 


Vill be going soon 


Not much to see, but a nice building 
Miad 2014 

2.0/5.0 

2014-04-01 13:00:00 


CaveClan Dormitory 
Sundell Holden body shop 
Large Double story building with admin section and large 


workshop area. Other features 
Spray booth complete with work benches. An administration 
section. Large workshop area. Small roofs in ceiling 


Climb over white colorbond fence here: 
GPS: -33.786427, 151.198011 


Walk to door unlocked here to enter building: 

Once in this section keep lights to a minimum, though your 
essentially invisible to the outside neighbourhood 
GPS:-33.786322, 151.197993 


If the door is locked, Access can be obtained via the 


is an unlocked window, and windowless sections here. You 


however extremely exposed (BDAN) 
GPS:-33.786224, 151.198386 
The above entry point, will drop 4ft down to a set of 


Downward travel takes you further into the building. 


Safest possible way onto roof is here. No visibility. 
=33. 786350; 151.198027 
Requires a small 3ft climb to sloping section. 


Castle Cove 


Region: 
Country: 
Care: 
slippery 
roof is 


Locals 


windows to 


Water Level: 


Cond: 
History: 
2013. 
Notes: 
smelt 


minutess 


Found: 
Rating: 
Created: 


Name: 


Description: 
bleachworks. 


Features: 
big 


Access: 
Barnes 


leads 
main 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


NSW 
Australia 
Police station is very close to this location. Roof is 


when wet if attempting access via the roof. Access for 


highly exposed. Residential areas are in a 2 block radius. 


will report suspicious activity. Keep away from front 


prevent being seen. Beware of Graffers. 
Dry - Dry 
Pristine 


A holden dealership and repair workshop until early -mid 


When leaving building a fresh smell of paint was strongly 


in the spraybooth section, this was not present 20 


prior, when we entered. 
2013 - Axel,Ghost and Swim 
3.0/5.0 

2013-06-29 14:00:00 


Cheadle Bleach Works 
More of a ruin these days. Abandoned and dilapitated 


Numerous collapsing or roofless buildings, old tanks, a 


chimney. 


Situated at the eastern end of Mill Lane. Access from 


hospital is via the walking trail behind the hospital that 
across the motorway offroad. [AA: 169H3]. Go in the old 


gate. 

Cheadle 

North West England 
United Kingdom 

Is in a state or ruin. 
2004 Unik 

230/90 

1995-12-31 13:00:00 
2007-06-04 14:00:00 


Chilled to the Bone 
Tancred Bros Bourke Meatworks 


Description: 


over 


are some 


Features: 
air 


a 


generators 
Access: 
fence 


Locality: 
Region: 
Country: 
Care: 
driveway at 


pedestrian 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Locality: 
Region: 
Country: 


Name: 


Description: 


(Volume 


concrete 


Wash). 


Old meatworks originally built 1937 and updated many times 
the years. Mostly trashed and stripped now however there 
remains of machinery and in particular bits of the old 


powerhouse. 
Ammonia chilling pipes, creepy atmosphere, random bones, 


compressors, various mechanical bits and pieces including 


killing blade. Remnants of the late 30's vintage 


Clearly visible from the Mitchell Highway, over the fallen 


at roadside and walk up the main drive, buildings are all 
walk-ins 


[GPS:-30.130217,145.971624] 
Bourke 

NSW 

Australia 

2-3" sharp and pointy spikes are 


mbedded in the main 


at least one point to discourage both vehicular and 


visits. 

Dry - Dry 

mostly stripped/trashed 
Rogue 2013 

3205.0 

2014-01-15 13:00:00 


Chips Challenge 

Freers Chip Factory 

Sir Samuel Griffith Drive, Mt Cootha [158 H10] 
QLD 

Australia 

0.0/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Choose Your Adventure 


An abandonment of 5 buildings, including a petrol station 
Plus), a smash repairs (Simpson Smash Repairs), a large, 
warehouse, a smaller warehouse, and a car wash (Handy Car 


Features: 
Access: 
at the 
along 

at 


fence. Walk 


concrete 


Entry 


to 
-33.814214, 


Locality: 
Region: 
Country: 
Care: 
warehouse. 
History: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Junk. Tubbyl tags. 


Park on 


south of 


Berith Rd or Crosby St, 


Berith Rd, 


Greystanes. Jump the fence 


at -33.814457, 150.958465. Walk east 


the fenc 


-33.814670, 


north around 
adventure. All buildings are 


warehouse. 


to Simpson Smash 


lin 


until you reach the far end at the corner, 
150.960574, where there is a hole in the 


the concrete warehous 


and, then, choose your 
"walk-ins,' except the 


150.960741. 


Entry 


to Volume Plus at -33.814066, 


150.960944. 


Repairs at -—33.814286, Entry 


concrete warehous 


150.960190. 
Greystanes 
NSW 
Australia 
There 


Site closed betw 


unknown. Entry to warehouse at 


Entry to Handy Car Wash unknown. 


are functional infrared cameras on the concrete 


n 2007 and 2009. 


Get inside the concrete warehous 
Cupid, Lentil, Maggot, & Red, 2015 
20/520 

2016-02-18 09:39:56 

2016-02-19 07:17:06 


Name: 
Alternate: 


blocks. 


tunnels. 
Features: 
network 


rooftops, 


almost like 


Access: 


Description: 


with 


Clockwork Orange 


Orange 


The main Hospital 
Many hospital buildings, 


of utility and servic 


Base Hospital 
This is the old Orange 


site which covers 3 


Base Hospital 


building is 5 stories tall + utility 
old hospital equipment, a decent 
tunnels and rooms, endless 


some leading into the other buildings. 


all that's missing from th 


Main 


Besides a few broken windows and some graff, 


its 


site are the hospital beds? 


block is here: -33.276449,149.098978 


It is surrounded by busy streets, 


Hospital 


but best 


access is hole in fence on Sale St here: 


-33.27631,149.0979105 


the 


-33.276727,149. 


through 
corner). 
utility 
two 

set is 
Locality: 
Region: 
Country: 


Care: 
through 


Sunday have 
stab you 


Eek!: 
cautious 


Water Level: 


Cond: 
History: 
Hospital 
November 
designed to 


township - 


of the 


then duck and follow the retaining wall along Dalton St to 


loading area. Unlocked door here: -33.2761664,149.0988117 


The other abandoned hospital blocks are 
here: -33.2762831,149.09724 and here: 
1007966 


*Update: That door is now boarded up, 
however, still head towards it. Then turn around and head 
the hole in the wall behind you (or the gate around the 


*Caution* This room is missing it's hatch over one of the 


tunnel entrances, so watch your step in there.. There ar 


main sets of tunnels on the site we have found. The other 


located in a small gardeny courtyard.. 

Orange 

NSW 

Australia 

Very visible from neighbours and cars, especially getting 


the fence. Its in a very busy location. Quieter of a 


noticed. Lots of broken glass and jagged bits inside to 


too. 
Top stories are very visible from the town itself, be 


around the windows of upper floors or the tower. 
Dry -Shin 
Good. 


“Update: Poor. 
To supplement and replace the original Orange District 


(demolished in 1959), Orange Base Hospital opened on 9 
1933 and was the first "base" hospital - a hospital 


support a large regional area as well as the immediate 


in New South Wales. By 2003 the Orange Base Hospital site, 
located a few blocks from the CBD had become congested and 
outdated. Analysis by the government found redevelopment 


including 
during 


the 


use as a 
of 
for 


psychiatric 


existing Base 


To-Do: 
Notes: 
fighting to 


Found: 
DarkClarky, 


Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
Features: 


gloves 


site would be difficult due to a number of constraints, 


difficulty in maintaining hospital capacity and capability 


any works and likely community opposition, especially if 


psychiatric facilities at Bloomfield were relocated to the 
redeveloped site. By contrast, the Bloomfield property was 
preferred as it was far less constrained and already in 


health facility, on land already owned by the Department 


Health, adjacent to vacant Crown land which provided room 


expansion. The site would allow integration with the 


facilities already in operation while allowing the 


Hospital to continue to operate during construction. 


A two day operation from 15-16 March 2011 saw 
all patients transferred to the new Orange Health service 


https://en.wikipedia.org/wiki/Orange Health Service 
Access all the buildings on the site! 
This place is to be demolished soon, they have been 


demolish it since 2011 and it has now just been approved. 


http://www.andrewgeemp.com.au/negotiations-finalised-on- 


the-future-of-old-orange-base-hospital-site/ 


2015 DarkClarky, Cactua, Durox. First explored 2015 


Kazman, Stoony 
5.0/5.0 

2015-07-04 14:00:00 
2016-11-23 12:58:30 


Coalcliff Cokeworks 
Illawarra Coke Company 
The disused Illawarra Coke Company coal mining facility. 


Coal loaders, buildings, machinery, train sidings, 
air-conditioned office - pleas nter. 
Underground ventilation tunnels. (Spikey glass surfaces, 


recommended) 


Access: 
park 


Signs for 


Lawrence 


through 
along 


path up 


Just off Lawrence Hargrave Dr, Coalcliff. Best place to 


either Paterson Rd or alongside Leeder Park (There are 


Sea Cliff Bridge parking). Enter on the western side of 


Hargrave Dr next to the locked gate (you can go around it 


the bush). Try to avoid being seen her Walk up the hill 


the concrete drainage slope, then look for the obvious 


the hill-side through the trees. [GPS:- 


34.243959,150.969678]) 


Locality: 
Region: 
Country: 
Care: 


also go 
way to 
and a 
see if 
Sight. 


Eek!: 
and 


to be 


been 


Water Level: 


Cond: 
History: 
and 


Australia 


Illawarra 
occurs 


producer of 


for 


overseas 


Coalcliff 

NSW 

Australia 

The active train line passes through the site. Be aware of 
peak-times for passenger intercity trains. Freight trains 


through here. Don't be seen. There is a clear view all the 


Coalcliff train station one way, approx 450m to the east, 
decent view to the tunnel entrance to the west so you can 


a train is coming and have plenty of time to get out of 


Various holes, rusted/unstable walkways, protruding wires 


steel and some of the buildings are falling apart. Looks 


fire damage in some areas. Some sections look like they've 


stripped of copper. 

Dry - Slimey 

Disused, not trashed 

The Illawarra Coke Company (ICC) is located in Coalcliff 


Corrimal, in the Illawarra region of New South Wales, 


where historically coal was mined on the slopes of the 


escarpment. After the mines were closed, coke making still 


on these sites. The company is the only independent 


metallurgical and foundry coke in Australia and has been 
privately owned since 1996. It produces premium grade coke 


metallurgical processing and foundry to Australian and 


base metals producers for lead and zinc smelting and iron 


production for steelmaking. The company's two cokeworks 


are 
adjacent to all major transport links. 
http://en.wikipedia.org/wiki/Illawarra_ Coke Company 
After 99 years of history and hard graft, work at the 
Coalcliff 
Cokeworks has come to a halt. More: 
http://www.illawarramercury.com.au/story/1619814/end-of- 


era-as-coalcliff-cokeworks-closes/ 


Yesterday's (October 20, 2013) announcement by Illawarra 


Coke 

Company that the Coalcliff Cokeworks will close in the 
first half 

of 2013 brings to an end 99 years of coke-making there. 

While the working life of the Coalcliff site started in 
1878 when 

a colliery opened on January 11, the cokeworks was not 

commissioned until 1914. 

Opening with 50 ovens, the first coke was produced on site 
in 

December 1914. 

Before the mid-1950s the cokeworks and colliery were owned 
by 

separate interests but in 1954 Kembla Coal and Coke (KCC) 
bought 

them both. 

A few years later KCC added an extra eight ovens to bring 
the 

total to 58 - all of which were still in use this year. 

In 1984, the Illawarra Coke Company - a subsidiary of KCC 

bought the Corrimal Cokeworks, bringing it together with 

Coalcliff for the first time. 

Twelve years later, in March 1996, ICC Holdings purchased 

Illawarra Coke Company, and took charge of both Coalcliff 
and 


Corrimal. More: 


http://www.illawarramercury.com.au/story/1182881/coalcliff-cokeworks-99- 
years-of-history/ 


Documentary: https://www. youtube. com/watch?v=1ZMxW5UKRFA 


To-Do: Go to Corrimal Cokeworks as well. 
Notes: Has always been somewhat explored for years when passing 
through 


to go to the Coalcliff drain. 


Found: 
Rating: 
Update: 
Jan 
shut. 


levels. 


Created: 


Name: 
Alternate: 
Description: 
Features: 
other. Two 
docks. 

the dry 
intact Power 
and 

Access: 
Several 
from 
Elkington 
Locality: 
Region: 
Country: 
Care: 


To-Do: 
hill 


stone near 


Found: 
Rating: 
Update: 
around 


Update: 
the site 


Pandaman 

5.0/5.0 

2016-01-31 03:16:06 (Intrepid) - Update Features: UPDATE: 
2016. Access to coal loaders and towers has been welded 


Non-destructive ingenuity required for access to upper 


2014-10-20 13:00:00 


Cockatoo Island Dockyard 

Real name = Codock. 

Major shipbuilding facility, gone to ruin and sold off. 
Three tunnels through hill from one side of island to 


water towers. (Tall one has locked door at base, other has 
ladder). Numerous cranes (some steam powered!).Two dry- 


Underground power station and pump room at the S end of 
dock. Old abandoned federation style mansions. Fully 


Station. Tennis courts. A Helipad, Old prison (ruin). Lots 
lots of assorted buildings. 
Need boat [Sw:276M09/044M09, UBD:235F01/009M01, 


Grg:344F01/007B01, GPS:-33.8487877339,151.173960685]. 


secluded little boat ramps, inlets, etc. Ideally launch 


disused wharf next to Dawn Fraser Ocean Pool, near 


Park. 

Sydney Harbour 

NSW 

Australia 

Security, shift changeovers by ferry once every 12 hours. 
Explore 19th century grain silos cut into stone of top of 


using ropes and climbing gear. Access via trapdoor in 


edge of cut cliff above bldg & near houses at N side. 
1999 Maddog. 
5.0/5.0 


2008-01-08 13:00:00 (F1@sh) - without a single person 
for hours and hours..:) 
2007-11-19 13:00:00 (Cron) - Daylight access to most of 


Created: 
Modified: 


Name: 
Alternate: 


Description: 
Features: 
boiling water 


tracks 


Access: 
Corrimal 


block or 


directly 


seems 


Locality: 
Region: 
Country: 
Care: 
residential 


don't 


holding your 


highly 


chimneys 


now available by limited ferry service from Circular Quay. 


http://www.harbourtrust.gov.au/topics/happciferries.html 


1995-12-31). 13500300 
2004-08-25 14:00:00 


Coke Zero 

Coke No More, Lanayru Mining Facility, Corrimal Cokeworks, 
Minstrel Show. 

The disused Illawarra Coke Company cokeworks in Corrimal. 
Coke ovens, conveyors, admin buildings, truck wash, 


pits, chimneys, coal silo, coal loading vehicle on wide 


(Air Blast 
Railway St 


Receiver) and shit-tonnes of coal dust. 
(off Memorial Drive), Corrimal NSW, behind 


ct ct 


train station. Park in a residential street at least a 


two away and use discretion when entering and exiting. 
[GPS:-34.375085,150.904434] 


There's enough of a gap to slide under the double gate 
opposite High St. 

Alternatively you could try along the rail corridor; there 
to be a gap or two in the fence. 

Corrimal 

NSW 


Australia 
Right next to a train station and in the midst of a 


area. Be discreet and quick when entering and exiting, and 
linger around after exiting covered in coal dust and 
tripod. 

All upper areas (chimneys, high external walkways etc) are 
visible from around the area. 


Good during the day, but best done at night if climbing 


is your thing. Also note, the lower ladders to some of the 
chimneys have been removed. 


Eek!: 
caution 


top of a 


coal dust. 
Water Level: 
Cond: 
History: 
19125 


first 


and 


for some, 


the 


the 


Coalcliff 


of 


the 


More: 


Some of the conveyor walkways are quite rusty. Please use 


if using them. One particular walkway goes over the open 


coal silo. Falling into here may result in drowning in 


Dry - Dry 
As left. Few broken windows, some machinery removed. 
The Corrimal Cokeworks officially opened on September 5, 


In 1984, the Illawarra Coke Company bought the Corrimal 
Cokeworks, bringing it together with Coalcliff for the 


time. 


Twelve years later, in March 1996, ICC Holdings purchased 
Illawarra Coke Company, and took charge of both Coalcliff 


Corrimal. 
The location of the Corrimal plant has been a sore spot 


with residents complaining of pollution. 


Oct. 17, 2013 [article]: After more than 100 years of coke 
production, the Corrimal Cokeworks is closing its doors. 


The Illawarra Coke Company (ICC) told employees today that 


cokeworks, the oldest continuous coke-making operation in 


world, would cease production next year. 

The closure comes just months after ICC closed its 
Cokeworks in June. 

The company blamed the latest closure, planned for the end 
March or early April next year, on prolonged weakness in 
global coke market, which shows no signs of improvement. 


http://www.illawarramercury.com.au/story/1847021/corrimal- 


cokeworks-to-shut-its-doors/ 


closed, 


the 


April 14, 2014 [article]: THE Corrimal coke works has 
ending the long tradition of the mineral’s production in 


Wollongong area. 


the 
earlier 


jobs. 


Lo=DoO% 

goes. 

you to 
conveyors to 


the Air 


chutes 
full you 


of the 


piece 
Princess 


Notes: 
admin 


the near 


furniture in 


site. 


Found: 
Rating: 
Created: 


Operations ceased at the Coalcliff site 


loss of about 


this month has seen the loss of about th 


More: 


in June 2013 with 


20 jobs. The closure of the Corrimal plant 


same number of 


http://thebullitimes.com/2014/04/14/last-puff-for- 
corrimal-coke-works/ 
One of the conveyors goes underground. Find out where it 


Restore power 


drive it under the coal 


fill the silo, 


Next, 


to the Air which will allow 


Blast Receiver, 


distribution silo. Active 


then pull the lever to dump the coal into 


Blast Receiver's top chutes. 


drive it down the track, positioning the deposit 


over the cok 


can active them via the main control 
main building, 
Don't forget to return to 


of heart before taking on 


Zelda. 


Avoid the large, 


oven intakes. Once all the cok 


ovens ar 


panel inside the top 


thus gaining the boss key for this area. 


the now-empty silo to claim your 


the final boss and rescuing 


in-use shipping container behind the 


building. Could be full of stuff to be auctioned off in 


future. 


the office. 


When explored 
Possibly some 


Wearing white 


2014 Maggot & 
4.0/5.0 
2014-10-26 13: 


Gray's Online stickers are on some office 


in October 2014 there was a bulldozer on 
kind of demolition work still going on. 


is probably not a wise choice. 
Scarecrow 


00:00 


Connection 


Alternate: 
Description: 
"Eyes" 


the 


self 


distance 
inspection 


building was 


will 
logistics 


tracks 


may 
greased 
burn of 


Features: 
"Eyes" 


Access: 


Pp " 


Eyes 


Waste Lands 
Kept in the circle of the sister finds "Switcharoo" & 


traveling via one of the various abandoned train tracks in 


vicinity, to the most Southern point. You might hear your 


say "what the F*!k is that!" 
One main building stretching at an impressive 125m long 


with Four other smaller attached buildings, Immediate 


will tell even the simplest of urbexer's that this 


not built in the recent decades. 
Old school tin structure, antique wood & aged materials 


give the impression of a factory used for the World War 


transfer. Backing my theory up is the very old train 


running alongside the building's main dock. 
Only at one level, it's an impressive site, empty as It 


look.. Doesn't stop you from hearing the "clanking" of un- 
metal banging against each other, & feeling the sudden 


the flying sparks. Or maybe that was just me? 
5 main buildings, Close to Sister finds "Switcharoo" & 


Follow tracks North and one will find these locations. 
Acc 1: Corner Cosgrove Rd Off Punchbowl Rd. Over Fence. 


Acc 2: Follow tracks South from "Switcharoo" or 


[UBD: 253A11, GPS:- 


33.90562222037204,151.0779708623886] 


Locality: 
Region: 
Country: 
Care: 

Water Level: 


Belfield 
NSW 
Australia 

No Asbestos 


History: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Slimey - Dry 

Not %100 on history. 
2008. Neptune/Anakaine 
3.0/5.0 

2009-07-14 14:00:00 


Consumption 
Queen Victoria Memorial Hospital 


Description: 


buildings 


range from 


Sprawling single storey hospital consisting of many 


patchworked together by hallways as needed. Buildings 


semi modern to turn of the century homestead in design. 
Old sanatorium for the treatment of 


consumption/tuberculosis. 


Features: 
verandah. 


body 


during 


different 


place at 


different 


Access: 
region. 


sign on 
from 
(left). 
You will 
Ambulance 
the 


head in 


jump 
immediate 


fence. 


the 


Reported to be seriously haunted. 
The old homestead and its wrap around gqueenslander 


The Morgue, located at the back of the chapel. Has a 2 


cooler. 
The views from the rooms when the sun is streaming in 


autumn and the trees are losing their leaves in all 


colours. 
That there is still very little vandalism that has taken 


the time of writing (April 2008) 
Close to 100 rooms over the whole complex. Several 


buildings. 
Tableland Road, Wentworth Falls, NSW. Blue mountains 


Immediately after you pass the Welcome to Wentworth Falls 


the Great Western Highway heading up in to the mountains 
Sydney you will come upon Tableland road heading west 
Follow this road until you reach the main hospital area. 


see a Sign, directing traffic to Main entrance, or 


ti 


ntrance. Take the ambulance entrance (right). Park near 
gates up the right hand side road. Go through fence, and 
through the kitchen. 


Alternate exit is via the old homestead onto the grounds. 
[GPS:-33.760851,150.376321] 


Update 12/2008 All holes in fence were patched up with 
(barbed)wire and chainlink fencing. Easiest way in was to 


the gate mentioned in the access description - to the 


right of the gate there was no barbed wire on top of 


2013 (Bastion) - As Siologen, Rabbit and I were wondering 


us to 


new 
see 
charging 


police 


informed us 


transformed 


happen 


mea 


open to 


Region: 
Country: 
Care: 
occupied 
of 

that 


issue 


"beware 


not 


Eek!: 
to 


out, 


sides. 


Water Level: 


Cond: 


Locality: 


premises, we ran into the caretaker. He very nicely told 
leave. 

He also told us that the land had been sold, and that the 
owners had crank up security, placing new cameras (didn't 
any, but hey, he found us), saying that they are now 
people with trespassing on a regular basis and that the 
had the keys and were coming quite regularly. He also 


that the place was soon to be half 
demolished, half preserved (the old building) and 


into a Buddhist temple/retreat. From what he knows it will 


rather quickly. 


If you want to organized a visit you can contact him. Send 


PM and I will give you his mobile number. He seemed quite 


have people over for pictures. 

Wentworth Falls 

NSW 

Australia 

The neighbouring building down the left hand track is 


and sees frequent car activity despite being in the middle 


nowhere. feel from the people in cars watching our exit 
our presence had been duly noted, although didn't seem an 
as we were both carrying a camera. 
Update 12/2008: various signs about the place stating 
guard dog' a kennel was sighted, but there did 
appear to be 
any dog. 


Some outer buildings in severe disrepair. Not recommended 


enter these. 
Some fire doors are one way, unless you feel like breaking 


make sure any door you close can be opened from both 


Dry = DEY 
little vandalism, general disrepair 


History: 
from 


report 


noted that 
usually 

poor. 

for 

reflecting the 
treatment of 


LODO 
Notes: 


rumors 


for the 


Sightings 


these 


the 


evening. 


Found: 
Rating: 
Update: 
here with 


It was reported that there were 4,000 deaths each year 
tuberculosis in Australasia and as a consequence of the 


the Sanatorium was constructed at Wentworth Falls in 1903. 
Goodlet contributed funds to this institution. It was 


the establishment of sanatoria for well to do people was 


done by privat nterprise. Wentworth Falls was to aid the 


When it was constructed it was called The First Sanatorium 
the Scientific Treatment of Tuberculosis, perhaps 


development of medicine and specialist scientific 


tuberculosis 

There are many still locked areas... unlock them. 
Local Rumors/stuff: 

This place is apparently as haunted as they come. Th 


centre around the returned servicemen who had contracted 
tuberculosis who died here. Also that this was the refuge 


poor with TB. 
Similarly, there is at least half a book dedicated to 


of the Yowie(s) in this region of an evening/night. All of 


reports centre around violent creatures... so make sure 


bullbar is installed on the car if you are coming of an 


Best done during the day. 

2008, Anakaine, Squeepish 

5.0/5.0 

2012-03-31 13:00:00 (Red) - At night, noticed a camera 


flashing red light at the entry [GPS:- 


33.758848,150.376281] and 


another 
night 
camera 


Very 


dirt 


on the telegraph pole where you jump the fence her 
[GPS:-33.760079,150.375106]. There is another camera on 


tree along the eastern part of the property. Infrared 


vision camera here [GPS:-33.760525,150.375361]. Another 
guarding a roller door here [GPS:-33.760772,150.375514]. 


loud music was heard coming out from inside of this newer 
building on-site. Several cars travelling up and down the 


roads to lookouts and/or other secret make-out and hoon 
locations. 
Edit Fl@sh: Last time I was here I encountered someon 


an 


working 


and playing loud music in same building Red mentions. He 
was seen 
exiting the site in a white van later. } 


Update: 2010-03-14 13:00:00 (F1@sh) - Apparently for sale. 

Holes in fence still ok. Boarding removed from entry next 
to 

Chapel. 

Snakes. BIG snakes. 
Created: 1995-12-31 13:00:00 
Modified: 2012-04-13 14:00:00 
Name: Cornelius Dykes 
Alternate: Cornelius College 
Description: Modest sized rooftop in otherwise pretty quiet building, 
barely 

saw a soul the whole time i was there. 
Features: Usual rooftop stuff, views of surry hills, and some views 
of 

central and across to amp tower etc. 
Access: GPS:-33.88391,151.210005 

standard. lift to level nine .fire stairs up, first door 
access 

to plant room thence roof, second ( top ) door is lift 


room only. 


Locality: Surry Hills 
Region: NSW 
Country: Australia 
Water Level: Dry - Dry 
Cond: good 
History: tried to do dental hospital roof, failed, needed a rooftop 
fix. 
Notes: probably looks better at night with central station lit up 
and 
the city. 
Found: Hatsumi 
Rating: 0.5/5.0 
Created: 2010-08-09 14:00:00 
Name: Cosson Hall naval barracks 
Description: This site was once the barracks of male sailors stationed 
here. 


It was decommissioned in the 1990s. 


Features: 
rooms, 


of.SF. 


Access: 
loose 


Locality: 
Region: 
Country: 


Cond: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Demolition 


Features: 
Decrepit 


unsound 
heritage 


Access: 
opposite 


3] 
Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Access: 
Locality: 


Vater Level: 


Description: 


It's a massive site, contains six wings, four floors, 300+ 


a beautiful atrium and easy roof access with great views 


Unfortunately the site is now very trashed. 
Most of the site is boarded up but there was one or two 


boards you can squeeze under. Location: 


37.8204407,-122.3737211 
CA, San Francisco 

FL 

United States of America 
Dry 
Trashed. 
Various. (Listed by dodger, 2016) 
30/550 

2016-05-09 03:39:30 

2016-05-20 21:50:17 


Courage Brewery 
Large, recently abandoned, semi stripped brewery. 


inevitable. 
5 stories of storage areas, 8 stories of brewing areas. 


admin section, rooftop access, various structurally 
areas, a literal maze of passages and corridors. Old 


section that is much older than rest of site. 
Over the northwestern blue gate on Counterslip Passage, 


Temple Back. Head in and thru the turnstyle. [A-Z:5E-3/68A- 


Bristol 

South West England 

United Kingdom 

Security supposedly onsite, watch for cars and personel 
2005 Jondoe 

4.5/5.0 

1995-12-31 13:00:00 

2007-01-02 13:00:00 


Cromwell Goldtown 

A small goldtown restored partly for tourists. 
Climb over barb wire fence onto bridge. 
Cromwel] 


Region: 
Country: 
Eek!: 


Notes: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


filled 


Features: 
(maybe a 


tree, 
view into 


Access: 
Crowsgate 


the large 
ledge 
brought a 
up, 

reach it, 
from the 


there), 


the 


first. 


Locality: 
Region: 
Country: 
Care: 

up or 


yourself 


Water Level: 


OTA 

New Zealand 

Don’t mistake your footing it’s a 20m drop into a gulley. 
Dry - Dry 

Approx. 3 hours NE of Dunedin. 

2004 Durgin/Nivelo 

0.0/5.0 

2010-01-07 13:00:00 


Crowmart 
Crowsgate Attic 
The spacious cavity beneath Southgate shopping centre, 


with discarded and forgotten relics. 
All the airconditioning ducts to climb around and under 


way into them?), cabling, wires, pipes, old christmas 


lights bulbs still in boxes, clothes-line, a panoramic 


the lowest level car park...the list goes on. 
The only way it has been accessed so far is from inside 


drain itself, where the RCP under Formosa St opens into 


hallway (going D/S). Find the barred off (from the street) 


high above your head that's on street level. If you've 
ladder to get into Crowsgate then you can use it to climb 
otherwise it might take a bit of boosting each other to 
or maybe a stack of milkcrates. There is a locked gate 
lowest level car park also (it can be seen when you're in 
as well as a (presumably alarmed) fire escape door out to 


street. Don't open unless life or death situation. See 
description of Crowsgate for details to get into there 


[GPS:-34.009897,151.103331] 
Sylvania 

NSW 

Australia 

Whether at day or night, don't be seen or heard climbing 


down to the ledg 


to get into Crowmart (you can see for 


bars). 
the 
what 
there 
and 


Cond: 
in 


Slightly 


Found: 
Tweak 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 


Access: 
Access 


fence. 


Locality: 
Region: 
Country: 
Care: 
trip 


Water Level: 


Cond: 
History: 
and 


Notes: 
also 


Nothing 


time of 


that there is direct vision to the footpath through the 
Don't use too much flash photography inside too close to 
carpark. Don't touch any switches unless you're certain of 


they do and can face the consequences. Keep 


xtra quiet in 


Eek!: 


after shopping hours. Use common sense for this, 


don't get over-excited. 
Doesn't look like it gets used unless something goes wrong 


there. Lots of stuff dumped and forgotten in there. 


dusty. 
(30-05-2008) Bastion, Evilj, Hatsumi, Loop, Scarecrow, 


30/50 
2008-06-01 14:00:00 
2008-06-30 14:00:00 


CUB 
Carlton United Brewery, The Cubby House 

The remainder of the old brewery. 

Nicely constructed old brick buildings, chimney, ladders, 
walkways, rooftop access with nice views, bottomless pits. 
Located on the corner of Abercrombie St and The Broadway. 


anywhere you can, O'Connor St is a good spot to jump the 


[GPS:-33.885041487034286,151.1996626853943] 

Broadway 

NSW 

Australia 

Cameras about, may be working or not. Lots of rubble to 


over. 

Dry - Death 

Gutted 

Built in 1835 and shut down in early 2005. Used as parking 


storage to be sit 


of new apartments. 


First attempted to be listed by MrX in June 2007 (who had 


explored parts at the time). Never made it into KD. 


demolished at the time. 
Had even been explored by others before that, around the 


Found: 
Scarecrow. A 
Rating: 
Update: 


Update: 
beyond is 


if you 
middle 
removed 
machinery. 
and 

quite 
Update: 
here 


the 


to the 


on site 


one: 


doorway 


future 


was. 


coming 


shuffling and 


Created: 
Modified: 


closure. 


2005/6- Pandaman (17-04-2009- Ghost, Jevil, Nancy, 
4.0/5.0 

2014-04-08 14:00:00 (Ghost) - GONE - Site Redeveloped 
2011-05-07 14:00:00 (Red) - Access to second level and 


no longer accessible. 


Padlocks on everything now. However, 


can jump one of the gates in a siding that runs cuts the 


of the lower level to the 


(now) lake, a padlock has been 


allowing entry to a basement level with pipes and 


Access to upper levels still possible up a dodgy ladder 


through the second level wall crawl space - although it's 


risky and perhaps not worth it on this ageing site. 


2010-12-17 13:00:00 (Red) - Jumping the construction fence 


[GPS:-33.886015,151.199652] is good at night as one is in 
shadows of the trees and far enough down from the houses 


east that one should not get noticed. Several drain pits 


now, all of which connect to Raptor and Phobic's recent 
discovery. Access to upper levels is now boarded up bar 


after jumping the fence, walk through the right large 


(the mor astern one) 
open/unlocked door. 


the stairs through the 
might become locked in the 


and up 
This door 


and it might have been luck that it was left open when it 


Homeless person might be living here too. Several noises 


from one of the levels which sounded like a person 
moving bottles. 


0000-00-00 00:00:00 
2014-07-22 14:00:00 


Cummo's Castors 


Description: 
and/or 


Features: 


xplore, other 


Access: 
hand 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
Water Level: 
To-Do: 
gear here 
Found: 
Rating: 
Update: 
been 


Hoarding has 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
lower level 


walkways 


Features: 
by drain 


Access: 
and 


Locality: 
Region: 
Country: 
Care: 
council 


the train 


Large warehouse - Evidence of a company that made plastic 


plastic injection moulding. May have had links to Hoover 
4? levels - Top level still has some rooms left to 


3 have been cleaned and are wide open. 
Park in Rothesay Ave. Find hole in fence nearest to right 


side of bldg. Enter through side of bldg. 
[GPS:-33.820435,151.094627] 

Meadowbank 

NSW 

Australia 

Fire doors may lock behind you if you dont chock them open 
Lots of lovers in cars late at night 
DEY = DEY 

Check adjacent building, 


Exit same way. 


seems workers have left ther 


Bullwagon and Cummo 2012 
3.0/5.0 
2013-01-01 13:00:00 


(Ghost) - Access: Hole in fence has 
patch, climb ove fence. 


Hallmark cranes onsite. All levels accessable now. 


been installed. Adjacent building has been demolished. 


2012-06-10 14:00:00 
2013-03-22 13:00:00 


D-CANS 
Officer Stormwater Detention Tank 
10m x 25m x 8m stormwater detention tank. Two levels, 


is usually flooded with 1-2 m of drain water. Concrete 


surrounding and bridging tank perimeter. 
Main cavity, walkways, smaller pumping cavity accessible 


from grille in the street. 
1. Gatic in southeastern corner, requires decent lifters 


socket wrench to remove bolts. (-38.067208, 145.414137). 
Officer 

VIC 

Australia 


Best done on weekends, as access road is in plain view of 


building. Tank area (but not entrance) can be seen from 


care 


will soon 


than 


BOLTS ON 


Vater Level: 


line. Shelves are usually muddy and pretty slippery - take 
with your footing lest you fall to a watery death. Area 


be built up as of 2016, so better to do it sooner rather 


later whilst it's still in the middle of a wasteland. 


GATIC MUST BE REPLACED AFTER EXITING! 
Slimey in upper section, waist to neck in lower section. 


Cond: 
History: 


unit 
2016. Named 
in 


To-Do: 
enough to 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


machinery 
Great 


Access: 
Locality: 
Region: 
Country: 
Eek!: 
road), 


Water Level: 


Found: 
Rating: 
Created: 


Name: 


Description: 


Almost 1km 


Excellent, no grafitti (needs to stay that way) 
Pointed out to Iso by Dodgy on Facebook (look for Jaydo 
Construction video for footage). Eventually opened up by a 


of young MelbClanners, first expo took place in April 


after the similar (but much, much larger) G-CANS structure 


Japan. 


Figure out how to operate pumps and raise water level 


have an underground pool party. 
Iso, Thongs, ALEPH & Proper, 2016 
3.0/5.0 

2016-10-05 13:16:19 

2016-10-31 22:57:08 


Dairy Queen 
Abandoned dairy factory with multiple levels and some 


still left behind that’s reminiscent of a power station. 


views of the surrounding areas - mostly flat. 


Walk in (if still there) [GPS:-37.760435,175.75211] 
Waharoa 
AUK 


New Zealand 
Squatters maybe violent (as advised by seccer across the 


best done in daylight and quietly. 


Dry -= Dry 
2004 Durgin/Nivelo 
3.0/5.0 


2010-01-07 13:00:00 


Dam Cliffs 
Excellent swimming hole network formed by a two dams 


water 
Features: 


old 


find the 


old 


Access: 
Newnes 


the 


the 


Crees: 


at a map 


-33.482830,150. 


Locality: 
Region: 
Country: 


Notes: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
Access: 
the east 
get on 
to 

Tram 
tunnel, 
234, 
Locality: 


Region: 
Country: 


Vater Level: 


of swimming hole 10m high, free climbable cliff, over deep 


mm 


Bizaro cave.. Two story cave with concrete beams and brick 
columns. From lower dam: Stand over the 30m cliff with the 


hoist arm. Walk (carefully) 10m to your right until you 


decent track cut into the cliff top. Once down follow the 


track back under the hoist, keep going another 20m or so 
Drive to bell It is off Chifley rd between Clarence and 


Juction. Pull of onto dirt road just before it crosses 


railway track. Then follow the dirt road along the side of 


railway tracks. Follow the white arrows painted on the 


There is a bit of a network, can only suggest you look 


or google earth before you go. {GPS: 
250421] 
Clarence 
NSW 
Australia 

Dry - Swim 


The below rating is for a swimming hole :) Urbex rating: 5 
2008 Rodent, Bastion, Trioxide, Ghost 
4.0/5.0 


2008-05-26 14:00:00 
2008-06-30 14:00:00 


Damn Graphers 

Warehouse along the disuse train line. 

Not much anymore: ( 

1: On Darley Rd, front of Francis St. Pass the fence on 


side of the warehouse, then pass the fence (big holes) to 
the train line, the building has been cut on several point 
allow access on the train line side. #2 from Lilyfield 


station, keep on going along the tracks, pass under the 


the warehouse will be on your left after the tunnel. (UBD 


GPS:-33.875114,151.153861 
Leichhardt 

NSW 

Australia 


Care: 
if 


Water Level: 
Cond: 
History: 
totally 


Very visible from the street as you enter the first fence 


using 
Dry 
Trashed 

Was in very good condition 6 months ago or so. Now it is 


ntry #1, visible from the tram Station if using #2. 


trashed. There is not a single 


wall/furniture/window/curtains 


Notes: 
IE 


Found: 
Rating: 
Update: 


Apparently it 


FIELDERS 


out by 
on the 
it up 
heavy 
modest 
to turn 


Update: 
and 


through the 
you're 


only 


Created: 
Modified: 


Name: 
Alternate: 
Description: 


(!!!!) that escaped the graphers. 
I might forgot people that were here when we first entered 


about 8 month ago... Sorry:) 
Ghost, Blakjak, Bastion, Beachbum, Jevil, Scarecrow 
1.0/5.0 


2016-02-24 02:05:55 (Zizek) - Update Description: 


used to be a bakery back in the day, and indeed the 


BREAD sign on the roof can still be seen from outer space. 
Rumours that it was used for limousine hire and furniture 
manufacture at some point. Abandoned for years, graffed- 


the usual suspects. Cavernous proportions, and the pieces 
walls lend it a moody atmosphere. Has rails going through 


to the entrance, which suggest efficient transportation of 


goods towards the light rail. Good for a movie set ora 


party. Won't hang around too much longer- there ar 


plans 
it into a Dan Murphy's by the second half of the year. 
2016-02-24 01:58:18 (Zizek) - Update Access: #3 the tree 
the ventilating system are your friends to climb in 
window at (GPS:-33.875310, 151.154199). Don't attempt if 
not a confident climber. As far as I know, this is the 
remaining entrance. 


2008-08-04 14:00:00 
2008-06-30 14:00:00 


DCLXI Rooftop 
661 Rooftop 
Rooftop on George st. 


Features: 
Access: 


corridor 


TOOE.: 


Locality: 
Region: 
Country: 
Care: 


To-Do: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


for 


rivers to 


an icy 


Features: 
Access: 
turnoff to 


trail 


Locality: 
Region: 
Country: 


Water Level: 


Cond: 
History: 


Paris 


about 


Vater Level: 


View of downtown Chinatown. 

Nice old school foyer and lift. 

Walk into foyer of 661 George St Haymarket. 

Lift to top floor. Opens to old offices. Windows in 


usually open in daytime, if not, open them. Go on roof. 
Also, end of corridor with said windows is a door to roof. 
Can access another rooftop closer to George st from 1st 


GPS:-33.879174,151.205185 

Haymarket 

NSW 

Australia 

Building/offices in use. 

Dry - Dry 

Access prob only avail business hours?? 

Could be good for night photos around Chinese New Year in 
February. 
http://www.cityofsydney.nsw.gov.au/cny/Default.aspx 
Fl@sh 2010 

270/50 

2010-02-06 13:00:00 


Dead Biscuit 
Mt Paris Dam 
Disused slab and buttress dam, completely drained and left 


the ferns to implant themselves upon the structure and 


course through the giant gaps in the dam wall's forefront. 
Additional 7' rockblasted diversion tunnel at the base of 


cold waterfall. Best place to camp or have a Clan Party! 
Photopr0n opportunities in abundance. 

Spot the glow worms in the diversion tunnel 

Drive east along the A3, after Branxholm there'll be a 


Mt Paris Dam Rd, follow for 13km, park and follow the fire 


[GPS:-41.218178,147.857952] 
Ringarooma 

TAS 

Australia 

Vaist - Dry 

Disused 

02/07/2008 


The Heritage Council has permanently registered the Mount 


Dam in the Tasmanian Heritage Register. The dam is located 


valuable 


listing of 


economy 


Paris 


in the 


notable 


honoured 


papal 


sat on 


community. Not 


locals 


almost 


provided by 


delivered 


the 


of its 


buttress 


drained 


nine kilometres east of Ringarooma in the Break O'Day 
municipality. 


a 


Heritage Tasmania consulted with Forestry Tasmania and 


additional information about the dam assisted in the 
the place. Registration occurred for a number of reasons. 


Tin mining was an important feature of life in north-east 
Tasmania, and made a strong contribution to the Tasmanian 


during the late 19th and early 20th centuries. The Mount 


Mining Company built the dam in 1936 to supply water for 
hydraulic tin mining. 


Geoffrey Davey CBE and Sir John Proud engineered the dam 


early stages of their careers. Both went on to become 


figures in Australian engineering history. They were 


nationally and internationally for their engineering 
contributions. Davey was also known for his service to the 
Catholic Church in Australia, and in 1960 was awarded a 


knighthood in recognition of his work with the Sydney 
Archdiocese. Proud was a Trustee of the Australian Museum, 


the Senate of Sydney University and was knighted in 1978. 


The Mount Paris Dam is highly valued by the local 


only is it an impressive structure, it is unique and many 


were involved in its construction. The dam was built 


entirely by hand. The only mechanical assistance was 


petrol-driven concrete mixers and some tip trucks which 


blue metal and sand to the site. It stands as testimony to 
skill and effort of its builders. The dam is the only one 
design in Tasmania and is a good example of a slab-and- 
dam. 


The dam operated until 1961 when the mine closed. It was 


in LOO. 


Notes: 
pristine 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 
everything else 


Features: 
Access: 
close. 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
there.The 


closure due 


Water Level: 


Cond: 
History: 


trying to 
Sunday 


and you 


have been 


give 


to 


If camping, please clean up after yourself. This is a 


location! 

Rascal & Biscuit, 2011 
3.0/5.0 

2011-12-05 13:00:00 


Death On The Dance Floor 
Skelseys Nightclub 
Two Story Abandoned Night Club with kitchens and 


you'd find in a night club, Even junkies 
All fitting still left in the place even a pool table. 
Emergency Exit Door at front Open, Seems like it cant 


977 Hume Hwy (Liverpool Rd) Lansvale 
GPS:-33.889472,150.971597977 


ansvale 
NSW 
Australia 

Locals 

Beware of who sees you enter and who else may be in 


place has a very violent history with the reason of 
to threats from gangs. 
Dry = Dry 


Excellent 
This below was a statement from the owner 


For the past 5 months Middleeastern bikers have been 


take over Skelseys and wanted me to give it to them.Last 


was the last straw when they threatened my Staff, myself 


the customers. 
If i did not give them the club then someone would 


hurt or killed. I could not take that risk and would not 


them the club! 


I have alot of respect for my staff and customers to let 
anything happen to them and would not hand the club over 


anyone so the safe way was to close the club. 


Found: 
Rating: 
Update: 
seem ajar 


Created: 
Modified: 


Name: 


Description: 


support 
Star, 


Features: 
the 


and 

been 

used 
Access: 
meets 
climb 
structure. 
Locality: 


Region: 
Country: 


Water Level: 


Found: 
Rating: 
Update: 


Created: 
Modified: 


Keith 


WHAT / GHOST 2010 
30/50 
2010-08-22 14:00:00 (What) - Emergency Exit Door still 


but is chained from the inside. New Entry is required. 


2010-03-22 13:00:00 
2010-08-23 14:00:00 


Deathstar, The 
Huge circular chamber with a massive, hollow centre 


pillar. Its uncannily similar to the interior of the Death 


as seen in the film 'Return of The Jedi' 
Huge space, easily 6m high with walkways running out from 


centre shaft. The shaft itself contains a ladder system 
connection to an overflow. Over the years the interior has 
plastered in graff and the structure seemingly hasnt been 


for sewage containment in years. 
Via locked vertical shaft in paddock near where bike track 


the Eastern Fwy near Melbourne Water. [MEL:31K-12, 
GPS:-37.784186,145.060619]. May need boltcutters. Once in 


down ladder to bottom door, then down ladder into main 


Kew East 

VIC 

Australia 

Bone dry, covered in dry mud 


0.0/5.0 
2009-12-21 13:00:00 (Loki) - Chopschops not required. 


1995-12-31 13:00:00 
2009-12-22 13:00:00 


Name: 
Alternate: 


Description: 


of 


Features: 
the 


ladders. 


Access: 
Rd, 


gate, or 


Locality: 
Region: 
Country: 
Care: 
climbing 


heights. 
Eek!: 
bottom 


water. 


Water Level: 


Devil's Gate 
Clap-trap 
A double-curvature concrete arch dam, with a crest length 


134m, and height of 84m. 
The many dodgy ladders and the catwalk which passes across 


lower mid-section of the dam, which joins both sides of 


Exhaust tunnels, and other small rooms. 
About 30 minutes south of Devonport, TAS. From Barrington 


turn onto Devil's Gate Rd, and park at the end near th 
somewhere less visible down a dirt track in the bush. 
[GPS:-41.350091,146.264747] 

Barrington 

TAS 
Australia 

Surrounding fence is uber-secure, and requires skillful 


to find a way over. Only for those with a head for 


Most of the ladders don't hav ladders near th 


cages. Th 


waterline are totally twisted from a gigantic force of 


Watch out for flooding! The water will spill over the top. 
Slimey - Death 


Cond: 
History: 


of its 
volume 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


horizontal 


dirt. 


Graffers have made their mark around. 
One of the thinnest concrete arch dams in the world. 
The narrowness of the gorge and the computer-aided design 


double-curvature shap rs to minimise the 


enabled engin 


of concrete and hence the cost of the dam. 
Feb 2010, Kensee & Scarecrow 

4.0/5.0 

2010-02-02 13:00:00 


Dobb's Drift 
Dobbs Drain 
Dobbs Drift was a winding house, ventilation shaft and 


access tunnel into State Mine at Lithgow. 


The old adit has been buried behind a mountain of 


The top of this wall is still visible. 
Ruins of 


Features: 
drain. 
Access: 
Mine 


past 


curve with 


Locality: 
Region: 
Country: 
Care: 
right 


Eek!: 


Cond: 
History: 


To-Do: 


winched out 


Notes: 
pipe/skate 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


worthwhile 


Water Level: 


the winding house still remain across the gully. 


A twin 4ft RCP drain runs beneath this site. 


MPL= 220m 
TEL= 440m 
Old winding house ruins, a "brick wall", also a twin 4.5ft 


Follow State Mine Gully Rd from Lithgow past the State 


Museum and Old Lithgow Power Station, the road will go 
several houses, after about 1km the road takes a right 


the winding house structures obvious on the left. [GPS: 
-33.446769,150.175552] 

Lithgow 

NSW 

Australia 

There is a bolt hanging down halfway through the drains 


pipe. Watch your head. 
Decent fall out of winding house. 
Ankle - Dry 
Poor 

There is a lot of history in this particular area.. 


Including a winding tower. 
Explore the left drain pipe (closest to the brick wall). 


The "brick wall" across the gully is the 
top of an old entrance tunnel to State mine. Coal was 


of this "drift" 
Update (2015 DC)- Somebody has built a concrete half 


park inside the winding house ruins. Full of graffiti too. 
Pandaman (Drain listed 2013 DC, Diode, Ratter) 

0.5790 

2013-11-08 13:00:00 

2017-02-15 07:25:52 


Don Valley Brickworks 
Old brickworks, surrounded by parklands. very easy but 


Features: 
overhead 


spaces 


Access: 
been 


the 
door. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
Features: 

on the 


section, 


excellebt for 


the 


Access: 
[Mel :59 


Cl 


-3] 
closest to 
have a 
along its 
northwest 
Locality: 
Region: 
Country: 


Care: 
climb 


explore. 
Large Kilnhouse structure, with long furnace tunnels and 


catwalks. Oddly mishmashed conveyor areas, full of weird 


and ramps. 
Its pretty much public access given that sections have 


turned workshops and seminar halls. Main access from round 
back near the chimney, climb over hoarding covering rear 


Off Bayview Pkwy [Mapart: 192 H79] 
Rosedale 

OR 

United States of America 

1999 

35/5 20 

1995-12-31 13:00:00 

2007-01-06 13:00:00 


Dreadnought 

Noah's Ark (illegal name) 

Largest explorable reservoir in Oz. 

120m long x 75m wide x 8m high, with massive steep banks 


sides, various valve inlets, a sunken lower centr 


dozens of pillars and lights. Its simply enormous, 


skateboarding in. Also features a tunnel running along the 
ceiling. This is accessed from a separate MH and contains 


fuse box for the lights. 
Is underneath the Hockey Feild on 


To switch on lights, lift single manhole near group 


vent stack. Do not muck about. Turn on big power lever, 


look down tunnel, but do not try and crawl into pipes 


length. To get into to main chamber, lift manhole near 


corner of hockey ground. 

Hawthorne 

VIC 

Australia 

Do only at night, after hockey games have finished. Dont 


Graff! 

Water Level: 
whatsoever 
Found: 
Rating: 
Update: 

a bit, 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
to be 


of the 
looks of 
Drummoyne 
every 
some 


Access: 
Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
loader. Is 


drains. 
Features: 
(flooded), 


acoustically 


LS! 


into overhead pipes as they will not hold your weight. NO 


Seemingly disused? Little bit damp in places. No smell 


2000 NSCC 
0.0/5.0 
2009-12-21 13:00:00 


(Loki) - Access to this place changes 


probably best to contact locals for current accessibility. 


1995-12-31 13:00:00 
2009-12-22 13:00:00 


Drummoyne Bowling Club 
DB's Haunt 
An injection of energy into a boring old suburb. This used 


the home of the Drummoyne Bowling Club, and the clubhouse 


Balmain Tigers AFL Club. Been abandoned for years by the 


it, and at some point repurposed as the hideout of the 


Boys gang, who have done the graf equivalent of pissing on 


single tr 


Several interesting rooms to explore, and 


well-preserved features give the plac 
Open gate on Hythe st [GPS:-33.847492, 
Drummoyne 

NSW 

Australia 

Zizek, 2016 

2.0/5.0 

2016-02-17 01:09:35 

2016-03-03 22:35:29 


a nostalgic air. 
151.151294] 


Dryer, The 


The old service corridors to the gone Whit 


Bay Coal 


flooded nearly to roof, but kept on list as it sometimes 


2 stories below ground, with a further 3 levels lower 


walls are covered in insulation & meshing, and are 


dead (ie, no 


cho or reverb whatsoever), max height is 


Access: 
drain, head 


platform. 


staircase 


descend. 


Locality: 
Region: 
Country: 
Care: 
chemicals, 


Found: 
Rating: 
Created: 
Modified: 


Do White Bay Drain then this for a nice double. After 


towards second fence and what appears to be a railway 


Look for a set of railings at the 


[Sw:276016/054016, 
GPS:-33.864764485,151.180559963]. 


U 


Has unfortunately been flooded since 1998. 


Rozelle 
NSW 
Australia 


Insulation could be asbestos. 


metal 


4.0/5.0 


1995-12-31 13:00:00 
2004-09-02 14:00:00 


covering weighs a tonne, 
1998 Siologen. 


top of a covered 


BD:235J308/010B15, Grg:344J08/007G15, 
Lift metal covering, 


Flood water full of 


requires 3 people to open. 


Name: 


Description: 


been 
the 
41.45909, 


Features: 
nice 


Access: 
Drop down 


Locality: 
Region: 
Country: 
Eek!: 
To-Do: 
Found: 
visit in 


Rating: 
Created: 
Modified: 


Duck Reach Power Station 
Old power station fed by the Penstock Tunnel. 


turned into an interpretiv 


Building has 


museum. The cavity underneath 


building and the old pipework behind are worth a look (- 


147.11145) 
Large st 


view looking out over the gorg 


Park end of Corin St, 


wall, near th 


Launceston 
TAS 
Australia 
bate 


Launceston (-41.4598, 


suspension bridge was easy 


Don't forget to go in the Penstock Tunnel 


Cave Clan - year unknown. 


March 2015 
3.25520 


2016-06-23 10:04:00 
2016-10-31 22:35:50 


l pipes forming tailrace from the turbine hall, 


147.1128). 


Listed 2016 by NoPro based on 


Dynamo Skies 


Alternate: 


Description: 


george 


Features: 
Access: 


stairs 


attempts 
first 

in air 
Locality: 


Region: 
Country: 


Water Level: 


Cond: 
Notes: 
Found: 
Rating: 
Created: 


Dymocks rooftop 


rooftop. quite big, 


St. 
big open space. 


GPS:-33.869907,151.20713 


foyer of dymocks building, 


to roof.Avoid tenth floor lift, 


where possible. 


open and flat. 


could play handball. 


lift to 9th floor, 


limit visible access 


visit. Second visit 
vents. Take your pic. 
City 

NSW 

Australia 

Dry - Dry 

Excellent 


probably residents a bit more vigilent. 


2010 Hatsumi 
3%,075 x0 


2010-04-20 14:00:00 


xplorer squ 


zed through teenee gap 


just act normal 


cool views up and down 


two sets of 


Door to one set of stairs to roof was open 


rp 


Name: 


Description: 


abound. A 


doors, 


gutted and 


Features: 
removed 


as to 


Access: 


Echelon Kill Room 
Not quite sure. 


Hard to say what this was but theories and suspicions 


secret listening station? An amateur radio telescope? 


A ex-"secure" buil 


surrounded by cyc] 


lding 


lone fence) 


(reed switches, 


steel sliding 


with all the electronics 


now completely engulfed by dense scrub. 


"Rooftop garden" 


dome. 


Humungous steel/concr 
(now disconnected) 
Various strange remnan 


Multiple 


No signage. 


what it was exactly. Quite a mystery. 


style roof around the base of the now- 


te dome/antenna baseplate 


telephon 


ts of electrical 


lines (wtf???) 
equipment 


Park on Picton Road near the access road here 
[GPS:-34.365503,150.824368] 


Not one scrap of paper remains to enlighten us 


building 


you 


very 


track) from 


third 


Locality: 
Region: 
Country: 
Care: 

any 


of the 


it that 


Eek!: 


Cond: 
History: 
Amateur 


from 


path to 


had 


Water Level: 


Follow the path taking a left hand turn to aim for this 
[GPS:-34.367821,150.821766] 


There is a track, but it is almost completely overgrown; 


might find it on your way back from the building but it is 
difficult to find from the main track. 

The second track on the left hand side (first obvious 

the main track takes you to a defunct weather station. The 
(second obvious) takes you to "Rocket To Uranus". 

Cataract 

NSW 


Australia 
Be stealthy - this is active catchment land! Do not under 


circumstances park multiple cars directly near the start 


unsealed access road. 


This location was found in amazing condition please keep 
way! 


Watch out as the wooden roof sections could collapse. 
What the hell was this? 

Dry - Dry 
Gutted but interesting 

Possibly a amateur radio site operated by the Illawarra 


Radio society. 


By 1977 the group had used the dish to detect radio noise 


the stars at the centre of our galaxy, and carried out 
experiments on radio propagation characteristics of the 


the Moon during the period that it eclipsed the Sun and 


Communications with Europe, Japan, Africa, North and South 
America. The group where working towards more 


sophisticated forms 


site 


tests 


of EME, when vandals caused severe damage in 1977 and the 


was closed down after mor 


irreparable damage in 1978. 


Another site was obtained on top of the escarpment and 


band). But 


equipment 


Sweden 3, 
Continents 


To-Do: 
Found: 
Diode, Ba 
Rating: 
Created: 


Name: 


Description: 


motor 


Features: 
Access: 
Lane 


twin 
Overbury 
either side 


Locality: 
Region: 
Country: 
Care: 

are 


trains. 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


where carried out on the 1296 Mhz band (23 Centimetre 


again intruders caused damage and in 1987 most of the 


was removed and the project was terminated. 


Contacts on 1296 MHz USA 2, Canada 2, UK 1, Germany 2, 


Switzerland 2, Czechoslovakia 1, Zimbabwe 1. Number of 


worked 3." 
Work out exactly what this was 
Trioxide, Scarecrow, Infectoid, Vox, Ghost, Drainbiz, 


E EASRA] 
2012-04-06 14:00:00 


Edge Hill Cutting 
Complex of rock cut steam tunnels, kilns, boiler chambers, 


rooms. 
Large tunnels, small tunnels, alcoves, assorted junk. 
Theres a railway siding in a park, between where Smithdown 


and Queensland St join and Overbury St. Climb over the 


fences and follow the tracks thru the short tunnel under 


St to the Edge Hill cutting. Tunnels and rooms are on 


of cutting. 

Edge Hill 

North West England 

United Kingdom 

Fences surround siding are 8ft high steel pike fences that 


dangerous to climb over. Siding is in use by freight 


Sub Brit 

29/920 

1995-12-31 13:00:00 
2004-08-11 14:00:00 


Electrification 
Double story lift hut. 


Features: 
Magic 


painted 


Access: 
Parking 


Massive light show of blue sparks when lift is in motion. 
sunset view from rootop of the many old surry hills 


billboards. 
Up stairs in the SW building on roof level of Goulburn St 


Station, cnr Goulburn and Elizabeth St 


[Sw:297J02/028J302/066J02, 


by 


Locality: 
Region: 
Country: 
Eek!: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


= 


[rains 


last of 


when 


these 


trains 


Features: 


much) 


Access: 
the hume 


from 


UBD:236D14/003H11, Grg:345314/003H11, 
GPS:-33.8782425161,151.208674809]. Cage door can be opened 


reaching through hole in wire door. 

Haymarket 

NSW 

Australia 

Many live and uncovered relays/curcuit breakers. 
1999 Mr India/Siologen/Dirge. 

2.0/5.0 

1995-12-31 13:00:00 

2004-08-31 14:00:00 


End OF The Line 
Chullora Scrap Yard 
The Place Where They Are Crushing The Old Sydney S-set 


(aka ridgies). Here is your chance to say goodbye to the 


Sydney's real steel trains befor 
plastic lifeless spaceships. 


they are all replaced by 


The best time seems to be on the weekends during the day 
workers aren't around. 
Transport Sydney has announced they need to keep some of 


trains in service till 2015 so the crushing of these 


should be a slow process over the next couple years. 


s-set trains (ridgies) 
lots of graffiti (some very high quality and some not so 


train smashing machine 
piles of scrap metal 


[GPS:-33.884926,151.063192] turn down davidson road off 


hwy, this street becomes Marlene Crescent, places to enter 


to the 


sized 


can look 


leading down 


the fence 


Locality: 
Region: 
Country: 
Care: 


vehicle 


operators 


tracks to 


lines so 


arent 
see a 


hangs out 


rail 


writers as 


here are: 


Marlene Reserv (over the fence), 

the sra gate (standard boundary key, or hole in the fence 
right of the gate) 

unit block to the left of SRA gate (has multiple man/woman 


holes in the wire fenc 


once on SRA land walk west up the "hill". from here you 
down on the trains , you will find a very clear path 
the hill to the trains , once down there find a hole in 


or just climb over. 

Chullora 

NSW 

Australia 

Don't leave any valuables in your car 


if enterting through the gate/ park you may notice a sra 
or some staff hanging about, usually these are signal 

if you wait they will go away 

when comming down the hill you will have to cross some 
get to the scrap trains, these tracks are live freight 
look both ways 

freight security - these guys stay near the freights and 
too much of an issue ( if ur standing on the hill you will 
white bulding sorta behind the trains, this is where he 
mostly ) 

machine security - there is a guy guarding the machinery, 
friend of mine went and spoke to him and he said hes not 


corp hes from the company that has been hired to scrap the 
trains, hes not worried about tresspassers or graffiti 


long as they stay away from his machines 


into a 
fighting 
trouble 
you out 


woes 


Water Level: 


To-Do: 
there :) 
Notes: 
From 


out of 


out 


and 
do! the 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


kilns 
Features: 
Access: 


the 


down the 


rainy day, 


on site. 


didn't say 


graffiti writers - your more then likely going to bump 
writer here , it shouldnt be a problem now , all the 

over this spot seems to have died off , in the event of 
you are friends of the US and SFK crews , this should get 
of most trouble with writers ( if they ask specific names 
and gore are your answers) 


Dry - Ankle 
have a poke around for Chullora Bunker while you're 


Head south down Roberts Rd and turn into Norfolk , Ford or 
Naughton Streets, these will take you to Wentworth Street. 


here you can see the other ridgys that have been pulled 


service (it s 


ms they are pulling all the valuable stuff 


before taking them around to chullora to be scrapped). 
These trains are being guarded, they have sensors cameras 


what seems to be a fast direct line to the police (do not 


'I'm just a photographer' line will not work here). 
The Sydney Graffiti Community - listed by Woezie 2013 
4.0/5.0 

2013-08-23 14:00:00 


Epping Brickworks 
TyRs Brickworks. 
Huge brickworks that closed down in late 2003, 2 massive 


and 4+ smaller ones, lots off cool looking machinery. 
Big. 
Midson Rd [Sw:254G01, UBD:192P05, Grg:280J05]. Jump over 


brick display fences in the display area (dodgy), then 


stairs, around the fenced area and you're in. 


z} 


UPDATE Feb 09 Hatsumi: Access still possible. Choose a 


heavier the better which ensures minimal staff 


Walked in 
from Midson road and passed some workers who 


a word as 


Locality: 
Region: 
Country: 
Care: 
trucks 


Cond: 
that 


Found: 
Rating: 
Update: 
the 


is now 


Skenes Ave 


Created: 
Modified: 


Name: 


Alternate: 
Description: 


type 


we went into brickwork. 
[GPS:-33.784203,151.072783] 
Epping 
NSW 
Australia 
Areas are in use for planning housing development and for 


filling in the quarry. 
A small amount of graf and not trashed (so lets keep it 


way). 
2005 TyR. 
30/5 20 


2010-07-19 14:00:00 (Red) - I was here on 28/05/2010 and 


Brickworks is still intact. However, the entire south side 


new houses and the north is muddy and flat with several 
bulldozers. Access may still be possible at the end of 


where the new wooden housing area fence meets the metal 
construction fence (there is a sizable gap). West side of 
Brickworks looks like its about the collapse, along with 


stairs leading up to the second level. Fridge upstairs has 
old water in it! 


2007-08-28 14:00:00 (Aeon floss) - Access: Main entry to 


lit up and exposed. Walk along Midson road and jump the 
near the north end off the site using trees as cover. 
dirt quarry ramp to buildings. Jumping fence too early 
you on top of a 6M drop. 


Caution: Site offices in use, possibly alarmed. 


1995-12-31 13:00:00 
2010-07-22 14:00:00 


Escape From The Triads 
Better Than Bushbashing Safehouse 
where to start ? one storey something on open fieldish 


location, definately was something, now isn't 
only bad graffers seemed to have bothered with this one 


Features: 
did 


stuff 


Access: 


has no 


than bush 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Cond: 
History: 
Found: 
Rating: 
Created: 


some kind of old machinery, 


some storage tanks, 


some 


like old steel drums etc 
bad graff 


fence between it and the 


fence, 


same spot good to 


hard to tell exactly what it 


pits with ladders - pits full of 


neighbouring amcor packaging site 


access Triad drain from rather 


bashing through 150m of lantana like we did 


GPS: 


Matraville 
NSW 
Australia 


you may get bored, 


-33.96699,151.228883 


Dry - Dry 
thrashed 


2009 Ghost, 


OQ. 


5/5 20 


Scarecrow, 


Hatsumi 


2009-09-23 14:00:00 


really bored 


Name: 
Alternate: 
Description: 
community 


Features: 


of 


smokestack, 


buildings are 


other 


Community, 


Fairview. 


Fairview Training Center 
napurna's Ghost Town 


An 
An 


between 1908-2000. 
About 300 acres, 


fu 


Dorms, 


bu 


fire 


bai 
easily accessed through an open window or door, 
half can be opened wit 


(everything's boarded 
Immediately adjacent 


wh 


greenhouses and the 


bu 


helpful, 


Sh 


ph 


asylum/mental 


hospital 


li-time. 


office buildings, 


slides 


basket 


ildings with different archit 


scap 


ich was made from some of the buildings, 
(apparently burned out) 

Also a cafe and the cafe girl was very nice and 
even showing me a booklet on the history of 


ilding. 


e warned me about trespassing, 


(whee!), 


ildings with no obvious purpose. 


up, 


otography quest. 


Mentally handicapped peopl 
about 50 buildings. 


warehouse, 


which was a fully sustainable 


lived her 


tball court, pool, variety 


tectures. Water tower, 


mess hall, several 


About half the 


and the 


th a screwdriver or adjustable wrench 
but not well). 
to the property is Pringle View 


including the 
fuel storage 


but supported me on my 


Access: 
property 


Avoid 


Locality: 
Region: 
Country: 
Care: 
photograph 


Eek!: 


Cond: 
History: 
were 


Both 
a farm. 


To-Do: 


with an 


keen. 
Found: 
Rating: 
Created: 


Name: 


Description: 


in Port 


Features: 
mannequins 


full of 


tall) was 


Woman 


Water Level: 


GPS coordinates: 44.8978981°N 123.0137063°W. Massive 


with zero security, not even fences. Park and walk on. 
the thorny vines. 

Salem, Oregon 

OR 

United States of America 

Camera Clan members will require a couple days to 


everything. Provisions may be required. 

Also, rain and wet ground are very common in Oregon. 
Ghosts. Best warded off with a campfire and s'mores. 
Shoe - Dry 
Derelict 
Fully sustainable community where mentally disabled people 


taken to be separated from society for their entire lives. 


staff and patients lived on site, which was complete with 


Read about it on Wikipedia. 

Camp overnight and find some ghosts. 

Directly across Interstate 5 (about 5 minute drive) is an 
industrial area complete with some silos. 

About 11 miles north on Interstate 5 is a large building 


active smokestack. Infiltration-minded explorers may be 


2011 Annapurna 
5.0/5.0 
2011-04-07 14:00:00 


Fantasy Glades 
Abandoned theme park built by "Little People" aka Midgets 


Macquarie 
Cinderella Castle - a large pink castle with life-size 


behind glass depicting the story of Cinderella 

Witch's Cottage - a later addition, this wooden house was 
fun 'booby traps' 

Miniature Chapel - a tiny church. 

Old Woman's Shoe - this large red shoe (approx 3 metres 


designed to represent th 


nursery rhyme There was an Old 


Access: 


driveway 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


History: 


Lynette, 


with a 


theme 
fairy 

as 
production 
Rosemary 


Close in 


decided to 


setting. 


Cottage 
this 


Seven 


Vater Level: 


Who Lived in a Shoe in which children could play 


44 Parklands Close, Port Macquarie 


Park at the bottom of the street. 
You'll s the driveway on the left hand side. Follow 


and there's a hole in the gate. 


Pretty simple. 
Port Macquarie 
NSW 
Australia 

Surrounded by houses. Pretty open when wandering around. 
Private property. 

Dry = Dry 

All info taken from www.fantasyglades.com 


In the 1960’s a family of “Little People” George and 
Rosemary Whitaker, along with their children James and 


and Rosemary’s parents, Aub and Lin Gribble, set out ona 
journey from Sydney to Port Macquarie in NSW Australia 


dream to create their very own children’s Fairy Tale Theme 
Park. It seemed natural that the main attractions of the 


park would be centred on the well known Brothers Grimm 
tales like “Snow White and the Seven Dwarf’s” and others 
George had, had a long working history with the stage 


H 


To create their dream George and 


of these stories. 


purchased 2 hectares of natural bushland at Parklands 
Port Macquarie. 

Construction began on their project in 1967 and it was 
call the theme park “Fantasy Glades” 

Fantasy - being the theme and - Glades - being the 

The first buildings to be constructed were Snow White’s 
and a miniature church (the church being only a shell at 


time) Snow Whites Cottage contained: dining room, the 


upstairs 


made by 


1968 


journey 


dream to 


hectares of 


1967, 


window was 
church in 
say that 


church 


adopt a 


home 


completed 


the help 


opened in 


to” 


Dwarf’s bedroom complete with seven little beds and 


was Snow 


Whites bedroom. The furnishings were all hand 


Rosemary’s father Aub. 


Fantasy Glades opened to the public on the 20th of August 


and was an immediate success. 


A family 


of “Little People” known as George and Rosemary 


Whitaker, along with their children James and Lynette, and 
Rosemary’s parents, Aub and Lin Gribble, were the original 
owners and creators of Fantasy Glades. They set out on a 


from Sydney to Port Macquarie in NSW Australia with a 


create their very own children’s Fairy Tale Theme Park. 


To creat 


their dream George and Rosemary purchased 2 


natural bushland at Parklands Close in Port Macquarie. 


Three years after opening Fantasy Glades theme park in 


November 


year old 


1970 saw the tragic loss of Rosemary and George’s 


daughter Lynette. A beautiful stained glass 


made by David Saunders of Sydney and installed in the 


her memory depicting the Bible verse of Psalm: 23. Some 


Lynette’s presence has been seen and felt by many in the 


for many 


years after her passing. 


In December 1971 George and Rosemary travelled to USA to 


beautiful 


L little boy and girl and brought them safely back 


to Port Macquarie. The following year they adopted another 


beautiful 


L child, a baby girl from South Australia this 


the Whitaker family. 


In 1977 tragically George passed away suddenly but with 


and support of Rosemary’s parents she continued to operate 
Fantasy Glades, by this time two wild life parks had 


Port Macquarie so Rosemary decided to donate her wild life 


The Sea Acre’s Sanctuary” and the existing areas were 


fairy 
popular 


one of 


Stephen 


with 


many fond 
time 


July 


Brian 


2002. 
Notes: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Smelter 


Satisfaction 


Features: 
all the 


ladders 
tonnes 


rooms, 


Several 


transformed into beautifully landscaped picnic areas. The 


tale aspect of the park continued to grow more and more 


so Rosemary added The Thr Bears House which was built by 
her employee’s. 
In 1980 Rosemary re-married a young man from Sydney, 


Hobbs. Stephen worked side by side with Rosemary bringing 


him many creative ideas which contributed greatly to the 
continued success of Fantasy Glades. 


In 1986 after 18 years of hard work and the building of 


and happy memories, Rosemary and her family decided it was 
to move on and retire from Fantasy Glades. On the 25th of 
1986 Fantasy Glades was sold to George and Pat Spry and 


Hutchison a family company, they continued to successfully 
operate Fantasy Glades until such time as its closure in 


There used to be dragons and dinosaurs here. 
2012 - Sledgy 

350/550 

2012-12-08 13:00:00 


Field Of Dreams 
Mungo Scott Mill 
Buildings, siolos, machinery, 
awsomeness related to the production of bread. 


and associated industrial 
If Helter 


and Millmaster had a foursome with Decadence and 


this would be the spawn. 
Unfortunately known.doc doesn't afford the space to list 


awesomeness contained within this locale. Machinery, more 


and walkways than ever known to man, levels within levels, 


of rooftops, retro electricity devices, weights, control 
wood stairways...... too much to contemplate. No need for 
directions, just have fun, play safe, tonnes to explor 


enjoy.Take 


Access: 
property ( 


hole 

canal 
climb up 
to slip 
rail line 
open 
remove pin, 
then 


other exits 


open 
reason 


internal 


going 


gate 


the 


and 


corner of 


st has 


buildings and silos all with extra lucious goodness to 


a picnic. 
Acc#1 Wher 


bridge passes over rail line at rear of 


cnr Edward and Old Cantebury ) walk down and through giant 


in fence behind building and onto train line and walk to 


side of mill Ok...just before canal dips under property 
to fence. No need to climb over, look under, big gap easy 
through right here. That whole side of building next to 


has giant sliding door, like a hangar door. Slide this 


about a foot and see flimsly loltastic pin in latch - 


open door enough to squeeze in, or more if it pleases you, 


go nuts. Close door and re insert pin, there are many 


now and this looks better left as you found it. Acc#2 poss 


follow same as 1 but from rail line see base of silos two 


windows, window on right can enter here, not checked but 


to believe ladders we climbed further up inside went to 
base of silo where this window is. 


[GPS:-33.894027801028656,151.14248871803284] 


UPDATE Red 2010: 
(Red - 2010) There is a hole in the fence at 
[GPS:-33.894619,151.142513] which makes easier access than 


around and opening the sliding door to property. Where the 


meets the fence next to it just squeeze through. 
Access to southern building and thus walkways for both of 
largest silo stacks can be reached by bending (or removing 


being sure to put back) a grate at the north-eastern 


the building from the inside of the compound at 
[GPS:-33.894087,151.142831]. 


UPDATE Bastion 08/2012 
Hole in the fence at corner of Old Canterbury and Edwards 


lantana and 


Locality: 
Region: 
Country: 
Care: 


cameras, 
this 
don't use 
lights 
wooden 
foot 

pay 


4pm on a 


noticed the 


been 


drive way, 
some 

train 

Water Level: 
Cond: 


broken stuff 


History: 
mill, 


To-Do: 
dream that 


Notes: 
of 


been fixed, even though you can still crawl under the 


find your way. 
Brand new lock at the gate to the parking on Edwards st. 


Summer Hill 
NSW 
Australia 
Well, we saw no seccers, seems all workers are in front of 
property near Smith street in admin buildings. We saw no 


no PIR's, actually nothing. Use common sense, 


lets keep 
place a gem for all to enjoy, stay back from windows, 


bright lights and flash photography - lot's of internal 


were on anyway. Take care, 


older buildings had some shifty 


floors, usual care in old building. Some floors had random 


sized holes wher 


pipes or machines or removed, basically 
attention to where you are walking. First explored about 
rainy day, best done after knock-off time. 


UPDATE Sledgy 04/03/2011: 
Drove past the site yesterday while out and about and 


"allied mills" signage from the admin buildings have now 


replaced with one word "POLICE"..... that sucks. 
Additional security fencing has been installed on main 
security fencing/barbed wire installed at hanger doors and 


lovely daymaker style lights are now brightening up the 


lines at the drive way to the side door. 
Dry 
Exceptionally excellent, 


no graff or single piece of 


or rubbish - keep it that way !!! 
Made bread n stuff, now it doesn't - Allied Mills former 


google is your friend. 
Keep an eye on the mascot Fielders mill 


and dream the 


we eventually have two such awesome playgrounds to enjoy. 
Didn't do one storey buildings at front ( Smith st ) area 


property is 


excellent. 


for the 


building on 


around. 


construction 
of work 
like. 

Silo's 
Found: 
Rating: 


Update: 
moved to 


Update: 
has 
track at 


additional 


Created: 
Modified: 


Name: 
Description: 
workers 


property, do not recommend for a month or so until 
fully vacated. Night shots from rooftops will be most 
UPDATE Red 2010: 


Building on the corner of Smith St and Edward St at the 
north-west of the property is still in use. 


UPDATE Bastion 08/2012: 
(Bastion - 2012) New Security company has been contracted 


site. 
They park near the entrance on Smith st, next to the Admin 
building and what was the First aid building (small 


the left). 
They stay in the little building on the left but do walk 


UPDATE Hatsumi 15/09/2012: 
The admin building is being used by John Holland 


company as a base for the light rail extension. A number 


vehicles on sight at around 12pm today, utes and such 


Expect the sit 


to become more active but probably the 


should be off their radar. 
2009 Hatsumi & Scarecrow Feb 17 
52.0/54:0 


2016-04-20 12:38:59 (The Edge) - Update Notes: Should be 
gone. 
2015-01-08 13:00:00 (Rabbit) - 9/1/15 - light rail station 


been built. There are 2 cameras on either side of the 


crossing pointing each way. Much of the location has 


internal fences. Security still on site. 


0000-00-00 00:00:00 
2015-05-18 14:00:00 


Fingal lighthouse house 
Historic sandstone house where th 


original lighthouse 


lived. Many rooms & outhouse. Roof is gone after a fire. 


Features: 
Access: 
the 


up to 
before 
will 
around 


Locality: 
Region: 
Country: 
Care: 

Vater Level: 
History: 
north of 


terrace of 
completed 
were 


opening. [6] 


keeper and 
the same 


a 


1901 
bay 
at the 


also show 


residency was 


Old sandstone house, lighthouse, lookouts. 
Park at fingal bay carpark -32.742105, 152.171030. Cross 


fingal spit -32.741503, 152.187433 then follow the track 


the lighthouse/house -32.746883, 152.201455. CHECK TIDES 


going, multiple people have been washed off the spit. You 


currently have a 4 hour gap which is safe. The walk is 
2kms each way, so bring water. 


Port Stephens 
NSW 


Australia 


Check tide charts 
dry-neck 
The keeper's house is located about 13 metres (43 ft) 


the tower. [2] 


It is the only example in Australia of a 


lighthouse keepers' quarters.[12] It was probably 


slightly later than the lighthouse, as building materials 


continuing to be sent from Sydney after the official 


The terrace comprises thr on 
story cottages, a Six room cottage for the principal 


two three room cottages for the assistants, all sharing 


roof. Each of the cottages had a kitchen, a storeroom and 


privy. The building was constructed of the same imported 


sandstone as the lighthouse, dressed outside and plastered 
inside. The roof was originally made of slate, replaced in 


with terracotta, with five chimneys along the ridge anda 


window and gables along the front. A low terrace was built 


rear from random stone.[12] Photographs from the 1950s 


a rear addition with a skillion roof infilling part of the 


verandah. [6] 


Water was originally 


supplied from two underground rainwater tanks, each 7,650 
imperial gallons (34,800 1; 9,190 US gal).[12] The 


served by a single septic system, discharged via an 


infiltration 
bed to the north east of the property. [6] 
As mentioned above, the keeper's house was gutted 
by 
vandal fire in September 1991. In early 1992 a fence was 
installed and the chimneys and gables were stabilised by 
new 
brickwork. [12] 
Found: Pandaman. Listed: 2017- Timdole. 
Rating: 255/90 
Created: 2017-01-15 00:04:45 
Modified: 2017-01-17 21:30:35 
Name: Five Islands Fruit and Cars 
Description: Used to be FM Discount spares before it was Five Islands 
fruit 
and vegetables. 
Features: Armored car, Camper van, Dairy Farmers truck, and other 
old cars. 
Access: Park at the end of Merrett Ave and walk around to five 
islands 
road, then make your way to the far gate and open. It was 
tied up 
with a cable tie when i entered. Otherwise climb over the 
fence. 
[GPS:-34.465780,150.871114] 
Locality: Cringila 
Region: NSW 
Country: Australia 
Care: Easy to be spotted from the road. No cover really 
available 
through most of the place. 
Eek!: Dog poop around the back 
Water Level: Dry = Dry 
Cond: Average. 
To-Do: Get access to fruit and veg section. 
Found: Phelonius 2013 
Rating: 0.5/5.0 
Created: 2013-11-04 13:00:00 
Name: Flatrock Roofage 


Alternate: Flatliner 


Description: 


fireworks 


Features: 
roofs 


stuff 
Access: 
lane but 


4ft of 


Locality: 
Region: 
Country: 
Care: 


watched...probably 


Eek!: 


Cond: 
History: 
LO=DO% 
plastic 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Point 


Access: 


elevator 


then 


Basic 


ladder. 
Locality: 
Region: 
Country: 


Water Level: 


Rooftop, not very big, very flat....not even a view of 


probably....but a rooftop nonetheless 
views into neighbouring offices...possible access to lower 


next to it....usual air con ducts and assorted roof type 


189 kent st....s lane betw 


n buildings that isn't a 


side access...follow around to the right, see ladder up to 
rooftop...go good explorer need to scramble around last 


ladder as has locked gate at top but can be climbed 

[UBD: 1D13; GPS:-33.86324418549101,151.20373159646988] 
Wynyard 
NSW 
A 
C 


ustralia 
amera on side of building, probably rarely 


BDAN 

in daylight highly visible from neighbouring buildings 
Dry 

excellente 

its a building, it has a roof... 

right HELP in big letters across it, dump some sand and a 


tree and pretend your marooned on a desert island 
Hatsumi 2008 

2.0/5.0 

2008-10-19 13:00:00 

2008-06-30 14:00:00 


Flex's Nest 
A residential apartment rooftop. 
Views of the city including the Harbour Bridge, the Centr 


Tower and the Anzac Bridge. 

Building is on 97-99 Lilyfield Rd, opposite Catherine St: 
[GPS:-33.873080,151.164205] 
Enter on the south side of the building, there is an 


directly to your left. Go to the 5th floor and turn right, 


there ar 


a few steps that lead to a door on your left. 


carding skills required. 
Turn right as you go through the door and climb up the 


Lilyfield 
NSW 
Australia 


Water Level: Dry - Dry 
Notes: Been there many times, never had any run-ins with 
residents. Not 


sure what they think about this. 


Found: 2013 Flex 
Rating: 0.0/5.0 
Created: 2014-03-09 13:00:00 
Name: Fort Ballance 
Alternate: Gordon Point Battery 
Description: A fantastic example of a WW2 Battery. A really nice fort. 
Features: 4 gun circles, underground storage facility, bunker 
complete with 

fireplace and chimneys (wtf?), ladders, staircases, 
beautiful 

architecture and (sealed) lower levels. 
Access: Follow Massey Rd to Fort Ballance Road (unmarked). There 
is a 

Mahanga Bay depot here. Follow For Ballance Road up 


escarpment to 


plateau. 
Locality: Scorching Bay 
Region: WGN 
Country: New Zealand 
Water Level: Dry - Dry 
Cond: Heavily graffed 
History: Work started on the fort in 1885 and by 1888 it had two 7" 
RML 
guns, a 6" BLHP gun, two 6pdr QF Nordenfelt guns as well 
as 


associated magazines, engine rooms and Barracks. The 
magazine for 


the North 6" BLHP gun has two levels with the lower one 


used for 

the storage of the shells and cartridges which were lifted 
up to 

the main level by block and tackle. The rings for the 
tackle 

remain attached to the ceiling above the hatches. Another 
6" BLHP 

gun later replaced the south 7" RML gun with modification 
of the 

gunpit to suit. 
Found: 2008 Pandaman 
Rating: 540/50 
Update: 2014-02-09 13:00:00 (Kazman) - Really great location, but 
it's 


covered in graff, which gave me the uneasy feeling of 


running 


or 


peak 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


G.A. 
storey 


destroyed 


intact. Upper 


mansion, 
The 


side of 


with the 


site, 


about 20M 
or 
fence'. 


for 


trashed 


Features: 


into graffers while in action and thus follow up trouble. 
I think the best time to do this location is early morning 


late evening when no one's around. Aim for the Wellington 


hours and you should be fine. 


1995-12-31 13:00:00 
2014-03-30 13:00:00 


Fort Falcon 
real name: Eurama Estate 
Sandstone mansion/castle constructed in 1882 by Architect 


Mansfield. About a dozen rooms, some two storey, a 3-4 
tall tower, about 8 chimneys, stacks of history. Mostly 
by fires in 1968, but walls and tiles are all still 


levels no longer have floors. 
Sandstone wall and buildings are located 200M West of 


right next to train line. 4 small buildings still intact. 
owner used to have a private train plaform on the other 
the sandstone wall. 

There is also a totally trashed red-brick house located 
Western buildings, but this adds absolutely nothing to the 
really and appears to be 1960's construction. 

A huge metal shed, of warehouse proportions, is located 


away from the mansion and appears to house large machinery 


something. Wire on windows has signs 'Danger: Electric 


This may have something to do with the planned development 


the site, or may be a council shed or something... 


There are remains for a few other sandstone buildings, a 


greenhouse and a pool dug into a huge sandstone boulder 
scattered about the clearing aswell. 
UPDATE Dori-Dori 2009: 
"A huge metal shed, of warehouse proportions, is 


large 


Electric 


Access: 
station, 
Highway. 
the 
left. This 
You will 


sandstone 


right, 


Faulconbridge 
on the 

can 

follow 
Locality: 
Region: 
Country: 


Care: 
estate 


going 
or 


Water Level: 
History: 


settlement era. 


many 


on some 


located about 
20M away from the mansion and appears to house 


machinery or 

something. Wire on windows has signs 'Danger: 
fence'..." 

is now accessible... 


Take Sir Henrys Parade in Faulconbridge, at the train- 


you should be travell 
Train-tracks, on the 


ing up the mountains parallel to the 
opposite side to the Great Western 


Follow Sir Henrys all the way to the end, sticking next to 


train tracks all the way, don't take any forks to the 


road will require walking or a 4WD for the last section. 


reach a clearing at the top of a hill at the end, the 
wall and Western buildings are very obvious and to your 


the mansion is 200M to your left. Can't miss it. 
Alternatively, take the Great Western Highway past 


station and you will see the sandstone wall on your left, 


other side of the train tracks. There is a U-turn bay you 


park at 200M after the wall. Jump the train tracks and 


them back down the mountains to the sandstone wall. 
[GPS:-33.710414,150.526664] 

Faulconbridge 

NSW 

Australia 

Area is currently planned to be developed into a housing 


(http: //www.euramaestates.com.au/), 


so there may be work 


on, or people in the area. No signs mentioning trespassing 
fences anywhere though, you could just be bushwalking.... 

Dry - Dry 

Too many to list. 
rich-folk of the 


Sir Henrys Parade was the where all the 
lower mountains lived during the 


Sir Henry Lawson lived just down the road, and created 


bushwalks in the area. H ven cut stairs into sandstone 


of these bushwalks! 


Dozens of Australian Dignitaries owned and visited this 
site over 
the years, escaped convicts died hiding in caves on the 


estate. 

It just keeps going! 
To-Do: Find some of Sir Henry Lawson's bushwalks in the bush to 
the 

East. 
Notes: 2008 (Aeon floss) - site up for redevelopment 

http: //www.euramaestates.com.au/faulc site.htm 

Found: DrainBiz 2007 
Rating: 2.0/5.0 
Update: 2016-01-02 13:00:00 (Tim Dole) - Jan 2016 - Officially 
sold to 

developer after 5(ish) failed attempts. 
Update: 2015-09-13 14:00:00 (DC) - There are two brick arch topped 

underground larders/wells on this site too. 

There is a small red brick one near the railway ruins 
here: 

[-33.7101827,150.5238587] but it is half full of rubble 
and dirt. 

This one has no cover and would be an ideal place to break 
a leg 

if not paying attention. 

A much larger sandstone block one is located next to the 
main 


castle ruins here: [GPS-33.7103946,150.5268453] It's 
accessed by 

removing the manhole cover (no lifter required) and 
finding the 

large metal pole in bush nearby to scramble down and up. 


(4 

metres or so deep). 

It is partially flooded but there is a pile of rubble and 

sandstone blocks directly beneath the manhole which the 
pole 

slots into. A rope or ladder would also work here. 

Credit to SIDS, Nissanhawk and Siege for having the balls 
to 

actually climb down into it!! 
Update: 2015-08-04 14:00:00 (Tim Dole) - The red brick house has 
been 

demolished. The shed has been broken into and turned into 
a graff 


"showroom', and th ntire site is up for sale. Still 


easily 


accessible, the castle has sustained further damage, 


primarily 

having the chimneys toppled. Not yet mentioned is the rock 
cut 

dams nearby, one of which is currently housing a car. 
Update: 2014-10-07 13:00:00 (Ellipsis) - More in-depth history 


http://bmlocalstudies.blogspot.com.au/2009/07/eurama- 
weemala-at-faulconbridge.html 
http://www.euramaestates.com.au/pdfs/EuramaHistory.pdf 


Created: 1995-12-31 13:00:00 
Modified: 2016-01-04 13:00:00 
Name: Fritzels Dungeon 
Alternate: A Perverts delight 
Description: 4ft high water retention chamber below appartments on Hume 
Hwy. 
Multiple rooms and multiple entry points. 
Features: A view of people at a nearby bus-stop. 
Access: Lift either 2 of the square swing grilles in the front 
elevated 
garden bed near bustop at the corner of Brooklyn St and 
Hume Hwy. 
2006 UBD -- [253:C4] 
[GPS:-33.891357,151.081403] 
Locality: Strathfield South 
Region: NSW 
Country: Australia 
Water Level: Dry - Knee 
Cond: Clean 
Found: 2009 - Ghost Apr 5 
Rating: 0.5/5.0 
Created: 0000-00-00 00:00:00 
Modified: 2008-06-30 14:00:00 
Name: Fritzels Furnace 
Description: 4ft high water retention chamber below South Strathfield 
Officeworks building. Constructed of grey besser-block. 
Multiple 
rooms and multiple entry points. BDAN. 
Features: Unexepected size (100sq meterst+). Unexplainable level of 
extreme 
warmth!. Where did all the water go? 
Access: Lift any of the gutterbox-styled swing grilles in the 
front 


carpark outside the Officeworks building. Grilles are 
located 1 


near footpath next to TNT courier site fence, the other 
directly 
in line with the first is about 8m back from footpath in 
gardenbed. 2006 UBD -- [252:03] 
[GPS:-33.88819437497483,151.07488632202148] 
Locality: Strathfield South 
Region: NSW 
Country: Australia 
Care: Camera mounted on nearby Officeworks building. Service 
station 
attendant at nearby service station. 
Water Level: Dry - Knee 
Cond: Clean 
History: The orginal building on the site was a car dealership 
until 
mid-2007. Became an abandoned location but was never 
explored. 
Early 2008 conststruction of Officeworks building and 
modest 
sized underground retention chambe to trap water run-off 
from 


building car-park. 
To-Do: Lift iron-plate cover near grille nearest footpath 
alongside the 


highway. 
Found: 2009 - Ghost Apr 5 
Rating: 20.19.20 
Created: 0000-00-00 00:00:00 
Modified: 2008-06-30 14:00:00 
Name: Froggy's 
Description: Three Abandoned Buildings, including an office block and a 
skating rink. 
Features: Skates, Semi-operational piano, pidgeons, junk. 
Access: 7 Baker St, Gosford. Opp Central Coast Leagues Club. 
[GPS:-33.42777,151.34083] Over the fence and up to the 
buildings. 
You will need the tool kit - Wrenches, Square-head 
screwdriver 
and claw hammer. 
Locality: Gosford 
Region: NSW 
Country: Australia 
Eek!: Dodgy floors in skating rink. 
Water Level: Dry 
Cond: Pretty good. 
History: Do your own research 
To-Do: Get into all areas of the other buildings. 
Notes: Not worth a trip to Gosford, but worth doing if you're 
passing 


through 


Found: 
Rating: 
Update: 


everything and 


soon.... or 
Update: 
via hole 


primary 


next to 


and 


bakers 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
people 


Access: 
pid=181487 


fire 


Locality: 
Region: 
Country: 


Jevil, 2009 Feb 20 
3.0/5.0 
2010-07-29 14:00:00 (Lb) - GOING. 


workers moved in last week, currently emptying out 
then (i assume) starting on asbestos, could be gone 
not, it is gosford..... 


2010-04-22 14:00:00 (Lb) - more stealth entry to complex 


in fence in alleyway/carpark on georgiana terrace (opp 


school) 


entry to frogys via closest set of stairs at rear of the 
building, should be a hole in the door there. 
can get into the bottom floor of frogys via the stairs 


the snack bar. 
access to old council chambers to the right of entry hole 
thru broken door. access to roof via internal stairs. 


access to old youth club unknown unless hole is cut on 


street, although shouldn't be too hard to get in. 


0000-00-00 00:00:00 
2010-08-04 14:00:00 


Fun Police 

Highmount House 

Rooftop giving access to neighbouring roof as well. 

Views of Hyde Park,St Marys and Castleray street...look at 


in the hotel next door or wave to workers in the offices 
opposite. They didn't wave back for me. 
http://www.commercialrealestate.com.au/ShowProperty.asp? 


GPS:-33.87118,151.209568 

Walk in to lift foyer, lift to currently vacant top floor, 
stairs up etc etc 

City 


NSW 
Australia 


Care: 
Eek!: 
suits, i 


was 


said 


disabled 


Water Level: 


Cond: 
History: 
To-Do: 
Notes: 
of st 


to do 
just keep 
Found: 


Rating: 
Created: 


Name: 


Description: 


Features: 
Access: 


Locality: 
Region: 
Country: 


Cond: 
To-Do: 
to get 


its in 


Found: 
Rating: 
Created: 


Vater Level: 


neighbours seem a little wary of visitors. 
half way up the street on departure two seccers wearing 


presume from the swanky hotel next door, asked me what i 


doing 'up there' - they seemed genuinely perplexed when i 


taking photos. no security on site and top floor pirs 


but neighbours seem a bit itchy. 

Dry - Dry 

excellent 

never repeats. 

go across neighbouring roofs for full block experience. 
rated boring, tis very easy to do, except for nice views 


james and hyde park, st marys etc... there isn't much else 


up here. having said that its a good beginners rooftop. 


a low profile. 
Hatsumi 

0.5/5 <0 

2010-06-20 14:00:00 


Furnture 2000 

46 Auburn Rd Regents Park 

Small - Medium Two Story X-furniture warehouse 

has living quarters upstairs, whole place has been gutted 


None 
Front gates open 
[GPS:-33.888072,151.022126] 


Regents Park 


NSW 
Australia 
Dry - Dry 
Ok 


At the rear of the premises there is a hole in the fence 


to the adjoining Property it looks abandoned as well 
-33.887677,151.021998 The rear of that site looks like 


use (Saw a car). 


WHAT GHOST 2011 
0.5/5.0 
2011-01-08 13:00:00 


Name: 
Alternate: 


Description: 


extensive 


Features: 
lots 


explorer, 
hidden 
stone 
high 
main 
and 
in, 
and 
75% the 


Access: 


Gladesville. 


Alt 


Locality: 
Region: 
Country: 
Care: 
this 


various state 


Water Level 
Cond: 
History: 
To-Do: 
Notes: 
Hospital 


Used to be 
side 


Found: 
Scarecrow, 


H 


Garden of Lost Souls 


Tarban Creek Lunatic Asylum. (Gladesville Mental Hospital) 
Semi abandonded 170 year old psyciatric hospital on 
overgrown grounds hiding all manner of things 

170 year old semi abandonded phyciatric hospital. There is 
of abandonded goodness to be found for the intrepid 


including what looks like an abandoned ruined chapel 


behind some over grown lantana. There are some abandonded 


cottages, great extensive overgrown convict built 12foot 


stone walls, ornate staircases to nowhere. Some of the 


buildings are very old and totally abandoned but locked up 


would need someone with good infiltration skills to get 


others are semi abandoned, with sections still occupied 
others are active admin buildings. Its a huge site, maybe 
size of Rozelle hospital. 

Main access through gates at bottom of Punt Rd 

Victoria Rd Gladesville. Ample parking on site 
GPS:-33.838104,151.129764 

Gladesville 

NSW 

Australia 

No sign of CCTV or seccers but there must be som Note, 
site is still partially occupied by NSW Health, and 


health commitees, The whol 
Dry - Dry 

Good to crumbling 
http://en.wikipedia.org/wiki/Gladesville Mental Hospital 
Access some of the main buildings, bring a camera 


Also; Gladesville Tunnel- In the grounds of Gladesville 


site is heritage listed 


- Small access car tunnel that goes under Victoria Rd. 
used when hospital was on both sides of Victoria Rd. Other 


is now housing estate. 
Found by Pandaman Explored 2009 by Wolfman, 


Ghost, 


Rating: 
Update: 
which had 
climb 
eventually 
quite 
However, 
with no 

on 
vehicles 
Update: 
nurses 
wing 
under/over 


wire grate 


on hill 


3.0/5.0 
2016-01-02 13:00:00 (Hatsumi) - Jan 2016 - old building 


bath and sink in foundations now covered in scaff, you can 


under scaff and enter through window into basement but 


PIR goes off. In fact PIR goes off in other buildings too, 


well placed as I didn't s them before they went off. 

no response seen and happily continued to walk the site 
sign of security..possibly just deterrent. Other buildings 
site nicely boarded up, seemed to be a higher amount of 

on site than previously. 

2011-05-28 14:00:00 (Wolfman) - Old gardeners cottage, 


dorms and courtyard in front of original 1836 hospital 


barred by temporary fencing. Easy to get around or 


Basement entrance to original building barred by thick 


held on by thin wire ties. Easy to remove but put back if 
accessing building this way. Old two story stone building 


here:-33.839832,151.134182 away from main complex 


accessible from 


remains of 
windows to 
unlocked. 


after 30 


Update: 
of 


grille at 


from 


not 


PIRs 


unlocked window or roller door. Inside pristine with 


old hospital wards in situ. Look around and try all 
find unlocked one. Also check doors to see if any 
inside most easterly wing but no response from seccers 


minutes. 


2009-10-06 13:00:00 (Aeon floss) - Basement / plant room 


"Giant Steps" building is accessible by lifting iron 

the side of the building. 

Old ward section with the dodgy floors that can be entered 
basement is locked off from the rest of the building. 


caution: location has lots of active sections that are 


buildings 


off) 


response) 


Update: 
single 


just walk 


on 
with 


this 


wall, easy 


corridor 


Created: 
Modified: 


Name: 


Description: 


home. 


Features: 


are 


you come 


Access: 
Princes 


are 


you come 


abandoned. Entering active sections through unlocked 


not advisable. Active PIR's (but no response when set 


Plant room accessible through unlocked roller door has 
operational PIR in main hall(did not provoke alarm or 


Don't drink the RealBrisClan milk. 


2009-07-27 14:00:00 (Hatsumi) - 2009 July - some smaller 
storey dwellings, old nurses housing, doors are open so 


ny 
One of the main buildings, access from one of the in roads 


site, see u-shaped building, disused fountain in courtyard 
main doors bordered by two large stone pillars.To right of 


walk into garden bed and see large hole in foundation 


access, walk into jail/bunker style foundation rooms and 


or take stairs up to rest of building. Some floor sections 
unstable, take car 


2009-07-18 14:00:00 
2016-01-03 13:00:00 


Garrawarra Centre 
Old disused Tuberculosis hospital next to active nursing 


Multiple buildings, some trashed, some not so trashed. 


Most if not all buildings on the east side of the driveway 


not in use anymore minus the first house to your left as 


down the driveway. 
Located on the Princes Hwy 3.1km from the exit on the 


Motorway [GPS:-34.162644,150.969991]. 
I parked on the road, unsure of the best place to park. 


Most if not all buildings on the east side of the driveway 


not in use anymore minus the first house to your left as 


to 


perimeter and 


Locality: 
Region: 
Country: 
Care: 
about 


Eek!: 

Vater Level: 
History: 
Sydney. 


and 
development of 
exercise - 
available 
girls 

deemed to 
To-Do: 

though. 

Found: 


Rating: 
Update: 


Holes 
slipped 


so. Later 


ok. 


Created: 


down the driveway. 
Walk behind/to the left of this house and follow the track 


find disused buildings. 


Multiple holes in all fences, just walk around the 


you'll find an easy way in. 

Waterfall 

NSW 

Australia 

Security buggy patrols the active part of the site, unsure 


whether or not the inactive part is patrolled. 

Be careful of dodgy flooring and residents/workers. 

Shoe - Dry 

Garawarra was one of three Tuberculosis hospitals around 


The other two were at Thirlmere and Wentworth Falls 
(Consumption). People were sent there against their will 


isolated from the rest of society. Prior to the 


Streptomycin the only treatments were fresh air and 


so almost everyone died. Even after the antibiotic was 


there wasn't enough to go around,.so it was given to young 


firstly. Older women who had already had children were 


have 'served their purpose' and were refused. 
Few small buildings unexplored, not sure which ones 


2013 Pandaman 


3%0./'5:0 
2016-01-25 06:31:35 (Vox) - Update Notes: Dropped in today 
16/1/25 . North eastern most buildings now compromised. 


everywhere, busted windows and quite a bit of graff. We 
in unnoticed (only 3ppl) and took photos for an hour or 


asked a worker for directions to the old cemetery. Quite 
difficult to find and over 1km from the site. We found it 


There are around 2500 graves there!! 


2014-06-09 14:00:00 


Gaseous Waste 


Alternate: 
Features: 
Access: 
Locality: 
Region: 
Country: 
Eek!: 
Cond: 
History: 
place=601594 
Found: 
Rating: 
Update: 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
building, 


roofop, 


Access: 


Locality: 
Region: 
Country: 
Care: 
here 


Water Level: 
History: 
TO=DoO:: 
bottom 


Notes: 


Newstead Gasometer Desc: 
Gasometer 

Longland St, Over th 
Newfarm 

LD 

ustralia 

asometer dodgy to walk on 

lmost demo'd 
ttp://www.epa.qld.gov.au/projects/heritage/index.cgi? 


Topside 


fence wher 


you can [160 E3] 


TY Qf Pwo 


2002 Millsi/K/Phed/Subnormal/dsankt/ekweleks 
4.5/5.0 
2011-12-12 13:00:00 
Newfarm 


(Hijynx) - The suburb is Newstead, not 


1995-12-31 13:00:00 
2011-12-12 13:00:00 


Gastro Views 
The Trust Building 
Neo gothic heritage building in the city, wicked old 


sandstone, ornamental turrets on rooftop, dinner area on 


stop for lunch ! 
[GPS:-33.869226,151.209873] 


enter from King street side, lift to top then stairs up to 
unlocked rooftop door. 

City 

NSW 

Australia 

not your average run of the mill location. you walk in 


looking too much out of place it will be an issue. social 
engineering people, read about it. 

Dry > “DEY 

google the tits out of it, then read. 

make access to main turret which has small door at the 


and clearly ladder or stairs up to views which would be 
awesomesque. 
http://www.emporis.com/application/? 


nav=buildingé&lng=3éid=trustbuilding-sydney-australia 


Found: 
Rating: 
Created: 


Hatsumi 
3.0/5.0 
2010-05-19 14:00:00 


Name: George 
Description: Amazing. Starts off appearing to be a drain then you 
realize 
you're inside the cavity of a massive statue. 
MPL=30-40m. 


Features: Drain like beginning. Red brick internals. Three story 
ladder and 

platform system. Man hole access to the top of the statue. 
Lights 

/ Electrical sub-board. Ventilation system. 
Access: Opposite old parliament house. Lift lockable grille next 
to the 

king George monument. [GPS:-35.301054,149.129711] 
Locality: Parkes 
Region: ACT 
Country: Australia 
Care: In an area frequented by tourists. So day time is tricky. 
Next to 

the aboriginal tent land. Security patrols throughout the 
night 

regularly monitoring the camp. Night time is tricky also. 
Choose 

your entry wisely. Only one way in and one way out. Not 
including 

launching off the top to your death. 
Eek!: Careful of step up in the entry tunnel if it's flooded. 
Vater Level: Dry - Waist 
Cond: Untouched - Superb. 
History: Work began on the monument in 1940 with the bulk of the 
work 

completed in 1941. Due to world war II it wasn't finally 
finished 

and unveiled to the public until 1953. 
To-Do: N/A fully explored. Have a beer at the top. 
Notes: NO GRAFFITI. NO IDIOTS. Don't even think about leaving 


your mark 


here. The entry grille is lockable and if they suspect 
people 

have been in there they will lock it. Allow others to 
enjoy it. 
Found: 2013 Delo 
Rating: 5% 07/50 
Update: 2015-09-13 14:00:00 (Oriface) - The grill is locked 


however it 


looks like the hinge pins could be easily removed with 


some 
pliers and possibly a hex key. I didn't try as it was 

daytime. 

Created: 2013-09-13 14:00:00 


Modified: 2015-11-30 13:00:00 


Name: 


Description: 


Area. 2 


Features: 
rusted 


Access: 
St) 


XWPT 
Found: 
Rating: 
Created: 

Modified: 


Ghost Town 


Old dwellings near the Georges River State Recreation 


houses, 2 s 
Stonework f 


machinery, 


[Sw 


Down easment driveway of 120 Lugarno Pde 


1 outhouse. 
stone walls, 


heds, 
ireplaces, 


stone retaining walls, 


two night pans in excellent condition. 


[Sw:333L12, UBD:292B16, Grg:429G16, 
GPS:-33.9888759944,151.038781881]. 
house, 


a path. Fol 


following until you get to occupied houses, 


your way W. 
Lugarno 

NSW 
Australia 
Unstable bu 
Contact dTr 
¢ 333 L722, 
UBD:292B16, 


1996 Bunker 
230/520 

1995-12-31 
2004-09-21 


low path downhill. 


ildings. 
og for GPS track data. 


Grg:429G16, 


Boyz. 


13:00:00 
14:00:00 


GPS:56H 318529 6237038, 


E of Cedar 


(Just 


When you get to the 
pick your way over the rocks between houses until 


At junction take RH fork. 


then quietly 


X 


ED, XNL, 


Name: 
Alternate: 


Description: 


large wall 


Features: 
walls 


Access: 


brick 


stairs 


Gladstone P 
Balmain Res 
Empty reser 


with walkwa 


ark Reservoir 
ervoir. The 'Voir. 
voir, 4 stories high, 


y on top. Also, 


Size, 


SARON 

Booth St, o 
UBD:235J05/ 
GPS:-33.859 


house in pa 


xtensively penetrating root system, 


pp Balmain Hospital 
010C10, 


0547208,151.182259276]. 


rk (roof of reservoir). 


80m long, 


[Sw: 
Grg:344J305/007H10, 


divided by 


adjacent pump cavity. 


sandstone clad 


276013/054013, 
Open front doors square 


Hatch in floor reveals 


Heritage 
torx 
Locality: 


Region: 
Country: 


History: 


maintenance. 


opened. 


Petersham 


potential 


re=use 


viable 


identified. 


which 
publically 
Found: 


Rating: 
Update: 


is 


Created: 
Modified: 


Name: 


Description: 


Mount 


far 


Water Level: 


to heaven. Access is a lot harder these days since 
listing. Door padlocked, hatches held down with security 


bolts. 

Balmain 

NSW 

Australia 

Puddles 

*1890 open space officially opened as Gladstone Park. 
*1898 Gladstone Park Bowling Club established. 

*1911 Park vested in Council for management and 


*1912 Government announced plans to construct reservoir. 
*1917 reservoir and pump house commissioned. Bandstand 


*1965 reservoir decommissioned following completion of 


Tal 


levated Reservoir and Pumping Station. 
*1993 notification to Council from Sydney Water re 


handover reservoir and pump house to Council for adaptive 


"acceptable to the National Trust of Australia". 
*1994 Council rejects Sydney Water offer on basis that a 


(heritage and cost) adaptive re-use had not been 


*2002 Heritage Listed. 
*2003 Lock replaced due to SMH Good Weekend article on SCC 


mentioned we had a key. That shows the need NOT to 


mention access methods or artifacts. 

1998 Kel/Myan. 

5.0/5.0 

2012-05-05 14:00:00 (Siologen) - 6/5/12. 

Opened again for the first time in years. Need a key and 
appropriate Torx bits. Discretion advised given hospital 


across the road. 


1995-12-31 13:00:00 
2012-05-05 14:00:00 


Going going gong 
Just a long section of disused four lane highway. New 


Ousley Road route bypasses it. It's well blocked off, and 


heavily 


abandonment. 


Features: 
taking 


journey to 


Access: 


from urban areas, so apparently rarely visited. Becoming 


overgrown in parts, has a nice atmosphere of extreme 

TEL 1.2 Km 

Empty expanses. Moss. Isolation. Rusting car relics. Trees 
over. 


It's main attraction is that it is the beginning of a 


somewhere else. 
http://maps.google.com/?11=- 


34.33199,150.875394&spn=0.012669,0.017037&t=k&z=16 


the 

We 

side, 
Locality: 


Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 


Name: 


Description: 


now 


Features: 
storage 


intact, 


Access: 
climb 


Sts 
Locality: 
Region: 
Country: 
Care: 
Directly 


local 


Surprisingly difficult. Where to park, how to get across 


central barrier of the fr constant traffic? 


way despit 


parked in entrance road to nearby substation on southbound 


crossed freeway by going under the bridge at Bellambi Ck. 
bush 

NSW 

Australia 

Dry - Dry 

Diode 2012 

05550 

2012-04-15 14:00:00 


Gotta be made of Milo 
Extensive office, silage, warehouse and factory complex 


disused. 
Internal steel stairways climb, some machinery, grain 


labelled oats, barley and MILO. Some machinery still 


office records strewn about, and its own railway line. 
Park away from site. Shimmy between huge doors and wall or 


through broken door about here-31.904692,152.479817 Pitt 


Taree 

NSW 

Australia 

Site next door is active as is the nearby fish co-op. 


opposite residences. Choose your time and be aware. Th 


to encounter. 


youth are not always the friendliest peopl 


Water Level: 


Cond: 
History: 
livestock 


To-Do: 
abandoned. 
Notes: 


the 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


extensive 
is 
falling 


Features: 
Access: 
miss it. 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 
GDP in th 


were 


Found: 
Rating: 
Created: 


Name: 


Description: 


Line, 


Vater Level: 


Dry => Dry 
Very nice though superficially vandalised. 
Abandoned offices, warehouse and factory - possibly 


feed and other assorted rural products. 
Find out exactly what the site was and when it was 


Will eventually b 


redeveloped into luxury residences on 


Manning River. 
Intrepid 2013 
3.0/5.0 

2013-04-28 14:00:00 


Greed is Good 
Nauru Phospahte processing & export plant 
Impressive derelict phosphate processing plant with 


storage facilities and ocean loading structures. The plant 


semi covered in jungle and the loading facilities are 


into the sea 
Lots of levels and things to climb on. 
Get a visa and fly to Nauru. Behind Odn Hotel. You cant 


[GPS*#=0:.53559 7, 166:..9133-73)] 
Republic of Nauru 

Aiwo 
Nauru 
Wild dogs 
Asbestos 
Dry > “Dry 
Crumbling 
In the 1960s and 1970s Nauru had the highest per capita 


verywher 


world due to its phosphate reserves. By the 1990s both the 
phosphate and money began to run out and the facilities 


mostly left to rot. 


2014- Wolfman 
4.0/5.0 
2014-01-26 13:00:00 


Green Sgquairvent North and South 
(North) Ventilation building and shaft for the Airport 


north of Green Square station 


Line, 


out 
shaft 
platform 


to 


exploration. 


Features: 
shaft 


platform 


Access: 


Signboard). 
high 
the 


door. 


wrong 


door 


round the 
if you 
route 


in 


if you 


alleyway 


(South) Ventilation building and shaft for the Airport 


south of Green Square station 
Feat: Room with two large fans and air ducts. Smaller room 


the front with electronic monitoring equipment. Large deep 
that can be seen through vent in rooftop. Listen to 
announcements and trains from the roof! Locked door leads 
ventilation shaft balcony and possible further 


Single room with two large fans and air ducts. Large deep 


that can be seen through vent in rooftop. Listen to 


announcements and trains from the roof! 

(North) [GPS:-33.905132,151.203021] Climb onto low roof of 
building on corner of Burke St and Botany Road using 
gate/bins/aircon round the back (as per Sledgy's 


Climb up billboard ladder on RHS and step across gap onto 


level roof. Walk across roof to vent/walkway. To access 


building, climb down the ladder and open the unlocked 


Ensure door does not close behind you as it locks from the 
inside! 


Possible exit via ground level door, this leaves you the 


side of a locked gate on Bourke St. Remember to close roof 


if leaving this way 


(South) [GPS:-33.906378,151.202443] Climb up 9ft wall 
back of green square station. This is probably difficult 
aren't tall/good at running up walls. Follow convoluted 


across rooftops to roof of ventilation building (see map 


gallery?). Go down ladder and open unlocked door to access 
building. Roof door locks from the inside so prop it open 


plan to go back out. 


[GPS:-33.906889,151.201764] Locked door in small dark 


a key. 


sure 


Locality: 
Region: 
Country: 
Care: 

the 


closed. 


the 
crawl 
easy 3ft 


someone 


entrances 


is no 


climbing on 


Eek!: 


end of 


torch) 


Water Level: 


To-Do: 
shaft 


to 
and 


Notes: 
cavity 


Found: 
Rating: 


off O'Riordan Street can be opened from the inside without 


Send someone over the roofs to let everyon lse in. Make 


rooftop door is closed before leaving if exiting this way. 


Green Square 

NSW 

Australia 

On the corner of busy intersection, do after 9-10pm when 
traffic has died down and the surrounding businesses have 
Leave as found, don't take the isolation tags! 

Walk on the rivets/beams where possible when going across 


rooftops. Some roofs are in bad condition and have holes, 


over these to spread your weight. The route requires an 


climb down next to a big drop at one point so don't send 
that's scared of heights. 


The wall round the back of station is visible from both 


and a bus stop so do late at night (10pm+). Ensure there 


activity at any of the surrounding businesses before 


their extremely noisy rooftops. 
Rail infrastructure 


(South) The cavity for the south shaft is visible from the 


platform 1 (you can look right into it if you have a 


Dry - Dry 
(North) Unbolt steel plate to gain access to ventilation 


and abseil down to track level 


(South) Open locked door to ventilation shaft. Abseil down 


track level. Explore station platform cavity after service 


other possible tunnel cavity further south 
(North) Bottom of shaft is just about visible as a dark 


about 20-30m off the northern end of platform 1 
2011 Little Mike 
35.0790 


Created: 


2011-08-26 1 


4:00:00 


Name: 


Description: 


Access: 


fixed 


Panel 


Locality: 
Region: 
Country: 
Care: 
History: 


warehouse 


been 


TO-DOS 
Found: 
Rating: 
Update: 
side 


lined with 


Update: 


Explorer 


Remember to 


Created: 
Modified: 


Griffiths Tea 


Old disused 


Cnr Wentworth & Hunt Sts 


UBD:236E14/0 


almost immediately by 


(for many years) 


03J11, 


Fixit Squad" 
[GPS:-33.879 
Sydney CBD 
NSW 
Australia 


Historical. 


apartments. 


cleaned up, 


UDPATE Scarecrow 2015: 


. Farken. 
207,151.210274] 


Do late at night. 


building. 
[Sw:297K02/028K02/066K02, 
Grg:345K14/003311]. 


Panels opened are 


the "You Kick It In We Nail It Up 


Probably heritag 


listed. 


May be a chance to get inside, 


Currently jazzed up; 


becoming 


although it appears to have 


with some of the inside being lit up at night. 


http://www.griffithsteas.com.au/ 


Get in there more often. 

1998 Urbexious Cow. 

330/540 

2016-06-17 22:29:47 (Aeon floss) - Update Description: One 
of the building is now covered in scaffolding. It is 


blue shade cloth but no cyclone fencing. 


2010-02-14 1 


3:00:00 


Mind-numbing alarm, 


was in total darkness most of th 


take torch. 
Feb. 2010- 


1995-12-31 1 
2010-02-15 1 


Hatsumi/Scarecrow 


3:00:00 
3:00:00 


(Scarecrow) 
location of PIRs/sensors unknown. 


- Access is possible . 


tim Note to self: 


Name: 


Description: 


Halloween Ha 


Disused coal ] 


lis 


Features: Four huge parallel sandstone tunnels, one complete with 
above 


head wooden railway track and cars, old hoist, storage 
rooms, 
wharf walkways and under pier workshops. 
Access: Thru/over fence where the loop in Balls Head Dr starts 
[Sw:277D06/045D06, UBD:215P14/006M12, Grg:315D14, 
GPS:-33.8433196228,151.194502021]. This leads to roof of 


loader. 

From here, head to the stairs at the N end. Rooms gated 
2002, and 

still inaccessible. 

UPDATE 2011 Bastion and Fl@sh: 

One of the tunnel is now a part of a walk path to the 
natural 

park, light have been installed, enjoy the walk through. 
The 

other tunnels are now fenced off. Go good explorer. 


Locality: Waverton 
Region: NSW 
Country: Australia 
Water Level: Rooms:Dry-Ankle, Tunnels:Dry-Ankle 
History: 1917: constructed. 1940: Wind storm eliminated 1 crane. 
1992: ops 
ceased. Site to be conserved. 
Found: 2004 Pandaman. 
Rating: 2.0/5.0 
Update: 2010-02-19 13:00:00 (Scarecrow) - New gates and fences 
everywhere . Gate at very top locked as well. Barb-wire 
topped 
fencing around base of main stairs. Locked gates at each 
end of 
all tunnels. Another locked gate at the southern entry 
stairs 
leading down to the water. Everything can still be climbed 
over 
to gain access though. 
Created: 1995-12-31 13:00:00 
Modified: 2010-02-20 13:00:00 
Name: Hanging Garden 
Description: Large garden balcony. 
Features: Cool access ladder. 
Access: Located though gate in cast-iron fence at the Observatory 
Hill 
end of Harbour Bridge S approach pedestrian tunnel. Gate 
is in 


fence just out of end N of tunnel. Jump fence and decend 
on cool 


ladder to large garden on balcony half way up argyle cut. 
[Sw:277H13/023H13/055H13, UBD:236C05/001F10, 


Grg:345H05/001F10, 


Locality: 
Region: 
Country: 
Care: 

not be 


join 
fill out 
Found: 
Rating: 


Created: 
Modified: 


Name: 
Description: 
chimney. 
Features: 
more than 
section 
the 
rusty, 
which is 
one end 
the 


from the 


Access: 
overpass. Go 


Locality: 
Region: 
Country: 
Care: 
dodgy, 


Notes: 
Found: 
Rating: 


GPS:-33.8588042544,151.206379007]. 

Sydney CBD 

NSW 

Australia 

Can be seen by seccers patrolling bridge cycleway. See but 


who will want to 


seen. Watch out for dodgy homeless peopl 


CC. Ask them for their Urbex CV (Urbexume). Get them to 


membership forms in Methopicate. 
1998 Ogre/Dirge. 

2.0/5.0 

1995-12-31 13:00:00 

2004-08-25 14:00:00 


Hartfords Mill 
Large brick building with corner towers and a huge brick 


Extensivly damaged by locals. Main floors offer little 


broken glass and buckled flooring. However, the annex 


accessable only via little hidden doorways at the front of 


building is excellent. Large pit-like structure framed by 


ornate walkways, staircases and ladders, the bottom of 


full of of rotten timber and debris. Balconies stacked at 
lead up to the only roof access, givenm the destruction of 


main staircas 


Great views over normally at Manchester 


roof. Access to insides of chimney via a short tunnel 
Walk thru gates on Block Lane just south of Railway 


in any of the numerous open doors. [A-Z:72-A3, AA:89H01] 
Oldham-Werneth 

North West England 

United Kingdom 


Holes in floors, burnt out staircases etc. 


Is located in 


scally infested area. You may run into kids inside. 
This site is sheduled for demolition. 

2004 Siologen 

375/570 


Created: 
Modified: 


Name: 


Description: 


Features: 
has 


Access: 
near 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


in an 


of an 
Features: 
sludge, 
fridge 


Access: 
Esplanade, 


next to 


your 


1995-12-31 13:00:00 
2007-05-02 14:00:00 


Hatchets Hole 

A 7'h cavity of unknown use or history underneath Hospital 
grounds. 

Hollow walls, its also constructed like a storm drain and 


various unusual architectural features. 
Round concrete manhole on rear grounds of Sydney Hospital, 


Domain Park, [Sw:277L17/026L17/056L17, UBD:236F09/003L02, 
Grg:346A09/004A02, [GPS:-33.868087,151.213296] 

Sydney CBD 

NSW 

Australia 

Vall hollows: Ankle 

1998 Hatchet. 

3.0/5.0 

1995-12-31 13:00:00 

2004-09-02 14:00:00 


Hatsumi's Urinary Tract 
Incontinence, Manly Water Works 
Former water park consisting of triplet 5' RCPs, finishing 


ankle deep GPT, explorable both internally and externally. 
Have a fun and surreal adventure through the guts 
insane earthworm. 


3 twisting slides of doom - the 'Twisted Cobra', 'Slippery 
python' and the 'Insane Earthworm', access ramp, pool of 


plant room, surreal world between the levels, employ 


complete with abandoned lunches and two shrunken bananas. 
Located near corner of Commonwealth Pde and West 


Manly 
GPS:-33.798976, 151.280974 


From the beach, walk towards toilet block 


Manly Art Gallery. The main gates to the park will be to 


left. There's currently a large hole in the fence. 


water 


Locality: 
Region: 
Country: 
Care: 


the 


Eek!: 


Water Level: 
Cond: 


History: 


according to 


before 


To-Do: 


Found: 


Rating: 
Update: 
has 


toilet. 
holding 
to 
of 


around. 


Alternatively, climb down the rocks at 
Federation Point, underneath the Pavilion and up into the 


park. - This route is untested and may be incredibly 
stupid/impossible. Have fun and check the tides! 
Manly 

NSW 

Australia 

Best done at night. 


You are highly visible to the 
flats on Commonwealth pde, especially on the access ramp. 


Your torchlight will be visible to people outside 


waterslides. 

Mummified bananas! 

the insane earthworm! 

Ankle deep in wading pool 

Reasonable condition. Slides no longer work as originally 
intended. 

No graffiti but some smashed glass in 

places. 


Opened in 1981, featured in the 1983 film BMX Bandits. 


Spent a three decades putting people in the mood 


this 1983 ad https://www.youtube.com/watch?v=nfBJ OrPMnc 


The manager was finally evicted in 2015 but not 


chaining himself to the fence. 
Investigate the opening to the ocean. 
Inspect the 

mummified bananas. 

Ride one of the office chairs 
down the slide. 

Aydun, Maggot, Mandala, Oriface, 
Hatsumi). 

4.0/5.0 

2016-05-08 02:46:50 


Scarecrow, (motivated by 


(The Edge) - Update Access: The fence 


been fixed. But there is another hol 


in fence behind 


Crawl through the bushes and palms up to the rock while 


onto the palm fronds (they're quite strong) and this leads 


first ramp. The climb is a bit slippery and there's chance 


being spotted. This was around 7am sunday so less people 


Created: 
Modified: 


Name: 
Description: 
Features: 
over in 


Access: 
[Mapart: 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 
actually in 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
its easy 


Features: 
is 


associated 
impressive. 
supposedly 
structures. 
Access: 
intersection 
fence 
security is 
open or 


Locality: 


2016-04-27 04:19:21 
2016-04-28 12:45:09 


Hearn Oil Terminal 
A bunch of empty oil tanks and a few offices. 
Climbable tanks that contain shallow water (that freezes 


winter). 
Climb thru hole in fence off Regatta Rd or Unwin Ave. 


120U22] 
Port of Toronto 

ON 

Canada 

1999 

Te 5/9 2.0 

2016-06-18 03:07:18 


(Ralph) - Update Country: This is 
Canada, ON. 


1995-12-31 13:00:00 
2016-11-01 09:10:18 


Hearn Thermal Generating Station 
R.L. Hearn 

Large coal fired powerstation, famous around Toronto as 

to access and has been abandoned for a long time. 

Very large structure, built in the mid 1960s. Turbine hall 
turbines and 


currently intact, complete with all 


equipment. Boilerhouse is gutted but is nevertheless 


Multiple rooftops and switching areas, impressive but 
sealed chimney stack; intact coal chute and hopper 
Station is situated on Unwin Ave, about 800m east of 


with Cherry Street. Access is via any section of chainlink 


deemed safely climable, preferable on eastern end as 


located at western end. Once in grounds, most doors are 


missing. [Mapart: 120 U23] 


Port of Toronto 


Region: ON 


Country: Canada 
Care: Security onsite, they do the odd patrol but are very 
ineffective. 
Try not to linger outside in ground too long. 
To-Do: Reaccess chimney stack. 
Found: 2001 
Rating: 0.0/5.0 
Update: 2016-06-18 03:07:33 (Ralph) - Update Country: This is 
actually in 
Canada, ON. 
Created: 1995-12-31 13:00:00 
Modified: 2016-11-01 09:09:15 
Name: Hello Pandaman 
Alternate: Pandaman's Private Club for Gents 
Description: Secret disused public toilet block with some running 
water. 
Features: Urinals and shelves, tiled floor and walls. 
Access: Southern end of Castlereagh St, next to the Hay St 
underpass. 
[GPS:-33.880459, 151.208377] 
Use your Pandaman key for entry. You know the one. 
Locality: Haymarket 
Region: NSW 
Country: Australia 
Care: Vash your hands. 
Eek!: Might be a spider under a toilet seat. 
Water Level: Dry - Dry 
Cond: Disused 
History: People used to poo here. Not anymore! 
To-Do: Make a sacrifice to the porcelain gods. 
Notes: Push to be developed into a cafe. 


http://www.smh.com.au/nsw/the-latte-lavatories-old-toilet- 
blocks-facing-a-cafe-makeover-20130805-2ra69. html 


Found: 2013 Pandaman 
Rating: 220/520 
Created: 2014-03-09 13:00:00 
Name: Helm's Deep 
Alternate: Hatchlings Leveliser 
Description: Cable bunker, for lack of better description. Multi level 
cable 
pit, read 15ft long, 8ft wide and three stories deep 


separated by 
ladders. 


Features: 
Multi 


Access: 
plates, open 


one 


Locality: 
Region: 
Country: 
Care: 

the day 


traffic and 


Eek!: 

Water Level: 
Cond: 

Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Steelworks. 
Features: 

a 

Access: 
Wg:042D12, 
perimeter 
fence. About 
has been 


keeping 


on 


without 


Locality: 


Ladders, giant cables al la Dicatu that have been severed. 


leveled. 
Garden bed corner of Market and Sussex street. Metal 


and enter. Choosing the one with the ladder is best (The 
furthest set back in the corner). 
[GPS:-33.870912,151.203504] 

Sydney CBD 

NSW 

Australia 

best done at night where cover is most helpful. During 


workers sit facing the garden and you are visible to 


pedestrians. 
Spiders probably. 
Damp and humid 
minty 

2009 Bastion, 
2.0/5.0 
0000-00-00 00:00:00 
2008-06-30 14:00:00 


Diode Jun 21 


Scarecrow, Hatsumi, Ghost, 


Helter Skelter 
Port Kembla Copper, The Southern Smelter. 
Huge, intact copper smelter in Woolongong, near BHP 


Huge smelter building 
structures, 


(approx 8 stories) and more assorted 
gantries, pipes and conveyers than you can aim 


camera at. Biggest smoke stack you're ever likely to see. 
Radioactive laboratory, electrolysis refining facilities. 
1,UE: Park at the end of Electrolytic St [Sw:NDR, UBD- 


zal 


Grg:NDR]. Walk back toward main road till you view 


fence through th 


large holes in the Electrolytic St 


20m along perimeter fenc 


is a tyre and the barbed wir 


pushed down (kinda) out of the way. Climb fence here and 


head towards the stack. NOTE: 


to fence line, Seccer camera 


spotlight WON'T see you if you keep to fence line. 
2,UX: W end of Electrolytic St fence has small section 


barbed wire, but it's very close to the main road. 
Port Kembla 


Region: NSW 


Country: Australia 
Care: Security gatehouse on Darcy Rd (northside). A few workers 
are 

still about even on w/ends and at night. Port Kembla 
police 

station and courthouse are on the same block as the 
smelter. 

Neighbours are getting suss. Please, no tags, no major 
obtainium 

and no wanton destruction at least till site is truely 
abandoned. 

Security is minimal at present, lets keep it that way. 
Eek!: Copper poisoning risk. ALWAYS wear gloves onsite. The 
radiation 

signs on the lab doors are not for show. If you can see 
the red 

lights that's bad mm-kay. 
Cond: Immaculate. 
History: "The decision was made to cease operations at PKC on 28th 
July 

due to crippling market conditions. Since then the smelter 
and 

refinery have shut down. While most employees have been 
made 

redundant and L site, some staff have stayed to prepare 
the plant 

for Care and Maintenance. This has involved site cleanups, 

mothballing of equipment and sale of L over materials." 
(media 

release 7/10/03) Main stack was capped in Oct 2003. 
To-Do: Explore N and E of main smelter - pref on a public 
holiday. 
Notes: Quote: "Best find of the 21st century.." - Pred. 
Found: 2003 FeNiX/spuTnik. 
Rating: 5.0/5.0 
Update: 2016-12-29 02:41:40 (The Edge) - Update Notes: This is now 
a 

storage yard for brand new cars. Some buildings are still 
left 


after demolition of the chimney stack and the main 
buildings but 


not sure how explorable they are. 


Update: 2013-06-13 14:00:00 (Scarecrow) - Going at a steady rate. 
Photos 


from Queen's Birthday long weekend on this blog; 
http://loripiquemal.com/p841677823 


Update: 2011-07-10 14:00:00 (Smalls) - Very sad day for those who 
have 
seen or who wanted to see the awesomeness that is helter. 


The 


away 


is 


coming 


If you 

or 

Update: 
demolition . 7 
Sundays 


During 


Update: 
safety 
guides 


was 


Update: 


their 


entrance 


stripper 
if you 


attract 


Update: 
been 


acid plant is gone and the maze of pipes have been taken 
The main smelter room , similar to white bay turbine hall 


still there . I talked to the worker at the gate about the 
demolition of the stack and it has been scheduled for the 


months as soon as the other building have been flattened 


still wish to see this place your time frame is Sunday's 


public holidays - photos to come 


2011-02-21 13:00:00 (Smalls) - Scheduled hours of 
am to 6 pm mon - fri , 8 am - 1 pm sat , and no work on 
or public holidays . Demolition timeframe 16 months 


periods of high wind and rain demolition will cease due to 
environmental impacts . Get there and see it soon 


2011-01-27 13:00:00 (Anakaine) - 27/01/11 
Demolition will be starting very soon - Have had Site 


signage, contractor sign in books, and site demolition 


being printed at work the last few days. Asked how soon it 


going, they said almost immediately work was starting. 


2010-12-31 13:00:00 (Smalls) - Demolition soon hurry up. 
Security have 3 points that they need to patrol during 


rounds, one of which is here (-34.48188596994651, 
150.9066742658615) and the second is 100 metres past the 


to military road and the third ?? (perhaps near the stack) 
Cops were called after a neighbour spotted a copper 


jumping the fence , would advise you to make a prompt exit 
see one as they are not quiet, have almost no stealth and 


a lot of attention. 


2007-08-26 14:00:00 () - some brick buildings/walls have 


knocked down or are in the process of being knocked down 
wear a grade 2 mask ffs! 

gloves are essential and use of dust overalls are strongly 
advisable! 

a hard hat helps 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


chinatown. 


Features: 
be 


city 


Access: 


floor. 
these 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 


Cond: 
To-Do: 
home 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
an 


heights. 
frogs never 


Access: 
end 


security still mans the front gate as a minimum... 


1995-12-31 13:00:00 
2013-08-20 14:00:00 


Hensons Head 
Sussexflats 
Rooftop, muted views to darling harbour and down to 


Plenty of views into various neighbouring appartments. 
views. some sat dishes. the service level below roof would 


good for a phantom of the operesque villian roof dwelling 


type. 
GPS:-33.876422,151.204766 


building on corner has henson properties shop on ground 


lift to top floor. take the fire stairs on the right as 


lead to open doors. then ladder up through hatch to roof. 
Chinatownish 
NSW 
Australia 
high visibility from neighbours. 
flat roof with no railings. stay centred on roof. 
Dry - Dry 
good 
get shots at night from her 


otherwise not much to write 


about. 

Hatsumi 

0.5/5.0 

2010-05-19 14:00:00 


Homebush Brick Pit 
Huge hole in the ground, next to the Olympics site. 
Big lake, old ramshackle buildings, fibreglass dinghy with 


outboard, manual cherry picker to raise you to new 


Tractor tyres to roll into pit. Supposedly endangered 


seen. 
First carpark on S side of Marjorie Jackson Pkwy from west 


33°.638995,151..071877)..; 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Update: 
early 70s 


Sat 
mile. 


racing. They 


Update: 
hut, at 


Update: 
Minister 


builda 
had 


Metropolitan 


distribution. 


the 


and 


their 


from the 


constructing 


[Sw:272B05, UBD:210G13, 


Grg:307B13, GPS:- 


Over fence at gate. 
Homebush Bay 

NSW 
Australia 
Polluted to the max. 
2002 Siologen. 
320/550 

2016-01-31 04:43:08 


(Vox) - Update History: During the 


4 
2 


Brickies” was the place to drag race your car on Fri & 


nights. The road in was straight and longer than a quarter 


As it was a private road the cops couldn't stop the 


just waited at the end of the road and nailed everyone for 
defects as they left. Fun memories :) 


2016-01-31 04:23:45 


(Red) - Update Features: Empty brick 


-33.839687,151.071350. 


Heavy 
vehicle storage building with workshop and bathroom, at 
-33.839846,151.072542. 


Building, 
with shaft and rusted pumping equipment, at 
-33.840014,151.072712. 


2016-01-31 04:20:58 (Red) - Update History: In 1910, the 
responsible for Public Works, put forward a proposal to 
brickworks to supply the Department of Public Works. This 


arisen from a monopoly control of brickyards by the 


Brick Company, which fixed prices and controlled 


The Minister's inquiry into the feasibility had found that 


annual requirement for Public Works was 36,000,000 bricks 


75,000 tons of metal (stone) and a saving of 50% on public 
construction costs could be made if the government set up 


own brickworks. In 1911 9.5 hectares of land was resumed 


State Abattoir for the State Brickworks. By 1925, the site 
comprised 23.5 hectares. There were difficulties in 


purpose. 
transported 


were 


showed a 


works 


1933. A 


was 


Armament 


trading 
sandstone was 
ceased 


waste 


developed ina 


Olympic and 
brickpit were 


was 


the first kiln at the 
private manufacturers 


Brickworks, caused by the refusal of 
to sell their bricks for this 


Bricks made during the early years of the site were 


Blackwattle 


by barge to a depot in Bay from where they 


loaded for road transport to building sites. 


During the period 1927 - 1930 the Brickworks 
declining profit margin and in 1930 - 1933 there was an 
increasing deficit. At the same time the output of the 


dropped from 60,300,000 bricks in 1927 to 11,000,000 in 


change in government saw the Brickworks sold to Brickworks 
Limited in 1936, but production still declined. The site 
closed in 1940 and in 1942 was taken over by the Naval 


Depot to be used as a munitions store. 

After World 

War II the Government passed an act to enable the 
re-establishment of the State Brickworks at Homebush Bay. 
Resistance was met again by private manufacturers and the 
Government was forced to produce its own machinery to 


that which had become unserviceabl 


Post-war a building 


increased the demand for bricks, 
reached in 1969. During the 1970s 


with a peak in production 
the facility operated at 


loss, but a process of rationalisation made the operation 
profitable again in the late 1970s. The brickworks ceased 


as a government enterprise in June 1988, although 


still removed under royalties until 1992. The Clay pit 


clay excavation much earlier and operated as a municipal 
depot from the 1960s. 


Following 


cessation of the quarrying activity, the 


Brickpit 
freshwater wetland. When bidding for the 2000 Sydney 


Paralympic Games a number of possible uses for the 


put forward, however, once the Green and Golden Bell Frog 


habitat. 


Update: 
camera at 


this 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
buildings, 


Features: 
station, 
Access: 
walking 
Siding 

the 

fence. All 
Locality: 
Region: 


Country: 
Care: 


corridor which 


seen. 


Eek!: 
Vater Level: 
Cond: 


found, the site was developed as water storage and frog 


— Sydney Olympic Park Authority 
(SOPA) . 


2016-01-31 04:18:01 (Red) - Update Access: A black dome 


the top of a pole watches this gate here, at 


-33.839473,151.071517. The camera may also be able to se 


gate here, at —33.839370,151.071896. 


Easiest access to the jump the fence here, at 
-33.839904,151.070164 and walk down the path to the 
south-south-west. 


1995-12-31 13:00:00 
2004-08-25 14:00:00 


Homestar's Hideout 
Thornleigh Malt Works 
Disused malt works with several large explorable 


silos, a rail siding, and heaps of interesting spaces. 
Silos to climb, malt hoppers, rail siding, kilns, wank 


offices, rooftops, a Homestar Runner mural, death arena, 
interesting smells. 
Park in Lockerbie Rd. Walk up Lymoore Ave and follow the 


path next to rail corridor. Squeeze through gate over rail 


here [GPS:-33.723221, 151.086142] or walk further along 
track towards Pioneer Ave to find a large hole in the 


buildings are walk-ins. 


Thornleigh 

NSW 

Australia 

A walking track runs between the site and the rail 

has a good view of most of the site. Be careful not to get 


Same for climbing the silos/roofs during the day 
Security drives through the site every so often. 
Dry - Death 

Moderately trashed. 


History: 
beverage 


the 


Malting 


to 
established in 
line 


residential 


master 
started 

he 

line. Mr 
railway 
grain from 
registered 


the 


into 
The 
popular 
major 


20th 


[copypasta] Beer is considered the Australian national 


by many and it derives much of its distinctive taste from 


malt that is created at the plant of Barrett Burston 


Company Pty Ltd, Thornleigh. 
The single railway line completed in 1886 from Strathfield 


Hornsby created the opportunity for industry to be 
a selected area of Thornleigh. The land to the west of the 
was available at low cost and had nearby developing 


suburbs to provide staff. 
Mr William George Chilvers [1860s -1937], an English 


malter who was a fourth generation leader in the trade, 


the first important large scale business on this land when 


built the malting plant immediately beside the railway 


Chilvers applied for and received assistance in adding a 


line siding giving access for bulk delivery of barley 


the farms of western New South Wales. The business was 


as The New South Wales Malting Company and has operated on 


same site since 1913. 
The malting process converts the heart of the barley grain 


maltose sugars that give the distinctive taste to beer. 


breweries add the malt in various proportions to create 


flavours. The Kent Brewery on The Broadway, Sydney was the 


purchaser of malt from Thornleigh in the first half of the 


Century. 


http://hillstory.com.au/hillstory/articles/Australias Favourite Drink.htm 


1 


Heritage Assessment available here: 
http://northconnex.com.au/docs/eis/Appendix%20L%20- 


S20Technical%20working%S20paper%20-S$20Non-AboriginalS20heritage%s20-S20Part 


%204.pdf 


To-Do: Come back at night at climb all the silos and rooftops. 
Notes: http://www.homestarrunner.com/sbemail1l27.html 


UPDATE Theedgee 2015: 
The maltings is fenced off now ready for demolition. Most 


doors 

now boarded up. 

UPDATE Bastion 2015: 

Still some access to some section, power has been cut. A 
security 

guard who spotted me on the premises told me the ground 


was to be 
used as parking lot for the construction site of a new 


long 

tunnel... 
Found: Pandaman (explored by Maggot and Scarecrow Jan 2015) 
Rating: 4.0/5.0 
Created: 2015-01-18 13:00:00 
Name: Hornsby Quarry 
Description: Sediment/stone processing plant and quarry pit. 
Features: Lots of conveyors, pulverisers, a long flyover conveyor, 
control 

room, rooftop access. Deep quarry (185m) with winding 
road, big 

lake at bottom with rafts and nice pine trees. 


Old Cemetery (GPS:-33.699466,151.092546). 
Access: From the end of Quarry Rd [Sw:214M03, UBD:133D15, 
Grg:191D15, 


GPS:-33.6997869449,151.0904788] jump fence into grounds. 
To get 

to pit follow roadway and take L branch over gate. 
Straight leads 

to Cemetery. 


Locality: Hornsby 

Region: NSW 

Country: Australia 

Care: Security do checks, park in council carpark up on Dural 
St, 


although a known bushwalk starts opposite Quarry 
buildings, so 
act like bushwalkers. 


Notes: UPDATE (30/10/2011 F1@sh): re Processing plant: Control 
room 

exterior door is now plate welded. 

Entry #1 from exterior door below control room, then thru 
hole in 

wall or #2 opposite side (quarry side not car park side) 
thru gap 


in corner. 


200m long 


refs 


Found: 
Rating: 
Update: 
links but 
cock 


wedding 


local 
quarry 
they 


would 


small 


narrow road 


residents will 


reclamation 


a day 


point where 


class 


water 
'burying' 


the top 


There's also a 5' RCP drain running in the quarry. 100- 


perhaps, entirely explored by Jevil, rated garbage. GPS: 
-33.696139,151.090021 


UBD (2004) & Gregories (2004) both show road shorter. Not 
surprising as they are by the same publisher. UBD & Grg 


calculated by Sydway to UBD/Grg conversion using AMG 
co-ordinates. 

2003 Curly/FeNix. 

5.0/5.0 

2015-07-10 14:00:00 (Hatsumi) - I won't bore you with 


you can google it yourself inthose moments between your 
becoming flaccid after your jacked off to some Russian 


stripper party orgy. 


Essentially a number of politicians are trying to gain 
prostate massages by supporting the idea of filling the 
with spoil from x,y and z road projects. At a rough guess 
suggest 18 trucks per hour 24 hours per day for two years 
be needed to fill the quarry. semi accuracte quote 'a 
annoyance for grand gain’ - if you have been down the 

the leads to the quarry you'll know that the local 

be fucked if that is the plan. Whilst there is some 


of land for public use the locals will suffer with 24 hour 


noise levels to get (and this is conservatively) toa 


the land can be turned into a white picket fence middle 


picnic dream. 


Considering most plant life within the first 10m of the 


lever is dead and crispy one would think that simply 


the problem and putting a nice plaque and some swings on 


will not 'cure' what ails this site. 


assume 
confirm 


down 


the 


up the 


from which 


noted 


other 


Created: 
Modified: 


Name: 


Description: 


Features: 
kitchen, 


Access: 


state, 


go 


Locality: 
Region: 
Country: 
Care: 

the 


Anyhoo...some fresh pumping equipment installed and...I 


pumping...something from the water. Fresh tyre tracks 


that despite the numerous gates traffic had in fact been 


quite recently to the lowest levels of the quarry proper. 


Access otherwise remains the same....just scramble around 


fences and through handy pre made holes. 


Did I mention the ye olde cemetery and adjoining yet a bit 
track away solitary tomb stone? 

And then there is the corrugated drain with Tubby tags 
also runs a long concrete floodway..has anyone officially 
where that goes and what the deal is? And what is at the 
end of the floodway? 


Quite a nice way to spend the day this place. 


1995-12-31 13:00:00 
2015-08-12 14:00:00 


Hotel the 
Medium sized hotel 
Three stories, Really old, Fenced off, Awesome balcony, 


bathroom's, lots of empty rooms, lots of cobwebs, very 
interesting=) 
202 Princes Hwy, Bulli 

Accl: Front entrance, knock peace of ply out of current 


requires medium force. (watch out for traffic) 
Acc2: Jump fence, venture round the back of the hotel and 


through window on your immediate left. 


Acc3: Find another one:P! I didn't get enough time haha 
[GPS:-34.329368,150.913584] 

Bulli 

NSW 

Australia 

Vatch out for residents as their are house's right next to 


Eek!: 

Water Level: 
Cond: 
History: 
To-Do: 


Notes: 
Found: 
Rating: 
Update: 
slowly 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
space, 


Features: 
Not 


entry hit 
No 


Access: 


32.806779,151.861447] 


Locality: 
Region: 
Country: 
Care: 

like a car 


Eek!: 

Water Level: 
Cond: 
History: 
base, 


To-Do: 
Found: 
Rating: 


hotel. 

Be careful of traffic. 

I swear to god this place is haunted! 
Dry - Dry 

Old but stable 

Look it up 
Get up into the attick:P 


Shit.. Must of left them in the attick.. 

Neptune 2007 

4.0/5.0 

2011-01-01 13:00:00 (What) - Whole place is gutted just 
decaying 


can walk in from the back 


1995-12-31 13:00:00 
2011-01-05 13:00:00 


House O Jebus 
Williamtown Church 
Typical country church, with a few small rooms and storage 


nothing really interesting 
Pews, alter and lots of god books, stained glass windows. 


much else however. Looks like the place had the front 
by a car which has shifted it partially off the building. 
Graff or vandalism yet 


Front: easy as doors are unlocked 
Back: door also unlocked 


144 Nelson Bay Road Williamtown NSW [GPS:- 


Williamtown 
NSW 
Australia 

Front part not safe, structural damage from what looks 


impact 

mice 

Dry = "DEY 

Very Good 

Once was a small church for the surrounding hoses and RAAF 


but closed down and moved leaving the building unused 
Nothing, not much to do in the first place 

MIAD 2010 

0.5/5.0 


Created: 


2010-02-20 13:00:00 


Name: 


Description: 


Features: 
except fat 


Access: 


turn 


Locality: 
Region: 
Country: 


Water Level: 


Hungry Jevil's 
Empty Hungry Jacks store. 
All the stuff you'd expect to see in a Hungry Jacks, 


people and greasy food. 
[GPS:-38.137204,145.124504] 


375 Nepean Hwy 
Frankston VIC 3199 


Reach hand up inside the hole in the service entrance 


door handle from the inside. 
Frankston 

VIC 

Australia 


Go good explorer. 


LO=DO% 
Found: 
Rating: 
Created: 


Slimey - Dry 

Try their salads. 
Jevil and Scarecrow, 
2.0/5.0 

2010-01-18 13:00:00 


2010 


to 


Name: 
Alternate: 


Description: 


Features: 
catch the 


stacks, 


machinery... 


Browns 


Access: 


Taree/Chatham. 


Locality: 
Region: 
Country: 
Care: 


enterprises - 


site 


I can't believe it's not butter 
National Foods Dairy Factory 
Awesome derelict dairy factory. 


sunlight - a cathedral to 


vats, ladders, various outbuildings, processing 


Additionally, a derelict 


Creek and Gotta Be Made of Milo. 
Site is here -31.903822,152.473741 on Railway Pde, 


here: 
Or us 


Easily slide under gat 
-31.903538,152.474112. 
-31.904125,152.474532 

Taree 

NSW 

Australia 

Adjacent warehouses ar 


hole in fence here: 


live with miscellaneous 


soft drink distributors, car parts, couriers. Part of 


Beautiful multi-coloured windows in main building which 


the dairy industry. Has chimney 


train line links this site with 


this 


Church of 


access here: 


Eek!: 
point of 


Water Level: 


Cond: 
History: 


owned 


To-Do: 


original 


Found: 
Rating: 
Created: 


is leased as warehousing here: 


-31.903019,152.473266. 


JC of Latter Day Saints is opposite easiest point of 


-31.904084,152.474999. 
Church of JC of Latter Day Saints is opposite easiest 


access - they might come knocking, 


Dry - Dry 
Excellent 


The Manning Valley used to have industries. 
industries was dairy. This factory 


National 


Foods. 
Mitsubishi> Kirin Holdings> Lion Nathan. 


Brother. 


One of those 
used to be Australian 


National Foods is now closed and owned by 
I am unsure who 


currently owns this site. 
Find hidden access from 
into all the buildings. 


Get 


the train line. 


Restart the dairy industry 
Find out when this factory was constructed and who the 


Owners were. 


Intrepid 2013 


4.0/5.0 


2013-05-11 14:00:00 


Name: 


Description: 


Features: 
locked 


Access: 
on 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


I Know What You Watched Last Summer 


Abandoned drive-in movie 
Cool decaying speaker posts and drive-in bays, 
overhanging mil 


up. 
Off Kemp St, 


western side of road just before 
[GPS:-33.315225,149.09007]. 


Bloomfield 
NSW 
Australia 


B] 


theatre. 


Awesome 


le-high screen! Projection room emptied and 


Tonnes of atmosphere. 


On major road, 
2003 Mr India. 


3.0/5.0 


oomfield, about 1 kilometre south of Orange 


Bloomfield proper. 
Just walk in! 


visible in site during daylight. 


1995-12-31 13:00:00 
2003-06-24 14:00:00 


Name: 
Alternate: 


Idiocity 
Peat Island 


Description: 


Hawkesbury 
Features: 
Access: 


off the 


house. 


end, this 


Locality: 
Region: 
Country: 
Care: 

on the 


side 


unlock it 


observant) 


Water Level: 


Cond: 
To-Do: 


Notes: 
Side you 


Found: 
Rating: 
Update: 
padlock to 
is 

lawn 


used 


already 


Disused Mental Asylum built on an small island on the 


River. 

Many old buildings, nice old water tower. 

All doors and windows are boarded with plywood. 

Enter here [GPS:-33.530006,151.199421] Pacific Hwy, just 


F3 near the Ambulance station. 
Just walk across the grass until you see the house/guard 


You can see the road and bride to the island on your left. 
Or entry by boat. 

Parking is available along Peats Ferry 

Rd [GPS:-33.531558,151.198719], you can continue to the 


is the boat ramp and picnic area. 
Mooney Mooney 

NSW 
Australia 
Security guard on site, Mainland side, No on site security 


island, but there are patrols. 


Update LB 2011:Southern point of island still in use by 
"Hawkesbury River Rescue" who lock the gate on mainland 


(near guard house) at ~530pm (although security seem to 


at some point during the night) 
Power still on, lights are on timers. 
Everything is still fenced in, boarded up and locked. 


Security still patrolling (but apparently not very 


Dry - Dry 

Pristine 

Climb Water Tower, ladder, rope or cutting tools required. 
Gain entry to buildings. 

So many temporary fences, it becomes hard to know which 


are on. 
Cummo and Tracer 2011 

540750 

2012-05-13 14:00:00 (Oriface) - Managed to pick the 


the water tower and climb into it. The play merry go round 
Uber fun. Got into building near pool by pushing door with 
mower on other side of door. put back as lawn mower is 


regularly it seems. Grounds well kept. Tried to enter 


alarm 


large 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


sheds with 
fire 

most shed, 
but no 


Access: 
canal in 


bridge 


doors 


Locality: 
Region: 
Country: 
Care: 

the 


Eek!: 


Cond: 
History: 
To-Do: 
eastern 


Found: 
Cupid, Gho 
Rating: 
Created: 


Water Level: 


jimmied door just near entrance to water tower but heard 


beeps when attempting. Would be good to play with very 


Klaxton. :D 


2011-03-22 13:00:00 
2012-06-17 14:00:00 


Inkerman Oasis 
Sydney Water Sheds 
Disused Sydney Water property with several explorable 


old leftovers, including old circuit schematics books, 


extinguishes, old telephones and cabling. The southern- 


on the other sid 


of the canal, contains some old tools 


access was found. 
Park anywhere along Inkerman St, Parramatta. Jump into 


park here, at [GPS:-33.822877,151.000576]. Climb fence at 
in canal here, at [GPS:-33.822818,151.00113]. Unlocked 


here, at [GPS:-33.822768,151.001064] and 
[GPS:-33.822756,151.001201]. 

Parramatta 

NSW 

Australia 

Be careful when climbing the fence around the bridge in 


canal. If you fall, it will have nasty consequences. 
Houses and apartments surround this property, so be quiet! 
Dry - Dry 

Disused. 


Unable to find any history on the Internet. 
Find access into the western (front) shed and the south- 


shed. 
2012 Explored by Axel, Devos, Red, Swim; Assisted by 


0.5/5.0 
2012-09-15 14:00:00 


Insomniac 


Description: 


away 


and 


container 
night 
hence 


Access: 
small gap 


Gant -Ert 


Locality: 
Region: 
Country: 
Care: 
grounds 


the 


Water Level: 


Cond: 
To-Do: 
door 


logistics 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 
wall. 


already 
Locality: 
Region: 
Country: 
Found: 
Rating: 


Large and totally gutted industrial-sized building rotting 
amongst the weeds. Mounds of earth inside. Pretty trashed 


graff'd up but very peaceful inside. Looks like it was in 
mid-demolition before work halted. Was probably a 


shipping depot in its previous life (streetview 2007). At 
the lights from next door illuminate the whole structure - 


the name. 
Building is here. -33.88314, 150.99267. Crawl through 


under the fence -33.88428, 150.99298. Or climb if you 


through the gap. 

Best done at night as Miller Road 

has constant traffic. 

Villawood 

NSW 

Australia 

Lights in the property next door also shine down in the 


of the building so there's a possibility of being seen by 
cars along miller road. Hence the name "Insomniac". 

dry 

Trashed but quite peaceful. 

Explore the train carriages and the empty warehouses next 


(-33.88365, 150.98936) which is currently used by Toll 


and has security monitoring in place. 
theedge 2016 

2.0/5.0 

2016-04-19 12:15:11 

2016-05-03 12:44:33 


Irwin Toys 

Old factory, in process of being converted into condos. 
Warehouse Space, a watertower. 

Climb over hoardings on Liberty Street, in thru hole in 


[Mapart: 119 T15] Future: Will be condos soon, if not 
Downtown 

OR 

United States of America 

2005 

1575.0 


Created: 1995-12-31 13:00:00 


Modified: 2007-01-06 13:00:00 
Name: Tsloation 
Description: Disused railway between Nyngan and Bourke with three 
abandoned 

Stations 
Features: Old Train stations at Nyngan, Coolbah, Byrock & Bourke 
Access: walk onto the tracks from the Mitchelle Highway - no 
fences 

anywhere 


[GPS:-31.563903,147.199159] 


Locality: Nyngan 
Region: NSW 
Country: Australia 
Water Level: Dry =- Dry 
Cond: some have been restored. 
History: was one of longest straight sections of railway in world. 
Significant flooding saw the line cut between Nyngan and 
Bourke 
in 1989, and the army destroyed a section of track north 
of 
Nyngan to relieve flood waters surrounding the town. It 
was not 
financially viable to repair and maintain the line, and 
the line 
was thus abandoned between Nyngan, requiring $12 million 
in 
repairs. 
To-Do: Walk the whole thing 
Found: What 2010 
Rating: 2.0/5.0 
Created: 2010-09-05 14:00:00 
Name: Joadja Creek Refinery 
Description: Historical shale oil refinery. 
Features: All buildings are structurally unsafe. Watch out for 
ghosts. 
Access: From Mittagong follow the old Hume Hwy sth and turn right 


onto 


left 


this all 
way 
things. 


the 


Locality: 
Region: 
Country: 
Care: 
1800 acre 


Eek!: 


Cond: 
History: 
in the 


company 


3000 
travel to 
private 
for 


To-Do: 
47 inch 


refinery 
a look 


Notes: 
$16.50 


who knows 


up.Chimneys: 


Wombeyan caves road just south of town. Take the first 


(Handleys Lane) then the first right (Joadja Rd). Follow 
the way to the end. Note at one point (about 3/4 of the 
there) you'll come to one of those stripey road barrier 
Follow the obvious road to your right which descends to 
bottom of the valley. About 22km from Mittagong all 
[NDR, GPS:-34.4034951764,150.22475176, RDI]. 

Joadja 

NSW 


Australia 
Site is now privately owned and th 


owner lives on this 


site. 

Getting into the site - Tours were put on hold cos of the 
instability of some of the structures. 

Private property, camping grounds available. 

Long and extensive. Originally a oil shale refinery built 


1860's. Main products were oil, wax and kerosene. Th 


that owned the site and managed the business went into 
liquidation in 1905 and by 1915 was a ghost town. Close to 


people lived here and was totally self sufficient as 
Mittagong was a 2 day trip. It was then sold up to a 


investor and remained that way till 1992 when it went up 


auction again who are now the current owners. 
Underneath the retorts of the refinery there are numerous 


high tunnels made from brick that run the length of the 


retorts. There are also some mines that are probably worth 


that the shale was dug from. 
2008 (Bastion) - The tour are now back in business. For 


you can have a roughly 2 hours guided tour with someone 


a bit what it was all about. Better to book in advance. In 
something like 6 months, self tour should be possible, for 
cheaper, minus the historian. 

Contact are: Mark C. 

Longobardi, 4878 5129, 

joadjatown@bigpond.com 


way of 


email 


Found: 
Rating: 
Update: 


Update Vox 2011: New owners as of a 
couple of weeks ago. They said they're trying to find a 


stopping people from just walking in. 
Tours will 
be restarting once these folks get settled. I have an 


address for them if anyone wants it. 

1992 Bullwagon. 

4.0/5.0 

2016-03-15 07:31:34 (Vox) - Update History: [See this 
link] (https://www.youtube.com/watch? 


v=PNuXvnoZIxw&ebc=ANyPxKoULrqDGkCV2pdbmei2C 9hidZzqTAC 9hFRMUF4LubirM3m1jhft 


£LNu_7OhyxiLBnfRnEiuEGBMFs0sZ4H1r2cSqGDRuYg) 


Update: 
$15 


ask 


before 


soon 


during 


Update: 
place up to 


20120308-lultg. 


Update: 
burnt 


along 


2013-04-16 14:00:00 (Vox) - The owners are now charging a 


entry fee for Adults. This entitles you to a guided tour. 
Camping can be negotiated without additional cost if you 


nicely and do the right thing. 
Please phone ahead 48785129 and check with Valero (Val) 


turning up. 
They are now bottling "Joadja Creek Spring Water" and will 


be making "Joadja Whiskey". 
The yet to be assembled still equipment was already there 


our last visit.1 


2012-03-24 13:00:00 (Vox) - New owners are fixing the 


K 


un ghost tours and stuff. 


http://www.smh.com.au/travel/ghosts-and-the-machines- 
html 


They're nice folks ... pls don't let yourself into their 
property. Ring and ask permission first ! 


2010-10-14 13:00:00 (Neptune) - Several building have been 
down in eastern section of Joadja. Train bridge has been 
demolished since 2009. Can attend without tour. Ghosts are 


defiantly present. Sirens can be heard from the old train 


with voices and ghostly wind. 


Created: 
Modified: 


Name: 


Alternate: 
Description: 


large 

an 
vested 
Features: 
sort 


held the 


reception to 


rooms and 


misc area 


machines still 


Access: 


roundabout 


dumpers if 


Locality: 
Region: 
Country: 
Care: 


the labs 


the 


Eek!: 
beware 


Neptune. 


1995-12-31 13:00:00 
2016-03-19 09:40:25 


Johnny's Megapress 
Grand Independent Presses 
The main printing press previously used by Fairfax for the 


format of the Sydney Morning Herald and AFR in the days as 
independent publication and before it got held hostage to 
interests. 


Enormous building consisting of one large four-storey 
warehouse-size room (known as the mail room) that used to 


out the papers, multilevel hall with gantry cranes that 


printing press which is also viewable from the main 


impress the visitors. Plus numerous offices, conference 
chemical labs scattered across the building and also a 
for papers and rubbish. Would be a 5 if there were 


present or even if power was still on. 
Main gate at Worth st or side gate nr Beaufort pl 


Chullora. Be wary of sleeping truckkies and illegal 


going via Beaufort pl. 
[-33.8902193,151.0554864] 


Once in go thru doors as power is off. 
Chullora 
NSW 
Australia 
Look out for construction workers in area. 
Need a 
torch for the basement area under the printing press and 


where the mail room is, but be cautious using them near 


windows due to active site next door. 
There is an active Australia Post depot next door, also, 


of security or police. 


(*Read 


Water Level: 
Cond: 
History: 


e: 
d 
G 
P 


omments) 


ry 
ood 


ics at time of closing 


Main Hall 
Printing Press 


http://professional.fairfaxsyndication.com/archive/Fairfax-s-printing- 


press-in-Chullora-with-the-last-run-of-the-SMH-still-on-the-rollers.-The- 


press-will-no-longer-run-and-will-be-sold-off-as-scrap-metal.- 
ZITHRGTDIEC9. html 


M 


h 


ail Room 


ttp://professional.fairfaxsyndication.com/archive/A- 


deserted-mail-room-at-Fairfax-s-printing-press-in-Chullora-with-the-last- 
run-of-the-SMH-s 
will-be-sold-off-as-scrap-metal-2ITHRGTDINF4.html 
Get to the roof 


To-Do: 
Notes: 
by 


Found: 
Rating: 
Created: 
Modified: 


D 


umped F] 


till-on-the-rollers.-The-press-will-no-longer-run-and- 


lufferfax as name used in unknown since it is used 


editor of macrobusiness newsletter to describe any flawed 


n 
T 
4 


ews/anal 
he Edge 
0/50 


lysis published by fairfax. 
2016 


2016-12-04 05:04:45 
2016-12-10 04:03:12 


Name: 
Alternate: 
Features: 
Access: 
Region: 
Country: 
Eek!: 
History: 
place=6003426 


Found: 
Rating: 
Created: 
Modified: 


Jojo's Windmill 


West end tower Desc: Gas tower 

View Sub: West End 

Riverside Drive, West corner of Davies Park [159 E15] 
QLD 

Australia 

Hollow, peek down to see syringes 
http://www.epa.qld.gov.au/projects/heritage/index.cgi? 
back=1 


2002 Jojo Lemoore 


2 


.5/5.0 


1995-12-31 13:00:00 
2005-01-04 13:00:00 


Name: 
Alternate: 


J 


unger 


Scheyville National Park 


Description: 
by 


it's a 
Lots of 


Features: 
locked 


huts 
squash court 


tennis 


size 


"Fifties. 
warnings. 


Access: 
entrance 


from Old 
Locality: 
Region: 
Country: 
Care: 

into the 
restricted 
be 

blue 

is 


Eek!: 
the 


aware of 
the 


Water Level: 
Cond: 
History: 
inter 


Don't 


A collection of ex-army buildings currently being restored 
NPWS as a museum to the history of the place. Don't worry, 


way off yet though, plenty to explore in the meantime. 


historical detritus. 
Lurvely robin's egg blue buildings. These are mostly 


(chapel, schoolrooms etc.). Many crumbling wooden nissen 


(accessible) and old outbuildings. There's an indoor 


with upstairs observation deck, adjacent to two outdoor 
courts. At least three water tanks and/or towers 


climbable, ladders wer 


(probably 
spied), plus HUGE aircraft hangar 


mess halls and big kitchen. Note foundations of shitty 
substandard shacks used to house migrants during the 


Groovy kilns/ovens/incinerators with scary dioxin 


stick your head in these, kiddies. 
Via driveway (signposted and everything!) 


at the NPWS 


off Scheyville Rd, Scheyvill There is also an entrance 


Pitt Town Rd but this is gated and may be locked. 


Scheyville 

NSW 

Australia 

You will drive past the caretaker's property on the way 


site, but the property is owned by NPWS and isn't 


access, so as long as you don't look like a hoodlum you'll 


left alone. There are security warnings for some of the 


buildings (which are locked anyway), but most of the site 
completely open. 
Aforementioned dioxin warnings on incinerators. Don't eat 


dirt. As this WAS a military training site I would be 


funny pineappl too.... NO SHIT - ask me 


shaped rocks, 


Dry - Dry 
Dilapidated - Ramshackle 


Variously utilised to house POW's, train parachutists, 


See 


migrants during the fifties and train officers for 'Nam. 


http: //www.trinity.syd.catholic.edu.au/home/hsi www/Scheyville/Infomation 


-html 


To-Do: 
used (?) 


Notes: 
pigeons..... ip 
Found: 

Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 

Vater Level: 
Cond: 
History: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
buildings, 


Features: 
gantrys to 
Access: 


town 


for more info.... 
There's a frigging huge mushroom shaped and currently 


water tower to get into too... but that requires serious 
contemplation.... 
Bring your squash racquet and scare the roosting 


2005 Straykat 
2.0/5.0 

1995-12-31 13:00:00 
2008-01-04 13:00:00 


Junkies delight 

Allotment 23 - Rydalmere industrial Estate. 

Small building on rusted steel supports. A few empty rooms 
inside. 

none 

Enter site via front gate. Climb stairs. 


[GPS: -33.812192,151.034849] 
Rydalmere 

NSW 

Australia 

Floors are unstable. Outside catwalk has no safety rail. 
Dry - Dry 


empty 

Allotment 23 - Rydalmere industrial Estate. 
2010 - Ghost 

1.0/5.0 

2010-11-26 13:00:00 


Kandos Cement Works 
Disneyland 
Cement Australia cement works. Large site with lots of 


gantrys, catwalks, machinery, silos etc. 
Everything caked with dried cement. Towers to climb, 


run across, large earth moving machines, conveyors, some 
underground sections, plant and generator rooms etc. 

1 Jamieson St, Kandos, NSW. [GPS:-32.866179,149.975363] 
Park your car near or around White Cres. (Main part of 


the 


there are 
past 
climb 
shed. 
Locality: 
Region: 
Country: 


Care: 
around the 


near 


Eek!: 
ground 


still to 
Water Level: 
Cond: 
History: 
local 


approximately 


company. 


ropeway 


the 


breaking 


delivery into 


holding 


beside the park and public toilets) and walk to the end of 
Jamieson St to the site. 


Once past the large gates follow the fenc 


line around to 


right (west of the buildings) and hop the fence wher 


two gates. Keep skirting around the back edge of the site, 


the substation towards the train lines. From this point 


over another gate and follow the road towards the large 


Of course, 
Kandos 
NSW 
Australia 
Skeleton crew possibly onsite. Avoid them by skirting 


you could go in your own way. 


edges of the site, and stay away from the admin buildings 
the front. 
Places to fall from etc. At least one CCTV camera on the 


level (unconfirmed if operational, but there is power 
the whol 
Dry - Dry 
Coated in concrete 

During the year prior to the outbreak of 


site). 


the war, the 
market value of German cement sold in Australia was 


$500,000 (250,000 pounds). This competition was entirely 
eliminated with the establishment of the Kandos cement 


1915 April 1, Candos changed to Kandos 


1915 Town name Kandos registered with the Register General 


1915 November November, 5 1/4 km by aerial 


Kandos Quarry, 


and 11.3km by road in a westerly direction from the works, 
commenced operations. Its function to supply limestone to 


Limestone was won from No. 


factory for cement manufactur 
Quarry by explosives, barring down the face and manually 
and shovelling the stone into horse drawn skips for 

1 Ropeway discharge point, 


a hopper above No. this hopper 


100 tonnes. 


works, 
the 

The 

for the 
coal and 
the 

with its 
the most 
its own 


limestone, etc. 
the 

into 

Sydney, 

and the 

Kandos 


was 


investigate 
Federal 
cement 


eliminated with 


Cement 


The town of Kandos was created to support the cement 


Kandos originally chosen to do copper smelting, smelting 


copper from Cobar because coal was freely available there. 


works still has a room with CSA on it, which was intended 
smelting. However, the discovery of limestone, with the 


water supply, swayed authorities toward the manufacture of 
cement. 


There are many other ways to fight a war beside physical 
fighting. Kandos had its own battle with the disruption of 


building of the town and its works, but also fought back 


own disruption to the German Cement Industry, which was 


powerful cement supply in the world. But Kandos provided 
raw materials for cement production, coal, water, 

Dunns Swamp was originally dammed for water to be used at 
cement plant. And the importation of cement from Germany 


Australia stopped. Kandos cement has been largely used in 


building homes and office buildings. The Harbour Bridge 


Underground Railway and the Opera House were all made from 


Cement. And once the war started, we presume Kandos Cement 


used to make bunkers for the war effort. 


In 1912 the Honourable King O’Malley, Minister for Home 
Affairs, sent a Commonwealth Department officer to 


utilising the Rylstone/Kandos area for a cement works for 


purposes. At that time, Australia was importing German 


250,000 pounds worth. These imports were entirely 
the establishment of the Kandos Cement Company. The Kandos 


joined the following enterprises: 
Cement works at Portland. 
Cement makers of Granville Quarries at Excelsoir 
Coal Mines 


lose their 


factory over 


http: //www.mudgeehistory.com.au/rylstone kandos/rylstone kandosl.html 
http: //www.mudgeehistory.com.au/rylstone kandos/rylstone kandos2.html 


http: //www.mudgeehistory.com.au/rylstone kandos/rylstone kandos3.html 


Shale and Oil 
Small Arms Factory 
Iron Works 


Ninety-eight employees at the Kandos cement works will 


jobs or be relocated as Cement Australia closes the 


the next four months. 08 July, 2011. 


http: //www.mudgeeguardian.com.au/news/local/news/general/kandos-cement- 
plant-closure-devastating/2220325.aspx 


To-Do: 
Notes: 
closure 


PEC; 


newbies 


Some 


Found: 
Rating: 
Update: 
recent 


Explore other nooks and crannies of site. 
Many of the townspeople have lost their jobs due to the 


of the cement works. Explorers should bear this in mind if 
speaking with any of them and show a little empathy. 


First explored by Annapurna, Bastion, Doridori, Ghost, Lb, 
Raptor, Ratter, Scarecrow, Siologen, Skel +1, Vox and 
Aly, Atreyu, Phelonius and Swim on Can and Does expo. 
Google maps shows lots of cloud cover. You can make out 
structures if you zoom in though. 

2012 Vox 


530/540 
2015-05-09 14:00:00 (The Edge) - News which prompted my 


trip to the site. 


http://www.theaustralian.com.au/business/mining- 


energy/kingsgate-in-350m-silver-mine-plan/story-e6frg9df-1226519911422 


closer 
to 


of the 


maybe to 


There is a excavator present but didn't get chance for a 


look. I thought there might have been someone present du 


finding a small group of sheep feeding in the grassed area 


factory! So I spent most of the time checking for activity 
instead. Anyway there could be some remediation going 


get site cleaned up for Kingsgate but power is still 


disconnected. 


Created: 2012-02-17 13:00:00 
Modified: 2015-05-18 14:00:00 
Name: Kaua'i Jewel 
Alternate: The Coco Palms Resort 
Description: On the east coast of Hawaii’s oldest island, an abandoned 
hotel 

is slowly being reclaimed by nature. It was a landmark for 
40 

years, a success story immortalized in classic American 
movie 

culture. The Coco Palms Resort was the result of hard work 
by the 

Guslanders, a couple who offered an enjoyable Hawaiian 
experience 


on beautiful grounds featuring a coconut grove and lagoon. 


The resort enjoyed worldwide fame when it 
was featured in several mid-century films, most notably 


the Elvis 


Presley classic Blue Hawaii. It thrived for decades as a 
popular 

hotspot among royalty and stars, but when Hurricane Iniki 
struck 

Kaua‘i in 1992 the hotel was critically damaged. 

Twenty-plus years later, most businesses and 

residents in Kaua‘i have moved on. But at the Coco Palms, 
DENS 

still 1992: A perfect storm of obstacles has kept the 
dilapidated 

structure in a seemingly-inescapable purgatory. 


(https://en.wikipedia.org/wiki/Coco Palms Resort) 


Features: Buildings and rooms. There's also a nice coconut grove and 

lagoon 
on site. 

Access: Site is surrounded in fencing but contains a lot of holes. 
(22.049294°N 159.33586°W) 

Locality: Kauai 

Region: HI 

Country: United States of America 

Water Level: Dry 

Cond: There was a fire there about two years ago so unsure. 


Found: Unknown, listed by Dodger 2016 


Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


former 
broken, 
rooms. 


Features: 
(test 


Lot's of 
Access: 

& 

the 

Follow the 


end of 


Locality: 
Region: 
Country: 
Care: 
past to 


Eek!: 


Cond: 
History: 


contamination. 


To-Do: 
Found: 
Rating: 
Created: 


Water Level: 


3.0/5.0 
2016-05-12 00:27:19 
2016-05-20 21:49:54 


Kazmden Hi 
Camden High School 
Abandoned high school. Four large buildings containing 


high school class rooms. Most doors open and windows 


various school paraphanalia scattered around in some 


Abandoned in 2001 due to soil contamination. 
Many classrooms, some still containing school paraphanalia 


tubes, bunsen burner valves, blackboards, desks, etc). 


graffiti & broken glass. 
Property surrounded by John St, Mitchell St, Elizabeth St, 


Exeter St. 
Enter the property via gap between the school fence and 


Uniting church on the corner of John and Mitchell Sts. 


fence lin 


after you enter the gap, then squeeze past the 


the fence where it meets the wall of the church. 

Or you can jump the perimeter fence without being seen. 
[GPS:-34.050899,150.694206] 

Camden 

NSW 

Australia 

Surrounded by residential properties. 


The fence you brush 


enter can make noise, be carefull. 
Soil contaminated by toxic chemicals. 
Dry = Dry 

Abandoned high school, trashed. 
Former high school abandoned in 2001 due to soil 


In residential area. 


Many news articles online. 
Explore all the rooms. 
Blakjak, Kazman, Flex - 2013 
0.0/5.0 

2013-08-01 14:00:00 


Kelly's Last Stand 


Description: 
"Kelly's 


Features: 
Access: 
intersection 


of 
via 


Locality: 
Region: 
Country: 
Care: 
Highly 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
manner of 


Features: 
lockable. 


junk, 
running 


Access: 
Khancoban, 


oocality: 
Region: 
Country: 
Care: 
which is 


Eek!: 
in 


Water Level: 
Cond: 
History: 


Abandoned 4 story stone building and railway tender at 


Coaches". 
Awesome old building and roof cavity. 
W of level crossing at Town Bypass Rd/Railway Rd 


[NDR, GPS:-33.9330958099,147.216600687, RDI]. Over S fence 


"Kelly's Coaches" compound. Second story windows accessed 
dodgy garage roof OR roof of train carriage. 

West Wyalong 

NSW 

Australia 

Coach workshop in use during day and occasionally 24hrs. 


visible during daylight!. 
2003 Mr India. 

320/50 

1995-12-31 13:00:00 
2006-08-25 14:00:00 


Khancoban Massacre 
Snowgum Lodge 
Two storey lodge in a semi-state of abandonedness. All 


junk lying around. 


Many rooms, almost all of them with beds, some rooms 


Linen closet with semi-decent clean linen. Furniture, 


mementos. Large kitchen, dining hall, bathrooms, some 
water. Piano. 
Walk in. At the corner of Mitchell Ave and Scott St, 


across from the police station. [GPS:- 


36.217661,148.125669] 


Khancoban 
NSW 
Australia 


The western wing is lived-in. You should be able to tell 


which. 
Residents may or may not skin you alive and hang your skin 


their closet. 

Dry - Dry 

Semi-abandoned 

Scarecrow was looking for a place to stay. Found the only 


motel. 


To-Do: 
the 


Notes: 
along 
the 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


block. 


Features: 
night 


Access: 
cnr of 


tip off 


head to 


has 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
Notes: 
Found: 
Rating: 
Created: 


Water Level: 


abandonment in town, having mistaken it for a very dodgy 


Something wasn't quite right though... 
Go to Khancoban Dam with a couple of shifters and unbolt 


hatch into the dam. 2km away on Spillway Rd 
[GPS:-36.220353,148.108851]. Quite an interesting dam. 
Also nearby- Murray 1 Parabola; 10km east of Khancoban 


Alpine Way. Large parabolic underpass under the road at 


Murray 1 Power Station turnoff [GPS:-36.254989,148.193024] 
2012 Scarecrow 

3.0/5.0 

2012-06-20 14:00:00 


King York 
KYHR 
Rooftop of mostly active but relatively quiet office 


not much, city views, good close up of the grace tower, at 


could probably peeping tom the guests if so inclined. 
Enter via stairs up from York St next to golf shop near 


King st. 


Into lift go to level 7 ( avoid levels 8 / 9 so we don't 


the residents to our access ) turn left and find stairs, 


roof, door is open. 
GPS:-33.868948,151.206219 


Can exit via stairs through ground floor to street - also 


private bathroom down thar. 
City 

NSW 
Australia 

none really, just act normal. 
usual caution when on rooftops. 
Dry - Dry 
good 
active site. but pretty quiet and no security. 
2010 Hatsumi 

1:5:/56.0 

2010-04-19 14:00:00 


Name: 


Description: 


F 


Turbine 


1960's. 
Features: 
get go. 


Stacks 


structures 


still 


both 


views. 


depots, labs, 


flyovers are 


be 


05. 
Access: 
good 


from 
Climb down 
your 
puts 


its 


Curtis 


Locality: 
Region: 
Country: 
Care: 

ay 


Found: 
Rating: 
Created: 
odified: 


Lakeview Power Station 
Immense power Station, almost 350m from one end of the 


Hall to the other. Under steady demolition. Built in 


Was decommissioned in May 2005 and was exporable from the 


At the time of writing its still 70% intact, the Chimney 


where imploded in June 06 and most of the exterior 


have been torn down. The Turbine hall is enormous and 


mostly intact, the Boilerhouse even more intact, although 


are slowly being stripped. Rooftop is awesome with great 


Ancillery buildings include cafeterias, part supply 


offices and other misc structures. Coal chutes and 
being ripped down, but those out to the peir should still 
around at time of writing. Its lights were on until Nov 


Given that there is security on site and that they have a 


view over th ntire area, the short but dodgy way in is 


Rangeview Rd, just west of Hydro Rd [Mapart: 479 S44]. 


under a small creek culvert to bypass the fence then mak 
way along the edge of the site past the sewage works. This 
you in full view of the security hut at times but at night 


easy. Head towards plant. The long way in, which is safer 
involves following the lakefront east along from Marie 


Park. 

Lakeview 

ON 

Canada 

Security on site and at present demolition crews. Future: 


only have a few more months... 
2005 Micro. 

0.0/5.0 

1995-12-31 13:00:00 

2007-01-06 13:00:00 


Name: 
Description: 
still 


bear in 


Access: 
the 


ever you 


Locality: 
Region: 
Country: 
Care: 

of them 


graffing 


History: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Silos. 


Features: 
complex. 
filled 


receives and 


still 


Access: 
last 6 


at the 


behind the 


Launceston Hospital 
Large ward, five storeys high mainly bare with a few items 


in disarray. Rooftop action, A++ views of the area but 


mind the active site is next door. 
At rear of hospital, there you will notice a dero part of 


building. Enter through broken/smashed windows or where 
can. [GPS:-41.4464694,147.1413167]. 

Launceston 

TAS 

Australia 

There are PIR's in there on most floors, we triggered all 


and no one came in the middle of the day! Locals keep 


the place making it difficult to gain access. 
Closed down 2001? 

Sleep on rooftop. 

Drac & Nivelo 2004 

ISAS O 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Leith Dock Silos 

Huge grain elevator, scarily similar to the Glebe Island 
Didnt realise it was still in use, till it had been fully 
explored on a public holiday. 


30 odd storeys high Workhouse, 


with 15 storey high cell 
Great views from rooftops, huge conveyor halls and machine 


workhouse, access to the long conveyor flyover that 


distributes from and to berthed boats. Nice control rooms. 
Overall an excellent site let down by the simple fact its 


in operation. 
These details are a bit old and things have changed in the 


years... Go into the docks area via the old main entrance 


northern end of Constitution St, jump over the fence 


western 
escape. 
stairs and 


Locality: 
Region: 
Country: 
Care: 

Day 2000. 


installed. 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
décor, 


rooftop 
running 


Access: 
and card 


Locality: 
Region: 
Country: 
Care: 
once. And 


and 
you 


Eek!: 
regularly 


at the 


restraunt carpark. Walk over bridge between the Albert and 
Edinburgh Docks, towards the silos and head round the 


side, passing underneath the flyover and head to the fire 


[Collins: 13-019] Climb over the fenc 


surrounding the 


head on up... 
Leith 

Scotland 
United Kingdom 
There were no dramas when this place was 


Only do at night or on a public holiday. 


xplored on NY 


But since then th 


new caged fir scape has been 


Vatch for cameras and PIR's. 
Explore it again! 

2000 Siologen 

0.0/5.0 

1995-12-31 13:00:00 
2007-05-02 14:00:00 


Lesser Union 

Greater Union Russel St 

Six-cinema complex, closed 2nd October 2013. 

Two projection rooms, six theaters fitted with outdated 


two candy bars, office rooms, a shower, toilets, anda 


surrounded by pretty sky scrapers. Building still has 


water and power. 
131 Russell St, Melbourne VIC 3000: Head up Donaldson Ln 


door at the end of the lane [GPS:-37.813394,144.967545]. 
Note: all internal security cameras have been disabled. 
Melbourne CBD 

VIC 

Australia 

Security has been reported inside the building at least 


removalists have been working during the day dismantling 


removing equipment. Please take care to leave the place as 
found it, with no obvious changes, including lights. 


Access is opposite a busy rooftop bar, where staff 


appear from for smokos or to deposit rubbish. It is also 


end of a busy street with a high volume of pedestrian 


flow. 
Water Level: Dry - Dry 
Cond: Excellent 
History: Operated from 1978 to 2013 (GU previously operated a 
smaller 
cinema on this site). Some of its opening movies were 
Death on 
the Nile and Pretty Baby. 
To-Do: Hold a Cave Clan movie night in the largest theater. 
Notes: "The Greater Union Russell Street is set to be demolished, 
with 
the six-cinema complex to be replaced by a 12-storey hotel 
and 
apartment block... Work is to commence within two years, 
and be 
completed in four" 
Found: 2013 - Aisha, Dirge, Loki 
Rating: 5045.10 
Created: 2014-02-28 13:00:00 
Name: Leviathan 
Alternate: Forgacs Heavy Engineering Workshop 
Description: Former Forgacs Heavy engineering workshop. Currently being 
stripped, but still some equipment lying about. 
Features: Lots of machinery and workshop cranes. Machinery and other 
junk 
slowly being removed as of February. 
Access: Near the corner of Parker and Everett St, Carrington. 
Jump up then climb over steel gat Entry to 
workshop/building 
via loose steel under the shelter at the back. Exit via 
the main 
front door. Make sure front door is closed so no one 
knows. 
[GPS:-32.905180,151.765493] 
Locality: Carrington 
Region: NSW 
Country: Australia 
Care: Next door is occupied and lots of activity 


Water Level: 


History: 


Dry - Dry 


Scraped from the old forgacs website 


Heavy Engineering Carrington at a Glance 


24 hour response service: 


capabilities 


Emergency breakdown specialists 
Some of the region’s largest machining and fabrication 


Recent new build structures up to 100 tonnes 


Located near rail, road & sea 

Workshop 7,000sqm 

Cranes: 3 x 20 tonnes 

Quality Management System accreditation to AS/NZS ISO 
9001:2008 via Lloyds Register Quality Assurance. 


Specialists In 


Large steel structures for new build and 
refurbishments 

Medium CNC machining 

Heavy CNC machining and fabrication 

Machinery overhaul 

Weld reclamation 

Industrial plant maintenance 

On-site machining & welding 


Machinery Capacity 


Lathes to 10m x 2m swing 

Floor borers to 8,700mm cross travel 
Vertical borers 

Horizontal borers to 5,450mm x 4470mm 
Milling machines to 8,500mm 


Fabrication Capabilities 


Steel, Stainless Steel, Aluminum 
Manual Arc, MIG, Sub-Arc, TIG Welding 


Cranes 
3 x 30 tonne cranes 
Accreditation 


Quality Management System accreditation to AS/NZS ISO 
9001:2008 

via Lloyds Register Quality Assurance. 

Heavy Engineering - Carrington 

Address: 

34 Parker Street, Carrington, NSW 2294 

Contact Details: 


Phone: 
+61 2 4940 0840 
Fax: 


+61 2 4969 1556 
Email: 
parkerstreet@forgacs.com.au 


Notes: 


Old website source - 


http://web.archive.org/web/20130504211116/http://www.forgacs.com.au/locat 
ions/carrington-newcastle-engineering/ 


Found: 
Rating: 
Update: 
and 

looks like 


shitty 


place 


careful 


Created: 
Modified: 


Name: 


Description: 


Features: 
rooftop, 


Access: 
Jump over 


end is 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


2014 theedge 
4.0/5.0 
2015-09-14 14:00:00 (The Edge) - This place is up for sale 


has been for at least a couple of months already so it 
they are having a hard shifting the listing given the 
state of heavy manufacturing around the country. 

Not sure of the status or access but my guess is that this 
is pretty empty. The cranes probably still work but do be 
playing around with them as they are huge! 


2015-04-19 14:00:00 
2015-11-30 13:00:00 


Liberty Village Warehouse 
Delapitated, graffiti covered warehous 
Old BMW, film set structures, huge climable billboard on 


which in itself offers a good view. 
Located on East Liberty Street, near Lynn Williams St. 


fence or make way in via railway behind. Door at western 


invariably open. [Mapart: 119T16] 
Downtown 

OR 

United States of America 

Second floor is rotten, be careful. 
1999 

245/940 

1995-12-31 13:00:00 

2007-01-06 13:00:00 


Lincolnshire Poacher, The 
RAAFTUS Bringelly 
Royal Australian Air Force Telecommunications Unit Sydney 


Bringelly. 


Features: 


a 
transmission 


some 


Access: 
Lots; 


way. 


the 


possible 


here 


you are 


method is 


There are 


north 


houses 


fence at 


Abandoned RAAF radio site. 
Cute "secret radio site style" collection of mainly gutted 
buildings surrounded by scrub. 


Best features include the radio tower, similar to ATN7 and 


Faraday cage room. Generator rooms (largely intact), 


equipment rooms 


(equipment removed), several buildings, 


locked. 


Now defunct high security perimeter fenc 
bollard at compound entry. 


including keypad 
Remains of several antenna arrays scattered outside main 
compound. 


Cables labeled "to Glenbrook"! 
The site is surrounded on three sides by large semi rural 


some with mansion style houses. Do not attempt entry this 


Land to the north is owned by a pastoral company and so is 
best route of entry. 


Depending on how brazen you wish to be, access may be 


via Badgerys Creek road, however there are several houses 
and you may look suspicious as it will be obvious where 


going. 


If you do not mind walking a long way, the recommended 


to park on Ramsay Rd outside Rossmore Grange Reserve. 
multiple entry points to the grange. 


Go north through the grange entering private land to the 


west and cross South Creek over a bridge here 
-33.912073,150.755301. Traverse the pastoral land avoiding 


to the south and cattle throughout. Find a hole in the 


[GPS:-33.919111,150.739717]. 


Buildings are at [GPS:-33.924124,150.737089] 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
History: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Access: 
Locality: 
Region: 
Country: 
History: 
To-Do: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


tank, 


some form 


sensors 


tact. 


the 
filter 
Features: 


Access: 
follow the 


GPS data is approximate. 


Bringelly 

NSW 

Australia 

Caution: This is still gazetted as Federal Military Land. 


Employ commonsense. Stay quiet. 
Dry - Slimey 

Excellent but gutted 

Difficult to obtain 

Broadcast from the tower 

2011. Trioxide, Infectoid 

EAA TE 

2011-05-27 14:00:00 


Linda Hotel 

Shell of an old hotel on the Lyell Highway 
(-42.063436,145.602544) 

Two-storey but no floors 

Many windows 

Gormanston, near Queenstown 

TAS 

Australia 

Apparently closed in the 1950s 

Cafe seemed empty too, if that's your idea of fun 
Listed 2016 by NoPro based on visit in 2015 
2.0/5.0 

2016-06-23 11:23:18 

2016-10-31 22:58:00 


Linden WFP 
The Linden WFP (Whatever that sands for). 


Large water 
chemical storage tanks, mixing basins, huge pumps, and 


of lab. Copper strippers have been through so the motion 


are no longer working, but the structure is reasonably in 


EDIT it is a water fluoridation plant, hence 


2300L hydrofluosilicic acid tank, and 'troughs' used to 


the water. 
Under-ground-walk-on-mixing-tank-thingo, pumps, technology 
Park at the end of Glossop Rd -33.7085098,150.49292, 


explorer 
Locality: 
Region: 
Country: 
Care: 

life wires 


Water Level: 


Cond: 
TODO? 
Found: 
Rating: 
Created: 
Modified: 


road to the tanks-33.699441,150.490027. Gate at 


-33.700084,150.489297 is missing a padlock. Go good 


Linden 
NSW 
Australia 


Chemicals (ie flouride) were/are stored here. Possible 


Dry 

Good, but lab ransacked 

Keep going to "Spiked gates of goodness" 
Tim Dole 

2.0/5.0 

2016-08-04 10:04:15 

2016-08-11 01:15:39 


Name: 
Alternate: 


Description: 


7ft red 
place. 


Features: 
of 


a 


Access: 


fair 
up to 
Locality: 


Region: 
Country: 


Lithgow Blast Furnace 

Hoskins Blast Furnace 

The ruins of Australia's first blast furnace and 
factory. 


There are a heap of 


Ironworks 


small underground rooms scattered around and several old 


brick arch tunnels at both the front and rear of this 


MPL=75m TEL=250m 


Old brick tunnels, building and furnace ruins, large lumps 


nearby "dam" and coke oven ruins. 
Park in the carpark off Inch St: here: 
[GPS:-33.475493,150.170610] 


Air 


tunnel entrance here: [GPS:-33.475290,150.170288] 


Rear tunnels here: [GPS:-33.474838,150.169768] 
and here: [GPS:-33.474576,150.169575] 


slag splattered around the site from when it blew up, also 


Coke oven ruins here: [GPS:-33.472005,150.176903], (A 


way off, but there used be 80 of them and they ran right 


Lake Pillans. Nearly all have been buried). 
Lithgow 

NSW 

Australia 


Care: 
tunnels 


Eek!: 


Cond: 
History: 


local 


government 


caused 


Water Level: 


Beware stepping into holes in ground, also some of the 


are in poor condition and are/have collapsed in places. 
Hobo's (dunno if there are any, I can just picture it).. 
Dry - Knee 
Poor 

This was the first Blast furnace/Ironworks in Australia. 


It was owned and operated by Charles 
Hoskins who also owned several local mines and built the 


Anglican Church. 


Disgruntled by 
cheap iron imports, striking workers and lack of 


assistance, he deliberately blew up the blast furnace and 


a riot by doing so. 


http://www. lithgow-tourism.com/blasthist.htm 


Here is how it used to look: 
http://mw2.google.com/mw- 


panoramio/photos/medium/10053540.4pg 


To-Do: 
Notes: 
the 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


the 


Lithgow 


coke 


Description: 


This is a great spot for a BBQ. 
Some drone footage of the place, they don't really show 


tunnels around the back though. 


https://www. youtube.com/watch?v=RPM5tCIsipA 
Pandaman (Listed: 2013 DC). 

3.07500 

2013-07-01 14:00:00 

2017-02-16 16:37:30 


Lithgow Locos 
Lithgow Locker Room 
A small abandoned office/sleepover building, located on 


grounds of the active (not for too much longer though) 
railway depot. 


Located directly 
across from the semi buried and "ON FIRE" Blast Furnace 


Features: 
sized 


connected, 


old 


on fire 


Access: 


before the 


33.4715268,150. 


your 


Nobody 


really 


cut to 


graffiti 
turn 


just 


Region: 
Country: 
Care: 
seen 


Locality: 


ovens, watch your step and take a gas mask. 
This building contains 6 or so rooms, including one decent 


locker room, a toilet and showering room with no water 
broken heaters, and another small room or two. Has its own 


abandoned wooden shed next door too. 


The ground 20 or so metres away from this building is 


and has been for many years, and many to come.. 
Turn into the Lake Pillans Wetlands access road, just 


rail bridge on Inch Street here: [- 
173878315 


Admire the short brick 
tunnel on your left here: [-33.4722964,150.1740718] 


Follow the dirt road through the gate to the 
left alongside the rail line, till you see the building on 


right and the smoke on your left. Here: 
[-33.4719116,150.1771832] Park out front of the shed. 


cares as long as you are not looking dodgy. 


This road is "in theory" private, but is just 


used for heavy vehicles, dog walkers, interesting short 
other side of town etc. 


Maybe 
don't go there at night as they may assume you are doing 


due to all the trains laid up only metres away. No need to 
around to leave either as the road rejoins the main road 


around the corner. 

Lithgow 

NSW 

Australia 

May be confused as a copper thief or graffiti writer if 


there at night. 


Eek!: 
the 


Water Level: 


Cond: 
History: 
could 


shifts. 


To-Do: 
station 


hill/across 


Notes: 


across 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


and 71 


Features: 
is 


gate). 
Access: 


Station. 


to 


manholes/pipes 


May fall through the ground and burn alive if you step in 


wrong place, or get hit by a train. 
Dry-Fire 

Trashed-ish 
This is one of two spots in town where the train drivers 


have a shower, sleep and wash/dry their clothes inbetween 


The other place looks much older, 
but may still be active. I will check it out one day soon. 
Check out the other place nearby. (The old brick train 


looking building on Bells Line of Rd at bottom of 


from the main Railcorp entrance). 
This location kinda sux. 


Only 
giving it a full star due to the old "on fire" coke ovens 


the road. 

2002-2016 Cactua, DC, Rodent. 
1.0/5.0 

2016-10-18 03:08:31 
2017-02-16 16:38:16 


Lithgow No.2 Dam 
A large arch dam. Lithgows water supply. 26.5 metres high, 


metres long. 
A walkway over the dam, and also an abseiling ring thing 


bolted into the top of the dam. (Right beside the walkway 
[GPS:-33.454789,150.205593] 


Turn 
off Bell’s Line of Road at Clarence Zig Zag/Top Point 


Follow the dirt Old Bell’s Line of Road out 


Newnes. 
After roughly 2km you come to an 
intersection at a small swamp. Turn left here. 


Follow this road down past several new sewer 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
dumping 


would 


Water Level: 


until you reach the Dam. 

Lithgow 

NSW 

Australia 

Very high and very slippery dam. 

Take note of the "Sewer" pipe (Clarence Transfer Scheme) 


into the dam. (Lithgows water supply..) 


(2015 DC): The pipe just burned in the fires, (who 


install a PVC pipe in the bush anyway??).. 


Cond: 
History: 
in 1907 
was 

is on 
and 
arch 
section 


and the 


To-Do: 
lead to 


between 


too). 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 
complex with 


sunlight 


providing 


Slimey - Death 
Average 
"Lithgow Dam #2 was built by the Public Works Department 


as a water supply dam to service Lithgow. In 1914 the dam 


raised by 3 feet (0.91 m) to increase storage capacity. It 


Farmers Creek located about 5.5 km north-east of Lithgow 


about 0.5 km upstream of Lithgow Dam #1. It is a concrete 


dam with a free overfall spillway and a straight gravity 


on the right abutment. The dam is a maximum 26.5 m high 


crest length is 71 m. The angle of the arch is 92°." 
Cross this dam and find the carved concrete stairs which 


the base of this dam. (There is an great walking trail 


this dam and the decommissioned (broken) Lithgow No.1 dam 


Abseil this dam. 
2002 Cactua & DC 
2.0/5.0 

2013-09-11 14:00:00 
2017-02-16 16:42:54 


Living Enrichment Center 
Abandoned megachurch and retreat center. 


Large main 


interesting architecture. Very open buildings to allow 


in. The levels are uneven, with a lot of balconies 


chiseled 
forested 
have 
church. 
Access: 
park 

a 
Locality: 
Region: 
Country: 
Care: 


Vater Level: 
History: 


church 


hospital, 


ghost : ( 
LO=DOs 
Found: 
Rating: 
Created: 


and 


interesting views. 


A fire pl 


above it. 


Surprisingly litt] 


area. 


the cement slabs left. 
complex. 


Found at 29500 SW Grahams Ferry Rd, 


GPS:45.305941,-122.803559 


e graffiti. 


There is a housing complex just a few met 


there and walk to the front entrance. 


fence, 
Wilsonville, 
OR 

United States of America 
It rains a lot in Oregon. 
Shoe - Dry 
N 
h 


Oregon 


ew Thought 


money for personal stuff. 
underneath it leading 


therefore LEC is haunted. 


Find the tunnels. 
2011 Annapurna 
5.0/5.0 

2011-04-06 14:00:00 


so just walk in the front. 


to a 


Be prepared. 


Photograph a ghost. 


No 


ace with a weird cross 


95 acres in 


Some smaller buildings have been torn down and just 


Random gazebo in the middle of the 
It's really austere/industrial looking for a 


ters up the road, 


t much traffic or 


megachurch that was closed when the minister's 
usband was found guilty of money laundering and using 


Supposedly ther 
(now demolished) 


are tunnels 
mental 


I failed to find tunnels ora 


Name: 
Alternate: 
Description: 
with 


Features: 
with gas 


large 


into 


for 


fireplaces, 


Lobotomy Laboratories 
Railway Labs 
Old SRA laboratories, 


mechanical workshops. 


and science research facilities, 


4 buildings- one contains mechanical workshops and labs 


evacuation chambers, 
weighing machine, 


roof cavity, 


a vagabond's old squat, 


mechanical hoist to upper levels, 


darkroom, ladder 


and a bunch of other mostly empty rooms. 


Two contains a large drawing room with large drawers 


plans/diagrams etc, 


lots of office type rooms, 


marble 


and 


some lab 


of 


small 


Access: 
wherever you 


on the 


gate, 


the top. 


nice tiled bathroom with a pendulum opperated toilet seat, 


the upper levels contain open-plan office areas. 


Three contains reception rooms, and storage type spaces, 


stuff, old electronics of various descriptions. 


Four is the large asbestos removal shed, adjoined to a row 


demountable buildings, lots of odds and ends inside these 


offices, huge space in the asbestos removal shed. 
From Wilson St, Darlington, over or under fence or 


see fit. 
GPS for building one 
[GPS:-33.892301,151.195686] Enter by manipulating the lock 


door. 
GPS for building two 
[GPS:-33.892299,151.195894]. Enter by manipulating lock on 


or if you're feeling ballsy climb up through the gap in 


GPS for building three [GPS:- 


33.892611,151.195653]) 


another 


on 


offices, and 


gives 


Access 


Locality: 
Region: 
Country: 
Care: 


the 


Unlocked door here, or if locked, use window located here 
[GPS:-33.892485,151.195672] (This building also has 


section, accessible via smaller door inset in roller door, 


eastern corner of building). 
GPS for building four 
[GPS:-33.892668,151.19568] enter through demountable 


keep going through all the doors until you find one that 


you access into the large shed. 
Oh yeh, there's 
also another smaller building closest to the street. 


through a window here [GPS:-33.892216,151.195533] Can exit 
through the door after. 

Darlington 

NSW 

Australia 

Take care not to be seen by rail workers when on site, or 
pedestrians when getting in or out or near the front of 


buildings. 
There are apartments right next door 
as well. 


Eek!: 


History: 
the 


n 


[o-Do: 
railway 


Notes: 


rating. 
Found: 
Rating: 
Update: 
Buildings 


employees 


Update: 
gates to 


a 


everything is 


the 
etc. 


Update: 
now 


here 

push them 
road or 
an open 
scattered 
care!! 
here 


face 


lead 


Vater Level: 


Don't impale yourself if climbing over any of the fences! 
Dry - Dry 
Originally, they wer 


called the Test Laboratory. Towards 


end, they were called Scientific Services which came under 
Railway Services Group. 
Have a look at the sheds on the eastern side, near the 


line. 

If you open a door, make sure you close it!!! 

This 

place is really good, but don't think it's a Very Good 


11-03-2010 Scarecrow 
325 /5%.0 
2017-01-28 08:48:16 (Scarecrow) - Update Status: Going. 


being redeveloped. Area is getting more use from rail 


as it's being used for parking. 


2013-04-27 14:00:00 (Scarecrow) - April 2013. All access 


the two buildings along Wilson St are now all locked with 


building contractor's padlocks. Work is being done, 


more secure, automatic lights have been installed around 


site, a security system has been installed; alarms, PIRs 


2012-06-16 14:00:00 (Rabbit) - (Rabbit 2012) Building 2 is 


accessible via the front double doors facing the street 


[GPS:-33.892098,151.195963]. They're now unlocked, just 
in. Make sure you are not seen by the houses across the 
any pedestrians and close them behind you. There is also 


window here [GPS:-33.8922,151.196119]. Building 2 is 


tread with 


with needles and some black boxes, pleas 


Building 4 can be accessed by pushing in the roller door 
[GPS:-33.89276,151.195696]. I would recommend bringing a 
mask of some kind for building 4. 


There is an alternate exit where the front fence meets th 
apartment block next door, next to the base of stairs that 


here but 
someone's 
Update: 
detail, 
for 


shadows - 


Back gate 


easily 


and the 


Created: 
Modified: 


Name: 


Description: 


Works, 


Features: 
some 


some 
the top, 


Access: 
right, 


dark 


the 


Locality: 
Region: 
Country: 
Care: 
discover 


Water Level: 


Cond: 


to the second floor of building 1 here 
[GPS:-33.892257,151.195381]. You -could- probably enter 


only if you can't find any other way in, as it involves 


balcony. 


2011-03-18 13:00:00 (Red) - Crow has done great job on 


but to be slightly more specific, there is an easy way in 


those more stealthy. Just slide under fence here in the 
[GPS:-33.891885,151.196425] - and just walk into site. 
has to be climbed but gate into rear of building can be 


carded if you don't want to get caught between the spikes 


bars above. 


2010-03-10 13:00:00 
2017-02-15 06:57:55 


Lounge for 12 
Series of 12 Concrete small rooms on the edge of Carriage 


partly behind a warehouse. 
12 lounges for your pleasure. Some like it dry, some wet, 


empty, some fully furnished, some cut from the air flow, 


chilly for hot summer day, some very comfy, some full to 


some bare minimal. BYO and relax 
Go down the car access road to Carriage Work, keep to your 


after the long totally wrecked warehouse remains, a small 


corridor is open on a concrete block, it gives access to 


first of the 12 lounges. 
[GPS:-33.89409459367315,151.18973314762115] 

Darlington 

NSW 

Australia 

Might be the home of some guy. Nice or not is for you to 


if he/she is home. 
Dry - Slimey 
Depends... 


History: Must have been part of all the warehouse complex of 
Carriage 


work. 
To-Do: Come at night with some food, candles and drinks for a 
good yarns 

evening. 
Found: Hatsumi / Bastion 2008 
Rating: 2.0/5.0 
Update: 2015-12-23 13:00:00 (Hatsumi) - someone has pried open one 
of the 

entry portals to this place... if you go check it out best 
not 

done alone. 
Update: 2009-11-06 13:00:00 (Hatsumi) - entrances have been 
boarded up, 

although it still exists it wouldn't be worth uncovering 
unless 

you rob a bank and need somewhere to hide out 
Created: 2008-09-07 14:00:00 
Modified: 2016-01-02 13:00:00 
Name: RT Bus Depot 
Alternate: Lothian Regional Transport 
Description: Large old factory structure with a large chimney, 


converted into 
a bus depot and now disused. 


Features: Large open warehouse areas, dozens of double decker bus 
mechanic 
bays and pits. Large basement area, old machine shops, 
trashed 
admin section. 
Access: Climb down onto old railline from Dryden Terrace , head 
southish 
along lines to a smashed window with a busted grille up an 
embankment. Climb thru window. [Collins:12N18] 
Locality: Pilrig 
Region: Scotland 
Country: United Kingdom 
Care: Being seen getting in. 
Cond: Semi trashed, contains a live power transformer. 
Found: 2004 Siologen 
Rating: 2 50/ 5:30 
Created: 1995-12-31 13:00:00 
Modified: 2007-05-02 14:00:00 


Name: Lucky Bastard 3 


Description: 


adjoined 
really 
cruisey 


Features: 


driven this 


lose 
would be 
Access: 


work 


Hospital 


size. 
Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
History: 
Notes: 
waster on 


Found: 
Rating: 
Update: 
there 


done up. 


raining), 


concrete 


Created: 
Modified: 


Name: 


Description: 


Old textile manufacturing site, quite big, lots of 


warehouses with remnants of all kinds of shit...hard to 


gauge exactly what went on where. But a big site anda 


walk around. 
Stuff. Lots of stuff...we'd describe it but if you've 


far you've come to do other stuff so you have nothing to 


checking this out. And in fact there is so much stuff it 


too long to list. 
[GPS:-34.729051,149.741697] 
walk in from street. no drama.go nuts, no brains needed to 


it out. 
Ross Street Goulburn, two blocks from Kenmore Psych 


which is probably far more exciting and ten times th 


Goulburn 

NSW 

Australia 

Visible entry but very much doubt anyone could care. 
Dry - Dry 

Relatively trashed. 

Unknown. 

Good for camera clan, average for anyone else. A time 


the way to Norphanage and Darkie 


2012 Bastien Sledgy Cryogenic Hatsumi 
30/53. 0 
2015-12-21 13:00:00 (Red) - Site has been maintained and 


are two cranes there. Buildings look like they have been 


Couldn't confirm current abandonment status (as it was 


but the buildings look repainted and there are som 
works happening. 


2012-01-01 13:00:00 
2015-12-21 13:00:00 


Lumber Jacks 

3 storey building with large open warehouse at rear 
section and cool drain entry. Used to sell treated timber 
products. To be demolished. BDDD. 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 


Water Level: 
Cond: 
History: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
the wall 


CV OL 


from 


floor at 


= DUE 


enter. 
Features: 
tourists 


GPS:-33.936492,151.000145 


Few small rooms and a safe. A shop front section. 

1, Climb front fence(Spiked & Heavily exposed) at 
Marigold St, Millpera. Enter building via the 
first open door you find. BDID. 


[GPS:-33.936322,150.999845] 


2, Via Lumberjacks secret tunnel. Open the second 
upstream swing grill in Lumberjacks secret tunnel. 
climb out. head into rear of site straight ahead. 


[GPS:-33.936702,151.001158] 
Milperra 
NSW 
Australia 
Exposure from carpark near drain entry is very high. 
Real portion of site is highly exposed. 
Dry - Dry 
Empty - Good 
Used to sell timber to clanners. 
2011 - Diode, Ghost 
2.0/5.0 
2011-01-26 13:00:00 


Lunchbox Ventage 
Bahraffullgus 
8.5ft high corridor about 30 ft long and 3ft wide inside 


of an office building. Has a power point.Bring a 
charge ya 
mobile phone. 


Only purpose served is as a hidey hole ( hide 


smurfs, have a 
nanna nap )- didn't explore it ..odd looking 


one end may 
provide access further into building foundations 


viewed 


hastily in daylight whilst in uniform so didnt 


Air conditioning unit, powerpoint...vent door to spy on 


and ample space for several sleeping bags or six 
friends to lie 


contraband. 


Access: 
outside 


placed 


Locality: 
Region: 
Country: 
Care: 


it yet 


Water Level: 


Cond: 
History: 
To-Do: 


Notes: 
him ( 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Features: 
Access: 
Bass Rd 


Locality: 
Region: 
Country: 
Care: 
Cond: 

TO= Dög 
Found: 
Rating: 
Update: 
fence 


Description: 


head to toe. Park a bike or store some 


Access is inconspicuous vent in wall. 
Paved walkway area between George and Harrington streets 


former smurf shop. 


see 4.5ft x 4.ft vent in wall - note incorrectly 
lock, 
open and enter. 
[GPS:-33.85959591191076,151.2083637714386] 
The Rocks 
NSW 
Australia 


don't get locked in accidentally 


no evidence any homeless people have discovered 
Dry - Dry 
excellent 
Eating lunch, saw poorly placed lock, opened... presto 


Check end of corridor for further building access. 
build storage racks and store expo gear. 

Only listed as can provide useful temp storage or hiding 
spot....when Seeker returns I may rent it out to 


Seeker you 
can sub-let if you like ). 
Hatsumi 2008 
0.5/5.0 
2009-07-14 14:00:00 


Magic Kingdom 

Trioxide and Infectoids big aunties day out. 

Old amusement park site. 

Old slide, Lake, Waterslides, Old Womans Shoe. 

Through numerous holes in fence, Hollywood Dr near cnr 


[Sw:272B05, UBD:210G13, Grg:307B13, GPS:- 


33.899165,150.97081]. 


ansvale 
NSW 
Australia 

ake looks evil. 

Decrepit. 

Bong on in the Old Womans Shoe. 


2004 Trioxide/Infectoid. 
2.0/5.0 
2014-04-21 14:00:00 (Kazman) - (April, 2014) Most of the 


left on 


a 


then that 


the 


Update: 
lives on 


Created: 
Modified: 


Name: 


Description: 


with a 


Access: 
Locality: 
Region: 
Country: 
Eek!: 


Notes: 
entrance. 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


of 


Features: 


Chairs. 


Haven't 


this 


Vater Level: 


towards Bass Rd is down, but then again there's not much 


site, other than a kick-ass slide, a shed, a platform, and 


small trashed building. Best feature of the site other 


kick-ass slide is the satellite dish sitting in front of 


building. 
2009-11-05 13:00:00 (What) - There is a Caretaker that 


the premises bewar 


1995-12-31 1300/7200 
2014-07-22 14:00:00 


Manapouri Powerstation 
In use powerstation that has tours through it combined 


cruise through the milford sound. 


Book a tour off the web. [GPS:-45.520722,167.277746] 
Manapouri 

OTA 

New Zealand 

S56 later... 

Dry = Dry 

Excellent (A++) rock blasted tunnel to the powerstation 


http://en.wikipedia.org/wiki/Manapouri Power Station 
2003 Diode 

4.0/5.0 

2010-01-07 13:00:00 


Manning's Wards 
Rozelle Hospital 
A series of three buildings, + annexes, previously wards 


Rozelle Hospital. 
lst building hasn't been visited yet. 
2nd building is still full of hospital stuff. Beds. 


Wheelchairs. Sofa. Books. Shelfs etc... 
3rd building has been trashed by either cats or possums. 


have seen cats... 


seen any possum, but I So I might think 


Access: 
75m 


Block. 


SO 


and all 


Cafeteria 


window 


are 


Only gets 


here: 


toilets 


Locality: 
Region: 
Country: 
Care: 
light, 


by the 


watch out! 
Eek!: 


Cond: 
History: 
in 


Colonial 


Vater Level: 


act of vandalism is to be credited to those so called fur 
friends. 
Central Avenue, Rozelle Hospital, Lilyfield, approximately 


west of north-west corner of retaining wall of Kirkbride 


The 3 buildings have all there windows and doors boarded, 


please, re board them when finished, especially the second 
building which is EXCELLENT due to its very good shape, 


the object still in it. 
(Rascal - 2010) Three (or four?) storey Dormitory & 


building accessible from second storey window. 
Climb little tree by W side of the building and in through 


onto fire escape. 


(Ghost - 2012) Access: [GPS:-33.865993,151.157581]. Boards 


held in place by Wood screws, Tech Screws and Hex 
bolts. Climb through window here into internal toilets. 


you into the Toilets and Entrance area. 
[GPS:-33.866157,151.157571]. Climb through broken window 


[GPS:-33.865075,151.160690]. Be mindful of glass. Exit 


into internal courtyard, enter ward via second 

door to the right. Exit building 

here: [GPS:-33.865338,151.160519], 1 floor level up. 
Rozelle - Lilyfield 

NSW 

Australia 

Security patrol the area. Better done during the day (best 


and avoid torch light which can be seen through the window 


road -where the seekers drive by- ) 
(Rascal - 2010) Floor is disentegrating on top floor, 


Possible Asbestos. 

3rd building (Ward 15 from memory) ricks of cats poo. 
Dry - Dry 
Wards 15 trashed, Wards 14 Excellent. 

Those buildings were parts of the Rozelle Hospital, built 


1885, contracted by Dr. Frederick Norton Manning and the 


Architect, Mr. James Barnet. 


the 


but I was 


Most of the old hospital is now used by Sydney College of 


Art, however a few buildings are unused, and let to decay. 
Even if they are listed as heritage (Registered on the 
21/03/1978) 

The wards closed down quite recently, possibly in 1997, 


not able so far to find that info. 

Here is the history of Rozelle Hospital: 
http://www.cs.nsw.gov.au/mhealth/rozelle/rozhistory.html 
And here the heritage information on ward 14 and 15: 


http://www.aussieheritage.com.au/listings/nsw/Lilyfield/Ward14and15/8180 


TODO: 
level...) 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
and 


Features: 
Access: 
side 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Cond: 

Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Lithgow 


Enter the first building (the one with more than one 


Bastion 
5.0/5.0 

1995-12-31 13:00:00 
2012-11-10 13:00:00 


Mansion of Decay 
An abandoned mansion, probably heritage listed. Many rooms 


interesting crawlspaces. 
Roof spaces to crawl into. Obtanium. 
Via small white side gate next to large gate with redbrick 


columns on Duff St go through garden, 
climb small green fence. [UBD 233:K16] 


GPS:-33.881744,151.103371 

Burwood 

NSW 

Australia 

Rotting timber floorboards, airborne mould/fungal spores 
Dry - Slimey 

Poor 

Ghost - 2009 

20/50 

2009-10-11 13:00:00 


Marangaroo Trout Farm 
Marangaroo No.2 Dam 
An old abandoned trout farm, across the highway from the 


jail. It is right next to an old abandoned brothel, 


track rail 


which 


Features: 
viaducts 


in 


decent dam 


breeding the 


carriage. 
Access: 


to the 


park 


trout farm, 


Locality: 
Region: 
Country: 
Care: 
side of 


Eek!: 


Cond: 
History: 
trains. 
To-Do: 
Found: 
Rating: 


Vater Level: 


"“Chantilly's™. 


It has two large 
viaducts, one is old sandstone, and was the old single 


line through the abandoned Marangaroo rail tunnels 
(Marangarootoo). 


The other one is 
brick and is the current western rail line. 


This is also the site of the Marangaroo No.2 dam, 


is pretty cool too. 
Old buildings (most accessible), BBQ area, two large 


over the creek/pond with rusty old pumping equipment still 


place, a rusty old jetty, brown and rainbow trout, a 


with the old equipment still there, large tanks for 


fingerlings, and a brothel featuring an old train 


Turn left of the G.W.H into Hughes lane: 
[GPS:-33.431586,150.109528], then follow the track around 


left past the old brothel ([GPS:-33.431998,150.109733]), 


here: [GPS:-33.437104,150.111771]. 


Walk down the track past the gate to the viaducts and 
[GPS:-33.438292,150.111959], 


To 
reach the dam wall, follow the creek downstream 500m: 
[GPS:-33.442449,150.109985] 

Marangaroo 

NSW 
Australia 

Vatch out for nosey neighbours, there is a house on other 


the viaducts. 
Vatch of for the super-max jail just across the highway.. 
Dry - Boat 

Old, but very good/untouched. 
An old dam, trout farm, and pumping station for the steam 


Catch a fish. 
2012 DC and Cactua 
3.0/5.0 


Created: 
Modified: 


Name: 


Description: 


1920's. 


Features: 


expect from 


autopsy 
once 


Access: 
you will 


structure. 


open 


way into 


"window" 
Tt. 


Locality: 
Region: 
Country: 
Care: 

get used 


the 


Eek!: 
by an 


entry, if 


Water Level: 


Cond: 
History: 


granted to 


Wardell 


in 


2014-02-16 13:00:00 
2017-02-16 16:47:19 


Marrickville Hospital 
Site of the old Marrickville Hospital dating back to the 


Multiple buildings, 5 in total, not all accessible. 
The usual peeling paint and weather damage you would 


a site like this. Main notable feature thus far is an old 


table in the operating theatre. May be other cool features 


all buildings are explored. 
Toward the end of Hospital Lane (-33.908029,151.153129 ) 


see a chain link fence that has been cut away from its 


Enter through here. Directly to your right you will see an 


door to a storage area. Not much to see here. 
If fence has been repaired you will have to find another 


the property, climbing over the fence perhaps. 
From here, against the wall you will see where part of a 


has been ripped out. Its really obvious, you can't miss 


Climb in here and bingo! Go explore!! 

Marrickville 

NSW 

Australia 

The usual don't be too obvious type of stuff. Site does 


in various areas and the car park gets used frequently by 


church across the road. Do not get seen. BDAN. 
Active alarm in the part of building 3 that has been used 


Aboriginal community centre. To the left of the main 


you enter from Lillydale Street. 
Boat - Death 

Abandoned. 

The land on which the hospital now stands was first 


Thomas Moore in October 1803 and acquired by Robert 


around 1830 as part of large holding.2 Following his death 


for 


gazetted in 


of the 
start of 
the 


crisis 


community. 
1894 


while 


Balmain 


hospital 


Moorehouse, 


n 


[Trivett 


ri 


Major 


that a 


acquisition 


Treasurer.8 


1834 the estate was subdivided into smaller farms largely 


market gardening3. 
The development of the Marrickville area, however did not 
commence until the 1860s with the Municipality being 


1861. The period from 1861 to around 1890 saw the major 
subdivision of the area and the present street pattern 
development. 4 

Significant developments in the area were the introduction 


reticulated water system from 1879 to mid 1880s and the 


the sewerage scheme in the early 1890s.5 These encouraged 


opening up of the area so that by the end of the banking 


in 1896 when confidence was growing there was significant 
progress in the locality, particularly in the area of 
manufacturing. 6 

With the development of the area there was a call for the 
establishment of a hospital to serve the growing 


first communityhospital in the district was established in 
at Croydon (later known as the Western Suburbs Hospital), 
theirst community hospital to be built in Sydney was at 


5 


and opened in 1887.7 The move for the establishment of a 


took place at a public meeting held on 1.3.1895 at the 
Marrickville Town Hall chaired by the Mayor, Alderman 


where it was resolved ‘that it is desirable that a Cottage 
Hospital be established in the borough of Marrickville’. A 
committee was formed and it was decided to call for 

subscriptions. 
Mr. F.E. McLean M.L.A. was elected President, Mr. J.B. 


Honorary Secretary and Major W.P. James Honorary 
In April 1896 a site committee was formed, chaired by 
James, to select a suitable site and they reported in May 


number of sites had been found including; 

* A block in Lilydale St. 

+ A block in Francis St. 

* A block in Clavert St. 

e A block on the corner of Petersham and Mainhall Rds.9 
In October of that year the committ recommended th 


per 


nurseryman, 


Marrickville 


asked 


Act which 


money 


remainder 


Marrickvill 


substantial 


1890s. 
grounds 


hO=DOX 
theatre. 
Notes: 
here: 


Curly & 
2011. Not 
Found: 
Rating: 


Update: 
building" 


story 


Le 


building to 


of 150’ of land fronting Lilydale Road at a cost of £1.10 


foot frontage.10 The block had a 120’ depth and was part 


larger site that was owned by Alexander Howlinson, 
and used as a market garden and which was bounded by 
and Livingstone Road, Lilydale and Stanley Streets.11 


The site was acquired with a frontage of 154’6” (Lots 6-10 
Lilydale St) and provisional trustees were appointed. They 


the Government to register the site under the Hospitals 


meant that the Government would supply £ for £ grants for 
raised by public subscription. 
Howlinson retained part of the property on the corner of 


Marrickville and Livingstone Roads and subdivided the 


for housing. The properties along Livingstone and 


Roads, being the more significant streets, were more 


and were developed largely in the late 1880s and early 


Three houses from that period survive in the Hospital 


facing Livingstone Road. 
Gain access to all buildings and get to the operating 
found 


Development proposal, including building layouts 


www. yoursaymarrickville.com.au/document/show/107 


Main multi story bui 


lding originally explored by Siolo, 


Hats befor 


obscenely loud alarm went off. 


Boiler House explored by Sledgy & Hatsumi sometime in 


too much to report here. 
Siolo, Curly & Hatsumi.. 
2.0/5.0 

2015-10-13 13:00:00 


-listed by Sledgy & Hatsumi - 2012 


(Lb) - Access to "main multi story 


currently available. 


Enter thru hole in fence on Livingstone Road next to multi 


building, walk through garden and on roof(?) of old 


the opposite side of multi 
See scaffolding. 


story building. 


on 


pigeons 


Created: 
Modified: 


Climb scaffolding. 


Window at the top currently unlocked, 


some windows broken 


journey up the scaf could also be used for entry. 


Lots of pigeons and pigeon shit inside. 


than I've ever seen anywhere before. 


2012-06-16 14:00:00 
2015-10-19 13:00:00 


Seriously, more 


Name: 
Description: 
appears to be 


long 


Features: 
full of 


Open plan 
and 


Access: 
staircases, 


via the 


sit on 


Locality: 
Region: 
Country: 

Care: 
neighbours not 


Eek!: 
To-Do: 
Found: 
Rating: 
Created: 
odified: 


Masterton Holmes 
Large explorable house in Cast] 


le Hill. 


under construction. In other pl 


laces, i 


In places it 


t apears to be under 


demolition. It hasnt seen work nor habitation in a long, 


time. 


A hallway that leads to nowhere. 


faux redbrick powder. Bricks, bricks, 


A double lockup garage 


and more bricks. 


living areas. Graf proclaiming emos have formed a society, 


that joel is gay. 


Walk in to the lot, end of Telfer Road. Multiple 


multiple exits and entries to the building itself. 


TG 


Exit 


back of the lot, right hand side, und 


r the trees, then go 


the circle-seats in the park in front of you and see what 
happens. [Sw:213A19, UBD:151G15, Grg:2 


Castle Hill 
NSW 
Australia 


Residents next door may not like you. 


home. 
No handrail on balcony!. 


Fall off balcony and sue site owner!. 


2006 Seeker. 
350/9:.0 

1995-12-31 13:00:00 
2007-01-07 13:00:00 


18G15]. 


Access when 


Name: 
Description: 


Mataura Mill 


Huge silo mill yard with factory. 


highway then 


Beginning to 


town up 
factory for 


Access: 
the 


Locality: 
Region: 
Country: 
Water Level: 
Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
descript 
staircase 


windows. 


Access: 
Travis 


may be 


once in, 


Locality: 
Region: 
Country: 
Care: 

of the 


CCTV'd. 
Found: 
Rating: 
Created: 
Modified: 


UPDATE KAZMAN 2014: 


T 


If the site is the one next th 


ğ 


it's active. Took a one hour drive to get to it too. 


think KD and 


Intel used to Bethesda same document. Tenet 


a 


as couple uninteresting locations, including a paint 


lease. 
Mataura, NZ. 


It is the centre of the town..in fact it is 


town. 

Mataura 

OTA 

New Zealand 

Dry - Dry 

2004 Durgin/Nivelo 
0.0/5.0 

2010-01-07 13:00:00 


Mayfield Goods and Parcels Station 

An abandoned 4 platform goods/passenger station. 

Large glass covered platform hall with weed filled railway 
trenches with massive pneumatic buffers. Various non 
rooms, 


a few signs, the remains of a pedestrian tunnel, 


down to main entrance. Rooms mostly rotten with smashed 


Platforms in good condition. 
Climb over gate/wall on the south side of intersection of 


and Fairfeild Streets, next to pub carpark driveway. Gate 


open during the day as workers park cars. In both cases, 
head casually up the driveway to top. 
[A-Z:11E2/95G65] 

Picadilly 

North West England 

United Kingdom 

Keep an eye out for railway workers. The lower four floors 


Same way to get out. 


station are used by a printer company and are alarmed and 


2004 Al 
32D/:5..0 
1995-12-31 13:00:00 
2006-07-11 14:00:00 


Name: 


Description: 


original 
Access: 


Locality: 
Region: 
Country: 
Eek!: 
entry. 


History: 
Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
Access: 
bins in 
past the 
across 
Locality: 
Region: 
Country: 
Care: 

the 

to do 
Eek!: 
Cond: 


History: 
who 


local area 


Found: 
Rating: 


Vater Level: 


Water Level: 


Mclaren Falls Powerstation 
Small hydro power station with two hydro turbines and 


(but smashed) machinery. 

Difficult. Through roof - need rope + possibly cutters. 
(Approx.) [GPS:-37.806457,176.045067] 

McLaren Falls 

AUK 

New Zealand 

Dodgy landing on top of fibro hut inside when gaining 


Dry - Dry 

Disused in 1989 along with Omanarana Falls PS. 
Excellent underside to the hydro turbines. 
2004 Durgin/Nivelo 

340/540 

2010-01-07 13:00:00 


Meatgrinder 

Abandoned cafe with lots of stuff inside still intact. 
Sizeable meatgrinder covered in bird crap 

Side room full of old fridges and expired beverages 


Approx GPS Co-ords: [GPS:-33.886493,151.231425] 
It's on the left hand side of an Italian resto. There are 


a sidepassage. Walk through there and climb up and get 
gate. To your left there is a roof, make your way quietly 


it and down the hole in the roof. 

Paddington 

NSW 

Australia 

There are possibly squatters in the building behind it and 


driveway is probably in use during the day. Definitely on 


at night, when it's not raining. 

Be discreet, it's Paddington. 

Dry - Dry 

Good 

Used to be a cafe called Quattro Passi but the degenerates 


own the coffee shop in William St heavy anyone in the 


who try to operate a similar business. 
Meekrat + Chameleon '11 
2.0/5.0 


Created: 


Name: 


Description: 


Features: 
through 


Access: 


life 


until you 


the road 


Locality: 
Region: 
Country: 
Care: 
from 


you 


Eek!: 


Found: 
Rating: 
Created: 
odified: 


Vater Level: 


2011-03-22 13:00:00 


Medlow Bath Dams 

2 cool dams set in a bushy canyon. 

The upper dam 

is 100 years old, and is 8m across and 20m high! 
[-33.6584566,150.2992746. | 

The lower newer dam is 

30m across and 15m deep, and comes complete with some 
infrastructure to climb on. 
The upper dam features a cool descent ladder, that goes 


the (quite powerful) overflow pipe discharge. 

Upper dam: 

Head to Walls Cave rd. Blackheath 
[-33.6507729,150.3054866]. 

Follow track to walls 

end cave (You will see a sign with a photo map to make 


easier)... But when you reach the ridge here: 
[-33.6563691,150.303129], head up and easily bush bash 


get to the disused road. 
Lower dam: 


Either bush bash from the Walls cave track, or walk down 


from Medlow bath. 

Blackheath 

NSW 

Australia 

Both dams are on Water Board property. However if you walk 


Valls cave, you do not pass any Water Board fine signs, so 
can safely plead ignorance! 


The 
Lower dam is unmanned, but i am pretty sure it has cameras 
somewhere. 


Must like bush walking. 
Lower dam is active 

Dry - Swim 

Rodent, 2008 

235: nR 

1995-12-31 13:00:00 
2016-07-06 08:48:02 


Name: 
Description: 
roof 


rusted. 
lunch rooms 
Access: 
is via 


Locality: 
Region: 
Country: 
Eek!: 

are well 


Water Level: 
History: 
New 


Notes: 
even 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
with lots 


machinery 


Features: 


photograph. Has 


says 


Access: 


Meremere Powerstation 
Disused powerstation with a bare turbine hall with two 


cranes. 6 six storey boilers still intact and fairly 


Admin offices, control room which is fairly stripped, 


CLC his 
Through many places it is quite open, best place to enter 


far side to the main highway, open hole in fence. 
Meremere 

AUK 

New Zealand 

Extremely dodgy roof, Asbestos warnings everywhere, you 


advised to bring asbestos masks & gloves. 
Dry - Dry 
Meremere was the first major coal-fired power station in 


Zealand. Decommissioned 1991. 


Accessed: 2004 Durgin/Nivelo 
Back office area (that is not attached to PS) still used 


well into the night. Workers there during the day. 
2000 Beanz & Dirge? Erob? 

4.0/5.0 

2010-01-07 13:00:00 


MIHEXHAM 
M.1I. STEEL 
2 long empty warehouses, 3 smaller admin type buildings 


of surrounding vegetation. 


Large derelict warehouse and manufacturing facility at the 
southern end of the Hexham bridge. Easy access. Some 


still intact. 
Photo clan views of Hexham Bridge 


Old internal beam crane 
Nice shadows, windows, signage, graff and junk to 
a centre piece of a burnt out later model Magna; nothing 


classy like a burnt out Magna. 
[GPS:-32.824414,151.685338] 


exists. 
an 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


something 


don't fall 
Water Level: 
Cond: 
History: 
To-Do: 


Notes: 
Phelonius, 


update. 
Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
running 


Access: 
canal 


canal 
Alternatively, 
low 

Locality: 


Region: 
Country: 


Concrete blocks make for no vehicular access but no fence 


Park up on grass opposite, room for 2-3 cars. This is also 
access road for an auction house and other businesses. 
Hexham 

NSW 

Australia 

Pterodactyls nest here. 

Rape dungeon, body dumping ground. 


Surely has asbestos hazards. Has a large tank full of 


very unpleasant - climb the ladder and have a look but 
in. 
Dry - Dry 


Tin warehouse sheds and fibro buildings 
Former M.I. Steel plant. 
Climb old Hexham Bridge. 


9 if newer Hexham bridge has internal access. 


Paint big clan logo on outside. 
Double-listed as Swift and Loveless by by Vox, Sids, 


Kazman and Intrepid, March 2014. Listing combined as 


Goretex Woes 2010 
2.0/5.0 
2010-12-22 13:00:00 


Millepatte 

The building footings of a Holden dealership. 

Hundreds of structural pillars, vast space and a canal 
through the middle. 

D/S of Kogarah 1/2/3. From Nth end of Harrow Rd go in the 
and walk D/S. About 75m down, behind McDonalds, go up the 
that comes from under the Holden dealership. 

open 

one of the many grilles on Subway Rd that are against the 


wall infront of the Parts department of Holden. 
[GPS:-33.95664740760167,151.1368426680565] 
Rockdale 

NSW 
Australia 


Care: 
be 


Eek!: 
Cond: 


History: 
million 


was found 


To-Do: 
little 


Notes: 
pillars: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


means 


Features: 
timber/dust 


Access: 
neighbours 
St and 
buried 
Locality: 
Region: 
Country: 


Care: 
Eek!: 


places. 


Water Level: 


Vatch out for stoners and/or junkies that may or may not 


there. Evidence of homeless also present. 

Vatch out for used needles and syringes scattered about. 
Dry 
Graff everywhere. 

United Holden opened their new purpose built, multi- 


dollar facility in September 2002. A full shotgun shell 


on 21.11.2008. 
Jump across the canal without injury ;) See if any of the 


louvered doors in the wall can be opened. 
Was named by our French associate, because of all the 


french for 'Millipede'. 

21.11.2008- Bastion, Hatsumi, Scarecrow 
2.0/5.0 

2008-11-21 13:00:00 

2008-06-30 14:00:00 


MiniGong 
Toowoomba Maltings 
Heritage listed maltings, not as big as Mittagong by any 


but similar setup and plenty of remaining plant and tools. 
6 or so large, timber drying rooms, amazing old 


smell. 

Conveyor belts and hoppers in pretty good 
condition. 

Kilns in sub-basements 


Some graffiti and vandalism downstairs. 
1 Open window/s on northern side of building (-27.542103, 
151.942737). Avoid approaching from Jellicoe St, as 


have been known to be nosy. Less obvious parking on North 


walking south across the creek, there's an old boiler half 


in the creek too. 

Toowoomba 

QLD 

Australia 

Rotten floors, collapsing roofs/floors, stoned teens 

Nosy neighbours, adjacent buildings are active and you can 
unassumingly walk out into active storage yards in a few 


History: 
stages, in 


the 


To-Do: 
newer 


have a 


remains. 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


left is 
Access: 
groups can 
therefore 
in 


Locality: 
Region: 
Country: 
Care: 
only. 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


formerly 
Features: 
on 


lovely 


Comprises a complex of buildings erected in several 


1899, 1907, and the 1960s at Black Gully, Toowoomba for 


purpose of turning barley into malt 
Closed in 2011 
Some newer concrete sections have been amalgamated into a 


active shed, must go say hi to the current tenants and 


gander. Silos have been removed but tower of some sort 


Unknown, based on visits in 2016 by NoPro. 
4.5/5.0 

2016-10-18 10:54:32 

2016-10-31 17:27:26 


Missing Fingers 
Abandoned lumber mill, not much stuff left inside, what's 


tagged for auction. 
Cnr Victoria & Osgathorpe Rds [Sw:255K19, UBD:214C07, 
Grg:207HO7]. Park in nearby residential streets. Small 


access via gap in gate on Osgathorpe Rd but visibility 


bustability is high. For larger groups enter via small gap 


fence in the cavity underneath building on S side. 
Gladesville 

NSW 

Australia 

High visibility from Vic Rd in some parts. Small torches 


2004 OneTel/Boris. 
0.5/5.0 

1995-12-31 13:00:00 
2006-01-05 13:00:00 


Mitchener Psychiatric 
Oldest building (abandoned) on active mental hostpital 


WWI hospital. Fire damage to some floors. 
4 of 5 stories of hospital goodness. Gorgeous basement, 
connecting to steam tunnels (linking to active buildings 


site), lots of undisturbed artifacts from years of use, 


Access: 
security 


screwdriver 
building, 


52nd St 
Locality: 
Region: 
Country: 
Care: 
asbestos 


Eek!: 
Cond: 
History: 
originally 


the 


then 
part of 
December 
restore 
To-Do: 
Nearby: 
motion 
Found: 
Rating: 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 


courtyards (with huge 


whole city 


Access: 
Enter by 


view from top. 
1: South side doors generally unlocked, in view of 


building windows. #2: Steam tunnel hatch ~150 yards SE of 
building.Checkerplate with no handle or hinge, need 


to lift. Head NW once in tunnel, goes straight into 
Lat: 52.272277177 Long: 113.787499522 - Addr: 40th ave & 
Red Deer 

OR 

United States of America 

Vatchful seccers (no alarm system last update), lots of 


in the depths. 
FIRE DAMAGE to 4th floor and attic. Do not die! 

Bad fire damage to upper 2 floors, structure is stable. 
Built 94 years ago in 1912, the Michener Center was 


nt 


Alberta's first Women's college. In 1917, it became a War 
Hospital for soldiers until 1922, at which time it became 


main building for the Michener Mental Hospital which was 


attic and 


built up around the site. Fir destroyed th 


the top floor when lightning struck it in June 2003. 
2005 saw money from the Alberta Govenment with a plan to 
the building, so get to it whilst you can! 


Explore more! 
Connected steam tunnels, give access to central plant (no 


detectors, door alarms present), possibly other buildings. 
2004 Obscenic(Stong) /Riotnrrd/ReduxZero 2004 

4.5/5.0 

1995-12-31 13:00:00 

2007-07-04 14:00:00 


MMU Mathematics Tower 

Manchester Metropolitan University Mathematics Tower 
23 storey high tower block. 

Lots of offices, lecture halls, staircases, 


ornate sculptures), canteens, etc. Excellent view over 


from top roof. 
On the western side of Oxford Rd opposite the Museum. 


climbing the fence round the back then head to any open 


door. 
[AA:????] 
Locality: Brunswick 
Region: North West England 
Country: United Kingdom 
Care: Not sure how structurally sound the place is. Some areas 
are 
asbestos contaminated and have been cordoned off. 
Cond: Trashed... 
Notes: Under demolition. 
Found: 2005 Siologen 
Rating: 35/50 
Created: 1995-12-31 13:00:00 
Modified: 2007-06-04 14:00:00 
Name: Mojito Madness 
Alternate: Harrington Water Tower 
Description: Water tower close to beach. 
Features: Nice view 
Access: Cnr High St amd Crown St Harrington 
-31.870762,152.687231 
Climb barbed wire fence then climb around gate at first 
landing 
on stairs. 
It is much easier to climb around heading up than back 
down due 
to avilability of hand holds on gate. 
Locality: Harrington 
Region: NSW 
Country: Australia 
Care: Residents next door and across the road. Best attempted at 
night. 
It is much easier to climb around heading up than back 
down due 
to avilability of hand holds on gate. 
Eek!: Mobile phone cell radiation site on western side 
Vater Level: Dry = Dry 
Found: 2011 Cummo 
Rating: 0.5/5.0 
Created: 2011-02-19 13:00:00 
Name: Molsens 
Description: Remains of a Molsens Brewery. 
Features: Not a lot beyond a ver nice rooftop view. Interior is 
mostly 
gutted and in darkness. Rooftop has a huge Molsens 


lightbulb sign 


only the 


Access: 
head 


theres 


Region: 
Country: 
Found: 
Rating: 
Created: 


Locality: 


odified: 


that sadly had its lights removed in mid 2005, 


frame, 
From 


Lakeshore 


which is fun to 


Blv 


round back of buil 


an open door. 
Downtown 


OR 


[Map 


d W, 
ding 


art: 


United States of America 


2000 
2.5/5.0 


1995-12-31 13:00:00 
2007-01-06 13:00:00 


climb. 
walk into carpark opp Stadium Rd, 


and at 


leaving 


the eastern end of the rear 


120T17] 


Name: 


Alternate: 
Description: 


closure of 


on 


the 


of 


Features: 


station 


rooms, 


Access: 
coast 


road 


to open 


while 


opens up. 


fence of 


Munmorah Power Station 
Munmorah PS 


Delta 


wikipedia: 
Electricity anno 


Munmorah power station 
decreasing energy dema 


Ss 
Munmorah was disconnec 
completely de-commissioned. 


station and it's o 


after 


surrounding land for housing. 


station. 


Outer perimeter: O 


Water cha 


nnel/canal 


unced on the 3rd July 2012 the 


45 years of operation due to 


nd. Units 3 & 4 had been maintained 
tandby but have not been in production since August 2010. 
ted from the grid in May 2014 and 


Plans are underway to demolish 


ut buildings and sell off the 500 acres 


ne coal conveyor that runs to the power 


running alongside power 


where water was pumped to cool the generators/turbines. 
Inner perimeter: G 


turbine hall, 


chim 


uard house, 


office block, labs, change 


ney stacks and all sorts of machinery. 


Drive past the Munmorah power station sign on Central 


highway heading east until you see the 


shoulder and park 


clearing and keep 


walking along the 
Once at the footy 


Then walk across the footy park to th 


after the sign. 


walking towards footy oval at 


trees. 
park, 


walk around the fence 


Buff point sign 
Walk through the trees 


Koala park 


tah ast 


outer perimeter 


over. 


parallel 


walking to 


office 


around 


(buff 


may 


perimeter 


open 


other 


Locality: 
Region: 
Country: 
Care: 
floor 


ground 


reception. 


random times 


appeared 
for 
through 
guardhouse 
The 


and 


the power station where barb fence has collapsed and climb 
Find and walk along coal conveyor through the marsh and 


with the creek till it slopes down to the main canal. 
Make sure all tradies/security has cleared the site by 


the visitor parking on other side of bridge and observing 
activity at front of power station near the main gate. 
Run back and crawl under the main gate and run towards the 


building where the temp fence has been erected. 
Move the temp fence and climb through the open window 


corner 
[GPS:-33.215735,151.533340] - entry point and parking spot 


point sign). Do not park near power station grounds - that 


tip off security. 


[GPS:-33.212860,151.535623] - entry point of outer 
fence. 

[GPS:-33.212548,151.539783] - entry point of office and 
window 


To exit, go back out through the window you came in as all 


points are boobytrapped (see below). 

Colongra 

NSW 

Australia 

Entry through the window is a bit high and tight from the 


as you climb through. Very tricky getting back down to 


level. Active phone lines within the power station at 


Avoid the outer perimeter gate as it has an active camera. 
Security patrols the station perimeter in a truck at 


but doesn't enter unless something looks suspicious (one 


around 6pm). The truck/ute will park in the visitor area 


about 5 minutes before entering. When security enters 


gate, a siren rings. Random rings can be heard in 


sure if that's security ringing in before they approach). 
patrol lasts 30 minutes but have been known to stay longer 


call for backup if they spot something. 


hall 


could 


found/spotted on 


Eek!: 
after 


Water Level: 


Cond: 
History: 
MW. 
temperature 
1968, and 
filters 


Units 


Notes: 
(Uega) 


couldn't 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
loading 


scattered 


Tradies operate on Saturday till after 4:30pm. 
DO NOT ENTER/EXIT via the open garage doors at the turbine 


after the main building where the open window is as those 


be boobytrapped - these contain motion cameras with large 
floodlights and are potentially active. 


Also need to add any similar floodlight cameras 


site should be avoided. 
Ticks or other nasties may be present in long marsh grass 


coal conveyor. 

Ankle - Dry 

Good but getting cleaned out 

From wikipedia: 

The station was constructed with 4 English Electric 350 MW 
turbo-alternators. Munmorah had a total capacity of 1,400 


Steam was supplied at a pressure of 2,500 psi anda 


of 460 °C. One unit was completed in 1967, another in 


the remaining two in 1969. Units 3 and 4 had fabric 


fitted in the 1980s, and this reduced load to 320 MW each. 


1 and 2 were relegated to emergency use from 1992. 


Explored 2015 Curly, Fish, Theedge. Thanks to Tyggriffic 


for providing security intel mentioned here and 
keeping in contact with Theedge at the power station (he 


make it due to work) 
2015 Pandaman 
540/59 2.0 

2015-09-27 14:00:00 


Musheons Water-Head 

Dexter's Training Ground 

8 or 9 storey building with rooftop, and lots of history. 
Upper soaked floors with fungus growing from the carpet, 


dock, rooftop views, typewriters and other things 
throughout some floors, lots of funky looking retro junk, 


pidgeon-haunted rooftop corridors with adjoining bathrooms 
(pretty cool), wrought iron water tank inside upper-most 


structure (totally full of water; over 40000L) for 


sprinkler 
system, old wooden stairs and banisters. Heaps of stuff to 
photograph. 
Access: 422-424 Kent St (directly opposite Druitt Pl). Through the 
small 
door inset into the bigger roller door. 
[GPS:-33.87236,151.20515] 
Locality: Sydney CBD 
Region: NSW 
Country: Australia 
Care: Staircases are old and could throw you off-balance due to 
the off 
angles. 
Eek!: Steep staircase in the upper-most structure on the 


roopftop could 
collapse; one person at a time, and don't step in the 


middle of 
the treads. 
Water Level: Dry - Slimey 
History: There seems to be quite a bit, lots of different 


businesses have 
occupied the building. Will find out and update. 


The Kindergarten Union first started Playways in the 
1930's. In 

the 1960's it moved to Clarence Street, Sydney. When the 
Union 

decided to close Playways the staff, who were all Early 
Childhood 

trained opened Play House Toy Shop in 1989. 

http://www.playhousetoys.com.au/resources.htm 

Radio 2EA occupied the top floor of the building, with 
their 


first broadcast going out on June 9th 1975, being a 2 hour 
broadcast spoken in Greek. 


http://crce.nsw.gov.au/_ data/assets/pdf file/0017/13508/No 41 Jun_1985.pd 
f 


http://en.wikipedia.org/wiki/Special Broadcasting Service 
Notes: Elevator has power, but doors won't open. Some lights on, 
but not 
many. Torch needed for stairwells. 
Make sure you close the smaller door in the roller door 


properly 

when leaving. Do this by making sure the flange of the 
frame sits 

either side of the big roller door, then pull the smaller 
door 

snuggly into place. 
Found: Dec 2010, Dexter & Scarecrow. 
Rating: 307570 


Update: 
completely 


do 


Update: 


are 


door in 


in the 


Update: 
secured 


Update: 


ladder thats 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
underground 


Features: 
brickwork. 
Access: 
UBD:254Q006, 


Missable 
tower, 


Locality: 
Region: 
Country: 
Care: 


Eek!: 
Found: 
Rating: 
Created: 
odified: 


2013-08-20 14:00:00 (Ghost) - Access: All entry points 


secured. Cannot squeeze through any gaps at all. Security 
check as paper leaflets found at entry points 
2012-11-10 13:00:00 - Still 


(Red) accessible for those who 


thin enough. Simply kick the smaller door in the roller 


so that the chain is stretched to its limits and squeeze 


gap that is made. 


2011-05-01 14:00:00 (F1@sh) - Small door locked tight + 
by chain and padlock. 
2010-12-10 13:00:00 (Sledgy) - Do not use the wooden 


lying down on the roof. 
It wont hold your weight. 
Trust me. 


2010-12-03 13:00:00 
2013-11-07 13:00:00 


Mushroom, The 
Petersham Water Tower. 
Huge mushroom shaped water tower with accompanying 


reservoir. 


Submarin interior, 


styl amazing 360 deg view, old 


Cnr Shaw St & New Canterbury Rd [Sw:296F10/063F10, 
Grg:373K06/015K12, GPS:-33.8964829092,151.156085399]. 
only in extreme fog. Jump gate and ascend to base of the 


prussik to first landing. 
Petersham 

NSW 

Australia 

Door is alarmed. Reservoirs are 4m deep in stagnant water, 
walkways are rusted. 

Near Copper Shop. 

1999 Trioxide/Siologen/Hatchet. 
5.0/5.0 

1995-12-31 13:00:00 

2007-01-17 13:00:00 


Name: 
Description: 
the 


Features: 


back 


Access: 
upstream 


gap at 


Locality: 
Region: 
Country: 
Care: 


height 


Eek!: 

Water Level: 
History: 
Found: 
Rating: 
Created: 


Name: 
Description: 
system. 


Myoshoji River Overflow Control System 1 
Enormous subterranean flood control system that prevents 


Myoshoji river overflowing. 


TEL: ~160,000m3 


Concrete! 


~5 storeys deep and hundreds of meters wide, they include 
enormous multiple 63m3/minute pumps that send the water 


vertically out into the river after a surge. 


The water volume capacity is 160,000 cubic meters 


Catch a train from Seibu-Shinjuku to Nakai station. Walk 


until you pass a baseball field. You can squeeze through a 
the top of the grills. 


Here: [GPS:35.716659,139.679105] 


Nakai, Shinjuku, Japan 

Kanto 

Japan 

Do LATE at night 

Do not waste time, locals are known to call the police. 
Need to be able to jump and lift yourself up onto a decent 


ledge. 
You need to climb down into the canal to access this. 
Shin - Dry 


Built in 1998 by Mitsubishi Heavy Industries 
Luke 2012 

5.0/5.0 

2012-02-08 13:00:00 


Myoshoji River Overflow Control System 2 
Enormous 5 storey subterranean river overflow relief 


Features: 


Access: 
Neodymium 


night. 
park at 
the 


outwards 


walk 


Locality: 
Region: 
Country: 
Care: 

3 


Japanese 


way out. 


the other 


very 
cross 
stray 


Eek!: 


Notes: 
require 


Vater Level: 


Tel: 380,000m3 


5 story levels of perfect concrete symmetry. 


Please contact Luke or (Melbourne) Cro key or BYO 
magnet so you can pull the overflow flap outwards 


Access is in a (pay to enter) park that is closed at 


Locals call the police on those that trespass into the 
night. You need to climb into the canal and use a key on 


gate, or try lift the reasonably heavy overflow flap 


(requires multiple people) - Entry to the park is just one 
obstacle. 


It is a quiet area so do NOT park nearby, or preferrably 
upstream from Nakai Station. 

[GPS:35.721564,139.673759] 

Nakai, Shinjuku, Japan 

Kanto 

Japan 

Very intense on the dodgy scale, you could be detained for 


weeks if unable to explain your presence instantly in 


and even then it would be very difficult to negotiate a 


Do not try to climb the park gates, they have spikes on 


side. 


Be careful where you jump a fence as locals are very wary. 


There are two IR sensor cameras that overlook the memorial 


close to the entry. You need to approach from the south, 
the river on the very left side of the bridge and do not 


into the memorial statue area. 
Do NOT leave fingerprints! 


They take them when you come through Immigration. 
Dry - Dry 
Pressure doors are not alarmed and safe to open, may 


strength of more than one person. 


Do not climb the stairs in the access stairs, only descend 


them; 
There is a camera pointed down them. 
Found: Luke 2012 
Rating: 5.0/5.0 
Created: 2012-02-08 13:00:00 
Name: N.S.0.0.S Vent Stack 
Alternate: Northern Sydney Ocean Outfall Sewer vent. 
Description: 20m h, 5m dia brick vent stack. 
* 292' (according to Water Board 
Journal) shaft underneath to N.S.0.0.S (Manly) sewer. 
* 
According to Sydney Water Board 1985 UBD, this shaft does 
not 
connect to N.S.0O.0.S, rather it connects to the "Albert 


St" sewer 


shaft?. 
Features: 
Access: 


Falcon St 
Door has 


Locality: 
Region: 
Country: 
Care: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
latticework 


Features: 
covered with 


Tee 


crossing 


which then connects to N.S.0.0.S. Do we have the wrong 


Deep shaft. 
St.Leonards Park [Sw:257L20/036L20, UBD:216F08/022L16, 
Grg:316A08, GPS:-33.8297963162,151.213220261] cnr of 


and Warringah Fwy. Through door at bottom of vent stack. 


SW padlock. 
North Sydney 
NSW 
Australia 

Do not fall into sewer - you will end up in Manly. 
Enter. 

1999 Trioxide. 

2.0/5.0 

1995-12-31 13:00:00 

2005-09-21 14:00:00 


Nature Strip 
Abandoned Railway bridge with 4m high ornate steel 


sides. 
300m long, the entire length of the bridges deck is 


grass, and 3/4 has trees, saplings and bushes growing on 
Theres also a ladder and platform up next to one of the 


girders. Quite a good view. 


Access: 
and the 
over 
the 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
place fora 


collect 


Access: 
traffic 


building 


Locality: 
Region: 
Country: 
Care: 
bricks 


next to 


a rats 


Eek!: 
probably due 


Water Level: 


At the intersection of Duke and Beaufort Streets theres a 
staircase and elevator leading up to an elevated carpark 


G-Mex Tram station. At the top of the stairs head directly 


top the train lines, climb over fence next to big fence at 


end of the bridge. [A-Z:9-E2/94-C5] 
Castlefield 

North West England 

United Kingdom 
Try not to be seen by passing trams. 
2004 Siologen 
35/50 
1995=12=31 130000 
2006-07-11 14:00:00 


Needs Moar Pooper 

Carrolls Pine Pooper 

Old lumber/landscaping yard with laboratories and showers 
Multiple buildings/Sheds, Lots of broken glass, great 


home made skate park, nil obtanium unless you 
broken 
glass and soil. 


Off Pacific Highway just after Hexham bridge after set of 


lights, drive through main gate, park behind 
so you 

aren't seen. 

[GPS:-32.814166882934444,151.69959425926208] 
Tomago 
NSW 


Australia 
Possible asbestos in admin buildings, 


lots of broken glass 


(Imagine falling on them *squirts blood*) Right 
main 
highway. Farm next door, probably couldn't give 


you're 
there. 
Roof has caved in most sections of admin buildings, 


to rain or large walrus living in cavity. 
Death - Death (Tidal) 


History: 
has 


To-Do: 
the 


Found: 
Rating: 
Update: 
wide 


Mining at 


Pine asa 


Created: 
Modified: 


Name: 


Description: 


machinery 
conveyor 
hold 

you all 


Features: 
Railroad 


Loads 


Access: 


walked 


came in 


your 


prevent 


Used to sell palms, logs and other wood related products, 


been closed for a long time and no development 
application has 

been lodged. 
Remove lounges and armchairs to better location to watch 


traffic go by. 


Drive car/bike up ramp into shed pit of doom 
Goretex & LB 2009 

3.0/5.20 

2011-04-16 14:00:00 (Miad) - All gates into location now 


open with no locks, place has been further trashed and now 
completley pointles to visit. 


A bit more on the history, it was once the labs for RZM 
Tomago, before it was closed and then bought by Caroles 
store house for timber. 


2009-07-14 14:00:00 
2011-04-22 14:00:00 


Nichols Rd Phosphate Plant 
Massive phosphate plant. Has a main plant with the 


still inside, plus three buildings connected to it via 


belts. One of the large buildings is a HUGE chamber to 
phosphate. Several other small outbuildings. Would take 


day to properly explor verything. 
Machines still intact. Processing stuff everywhere. 


next to it with apparently abandoned cars sitting on it. 
of buildings. 

Old Nichols Rd 

Mulberry, Florida 

We parked in the front parking lot, hopped the gate, and 
down the railroad tracks. However, aman ina red truck 


the gate and may have seen our car. Recommended you ditch 


car further up the road in the residentail address to 


Locality: 
Region: 
Country: 
Care: 
floors. If 


hitting the 


Eek!: 
spotted. 


Water Level: 


Cond: 
Notes: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


block. 
section 
misc 
determined 
Features: 
be 

which leads 
by a 
Access: 
path to 

of the 
Locality: 


Region: 
Country: 


suspicion. 

[GPS:27.888692,-82.03295] 

Mulberry, Florida 

FL 

United States of America 

The building which is a holding container has dodgy 


you went through, you would fall about 20-30 m before 


ground. Some other areas have dodgy floors. 

Also, watch for the man in the red truck. Don't get 
Dry - Dry 

Good 


Annapurna's Nichols Rd Phosphate Plant: 
https://vimeo.com/54049651 
Password: apcc 

Floridians, listed by Annapurna 2012 
5.0/5.0 

2012-11-19 13:00:00 


Nighthawk's Glen 
Nightdick's Den, Dickhawk's Den, Nightdick's Nook 
Interesting architectural quirk in the middle of a city 


Disused space between several buildings, long, narrow 


slightly above ground level overgrown with weeds and some 
loot. May provide access to other locations for a 
explorer... 


TEL = 15m x 5m rectangle. 
One corner has a moderately-large rock formation which can 


climbed. One side has makeshift grills covering a gap 


to a very deep building cavity. Other side is walled off 


storage cage. 
Walk down the laneway off Castlereagh near the corner at 
Liverpool. Keep to the right and walk along the curved 


the stairs. Climb up into the section right in the middle 


stairs. 
[GPS:-33.876376,151.208484] 
CBD 

NSW 

Australia 


Care: 
the 


out for 


Water Level: 


To-Do: 


surprises. 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


is one I 


in the 


house 


extensive 


Features: 
junk and 


interesting 


whether 


Access: 


Then 


Locality: 
Region: 
Country: 
Care: 
dawn or 


Don't look too suss, directly across and in full view is 


loading bay of a Chinese restaurant. Employees will come 


a smoke and look bewildered when they see you. 
Dry - Shoe 
Gain access to adjacent building cavity. 


Explore the rest of the laneway - it may hold other 


Nighthawk 2014 
0.0/5.0 
2014-08-31 14:00:00 


No More Pentair 
Pentair Manufacturing Plant, Exploranium 
Former Pentair research and manufacturing facility. This 


bumped into by accident just as I left Yennora when I was 


area on other business. 


Unfortunately not much left except a site office, change 
and a couple of office buildings. Was once a rather 


facility according to the map. 


Changehouse and old showers with lockers still full of 


helmets. 
Large filing cabinets moved outside with lots of 


schematics, documentation and forms. 
Two office buildings. 
One guardhouse and funny traffic lights that indicate 


radiation has been detected in vehicle. 
Access point under wire fenc 
[GPS:-33.859142,150.958339] 

Once through, run across to the canal and over the bridge. 


run to the changehouse to start the tour. 


Yennora 

NSW 

Australia 

Access point is fairly busy with cars. Might need to do a 


outside 


Water Level: 
Cond: 
History: 


dusk trip. Some sort of large diesel/gas generator placed 


the changehouse. 

Dry - Dry 

Good - getting demolished 

There is hardly any news article of this place - 
http://au.valves.pentair.com/water/about_us/news/? 


id=tem:285-34348 


To-Do: 
very 


Found: 
Rating: 
Created: 


Name: 
Description: 
second 

some 
Features: 
Access: 
front. 

the 

from the 


back, 


up the 


continuing on 


Locality: 
Region: 
Country: 
Care: 


is 


Eek!: 


boar, and 


Water Level: 
Cond: 
Notes: 


Need to climb into office buildings. Windows are open but 


high. 

2015 - Theedge 
3.0/5 30 

2015-10-03 14:00:00 


Noralyn Phosphate Plan 
Massive phosphate plan 


One main building with silos, a 


large building connected to it via a conveyor belt, and 


smaller outbuildings. Several control rooms. 
Intact machinery, control rooms, silos, amazing view 
3301 Noralyn Mine Rd, Bartow, Florida. Don't drive in the 


When you reach the entrance road, continue driving around 


mine on the US highway. You should s the mine clearly 


road as you do this. The road goes around the mine to the 
where you see several train tracks and a dirt road. Drive 


dirt road and hide your car in the bushes before 


foot along the tracks. [GPS:27.845888,-81.864861] 

Bartow, Florida 

FL 

United States of America 

Active site directly adjacent to it. Don't be seen. Be 
reasonably quiet because the sound will carry if the wind 


right. 
Dodgy flooring. Watch EVERY step you take. 
DO NOT be there after dark. Apparently there are wild 


they like to maul people at night. 
Dry - Dry 

Good with dodgy bits 

Annapurna made a video of it: 


https://vimeo.com/53917440 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
courtyard. 


Access: 
or over 


Locality: 
Region: 
Country: 
Care: 
great 


pool of 


2) 


Eek!: 


Cond: 
History: 


next to 
Found: 
Rating: 
Update: 
abit; 
no 

out. 


Update: 
FATS 2 


Water Level: 


password is apcc 

Floridians, listed by Annapurna 2012 
50750 

2012-11-20 13:00:00 


Norphanage 
St James Catholic Orphanage, 1912. 
Four Floors and 3 separate buildings with a central 


Contains an attic bedroom with an underground basement. 
Cnr Bourke St & Mundy St. Access via front entrance gate 


the fence. Nothing a monkey can't figure out. 


[GPS:-34.760724,149.709975] 
Goulburn 
NSW 
Australia 
Best during day time as night tim 


the place becomes a 
place for the local 'druggo's'. That is, creating a cest 
diseases and the usual profanity attached to such behavior 


Some rooms are drenched in Pigeon faeces, 


Dry - Dry 
Good condition for the age, Some modern works apparent. 
Dougo: 


Found in 2008 by (testing memory) Curly, 
Doug, Drac, Flert, Mira, Nivelo, Rogue, Tube & Wes. 


Also, if you go up the double RCPs (right 
tunnel) of Goulburn Darkie, you can exit a grille right 


the orphanage - it's a cool way to do it :) 

2010 Neptune/Anakaine/Pandaman 

4.0/5.0 

2015-12-21 13:00:00 (Red) - Fire damage extends back quite 


almost halfway back across the building. Roof is open and 


tarpaulins or the like have been placed to keep the water 
This place is going to slowly rot... 
2015-11-03 13:00:00 (Maggot) - Building is currently on 


Update: 


Created: 
Modified: 


2011-06-12 14:00:00 


(Goretex) - 


http://www.clan.org.au/homes details.php?homesID=176 


See above 


for history, actually called St Johns... 


Interesting web address too 


2010-09-30 14:00:00 
2016-11-05 07:12:45 


Name: 


Description: 


out 
Features: 
lookouts 


Sydney 


Not 


Access: 
towards 


old 


your 


right hand 


the 


small 


second 


Explorer. 


Explorer. 


Locality: 
Region: 
Country: 


The 


North Illawarra Relay station 
Low frequency radio repeater station. 


35-40m 


high tower with half a dozen yagi antennas looking 


over the escarpment between Wollongong and Sydney. 


2 lookout 


The best view of the 


along the 


platforms 


Illawarra afforded from any of the 


coastline. A single panorama could include both 


and Wollongong. 
Old surface strip mine located slightly north of the site. 


really anything interesting here. 
Check out google maps to see 


trails. 


Can be accessed via bush 
the tracks to take. 


Head south on old Princes Highway (Not F6. Head down F6 
Wollongong, take Helensburgh exit, turn right at first 
roundabout. This is the old Princes highway). Head along 


Princes Highway until you pass 


left. Anot 


swing in 


the road, proceeded immediately by a 


Boomerang Golf Course on 


ther few hundred meters of road will reveal a 


dirt road to 


left. Take this dirt road. 


You will 


concrete blocks placed on the right 


This road 


one. 


second leads 


The first 


know you have the right track by the presence of 


of 
to 


the road. 
take the 


hand side 
You want 


has 3 left hand sideroads. 


Bad 


leads to a TV repeating station. 


to a Telephone Comms Tower. Also bad 


Maddens Plains 


NSW 
Australia 


Care: The TV tower is likely to have service personnel drop by 
from 

time to time. 

The tower is bloody high. It has a fall guard, but you may 


want 
to consider taking a climbing harness anda set of 

prussics with 

D clips. The escarpment is subject to high winds 

approaching with 


little warning, you do not want to be caught up here. 
Water Level: Dry = “Dry 
Cond: Excellent, brand new. 2007 
To-Do: 360 Pano photo from top in low wind situation. 
Found: Anakaine, Neptune, 2007 
Rating: 3.075:%.0 
Created: F995H=12=37 t3 20000 
Modified: 2008-01-04 13:00:00 
Name: North Rocks Dam 
Alternate: North Rocks Water Retarding Basin. 
Description: Huge 30m h, 50m w concrete dam. 
Features: Archway through bottom allowing pedestrian access (when 
not 


raining) Spillway, Semi-circular turbulence "twister". 


*Excellent* abseil. 

Access: 100m down gravel track from end of Loyalty Rd [Sw:232N18, 
UBD:191C02, Grg:278C02, GPS:-33.7757358249,151.005508702]. 

Locality: North Rocks 

Region: NSW 

Country: Australia 

Found: 1999 Trioxide. 

Rating: 3.0/5.0 

Update: 2016-06-07 12:46:05 (Ellipsis) - Update Status: 


http://www.bom.gov.au/fwo/IDN60233/IDN60233.567072.plt.shtml 


Loyalty Rd Basin as it's formally known 
as, should be afforded due care when it rains. 


05/06/2016 16:23 9.14m recorded water level. 


Update: 2016-02-21 03:27:27 (Tim Dole) - Update Water Level: Water 

level 
rises well above the slopes at the bottom. 
https://www. youtube.com/watch?v=AKQezakDsZI 


Created: 1995-12-31 13:00:00 


Modified: 


Name: 
Alternate: 
Description: 
Features: 
empty 
cupboards and 
Access: 


Chalmers Rd 


in 


likes to 


remove the 


properly). 


the 
top of 


Locality: 
Region: 
Country: 
Care: 
side 


really 


with the 


Water Level: 
Cond: 
History: 
Notes: 
dragonfly, 


2004-08-20 14:00:00 


Not That Place! 

Wynleigh Nursing Home 

A single level nursing home, 
The place is almost intact, 


with about 20 rooms or so. 
no graph, nothing broken. Just 


of occupants. The beds and linens are still there, 


bed curtains as well. 
The nursing home is 1 house away from the corner of 


and Barker Rd, almost across from Elwyn St. 
No it is not the old brick house construction site covered 


white plastic sheets. 
Jump the front gate (white wooden fence/gate). 
DO NOT go by the back entrance on Barker Rd, as it is the 


neighbour backyard/parking space!!! (and the neighbour 


smoke his cigarettes on a chair in the backyard!!!) 
The window on the left of the main door is not locked, 


window net, 


open the window (pleas 


replace the net 
[GPS:-33.877308,151.082219] 
A door is also unlocked if you go around the building on 


right of the main entrance. You will see a single door on 
a wheelchair ramp access. 
Strathfield 

NSW 
Australia 
Be careful 


[GPS:-33.877185,151.082034] 


at all 


time as you are highly visible on either 
of the property by the neighbours. The front entrance is 


exposed to the street. 
The house at the corner of 


Barker St share its backyard 
nursing home, with direct view into several windows of the 
nursing home. 

Dry = 7 Dry 

Perfect 

Use to be a Nursing home. 
Look for the birds in th 


Now an empty one... 


cage, the teddy bear, the 


the shark and the Piano. 


Found: 
Hatsumi 
Rating: 
Created: 


07/2011 - 


3.0/5.0 


Bastion, 


Cryogenic, 


2011-07-31 14:00:00 


F1l@sh. 


Following intel by 


Name: 
Alternate: 
Description: 
a 

abandoned. 


UrbanGrowth to 


Features: 
some 


junk 


some 


are 


mostly are 


place is 


Access: 
footpath 


next to 


spotted 


Boral 


NSW Maritime Homebush 
Triangle Transport 


Bay Depot 


Depot once used by NSW Maritime. 


company called "Triangle Transport" befor 


Then subsequently used by 


being left 


Now it is being sold off by the NSW developer arm 


the highest bidder to be announced next month. 
A group of abandoned sheds and bu 


old signage, 


lying about. Not much graffiti 


copper stripping. 


Two sheds, 


work scrawls on a ch 


an 


ildings, mostly empty but 


alkboard can be found and 


d fairly clean apart from 


middle building/shed to rear of property and front sheds 


accessibl 


locked up. 


The main buildings at the 


One shed has a 


top right corner 


reception office with lads mags all over the desk. 


Apart from that no 


to run around and 


highly visible from a few of the apartments. 
There was a hole in the gate at the front next to 
but it was fixed recently. Otherwise go round the 


the power pol 


going in by the cyclists or the park ranger. 


thing interesting. A good place 
test your Urbex ninja skills as 


the 


the 


back 


and climb over the barbed wire?? 


Highly visible area. 


Make sure you don't get 


Also next to 


which is very active during the day. 


Locality: 
Region: 
Country: 
TO=DO: 
Found: 
Rating: 
Created: 
Modified: 


-33.822985,151.0755987 
Wentworth Point 
NSW 
Australia 
Try and access th 
Theedge 2016 


other buildings at the front. 


2. Df 55.0 
2016-09-25 12:54:43 
2016-11-01 22:42:15 


Name: 
Alternate: 


Description: 


basement. 


Access: 
(W?) 

Far cnr 
between 
There 
Depends 
Locality: 
Region: 
Country: 
Care: 


Notes: 
Is it 


Found: 
Rating: 
Created: 
Modified: 


NSW Uni Of Tech Tower 
Short=NSW Uni Tech Twr 
Space between original 


Bldg Foundations 
Bldg. 
excavation hole, 


and walls of 


Also has door 
levels. 

Thomas St [Sw:297F04/027F04/065F04, UBD:236A16/003B15, 
Grg:345F16/003B15, GPS:-33.8831157053,151.200290957]. 


to complex of servic 


vehicle access ramp from street to lowest (of 2) 


of level has wire fence, climb over. 


wall and native rock. At bottom, 


were some lights on here at the time, 
on finding roller door open. 
Ultimo 

NSW 

Australia 

Beware getting lost in servic 


spaces. 


spaces inside basement 


Down 


levels. 
Chimney down cleft 
walk along cleft to door. 


but no sign of use. 


This to our knowledge hasn't been explored since 1993... 


even still accessible?. 
1992 Diode. 

3.075,00 

1995-12-31 13:00:00 
2004-08-31 14:00:00 


Name: 


cement factory 


Features: 
Access: 
Darra. [197 
Locality: 
Region: 


Nuclear Winter Desc: Partially disused Silos and 
Silos, walkways, machinery, 'snow' 


Through the back is less visible, from Limestone St, 


R13] 
Darra 
QLD 


Country: Australia 
Eek!: In use during the week, unsure about weekends. 
Cond: Good, little destruction, small amount of graff. 
Notes: Was empty on the sunday arvo we visited. 
Found: 11/2003 dsankt/ekweleks 
Rating: 4.5/5.0 
Created: 1995-12-31 13:00:00 
odified: 2005-01-04 13:00:00 
Name: Nymagee Music Festival 
Description: Abandoned Music Festival Setup, consists of about 4 


caravans Two 


performing stages Two blocks of toilets, showers,and 
assorted 

Shelters (hand made bush style), two small abandoned 
houses at 

the front of the property. 


Features: A Bus!, Drum kit. A great place to camp the night - good 
atmosphere. 

Access: GPS:-32.068032,146.308498 
Walk in from the road. 

Locality: Nymagee 

Region: NSW 

Country: Australia 

Care: Keep your eye on the locals they didn't seem to care but 

some of 


these people are very strange.. 


Eek!: Nymagee Does not have a petrol Station but It does have a 
pub!.Fill up at cobar or else you may get into trouble. 

Vater Level: Dry - Dry 

Cond: Average 

History: Place had a festival back in 2006 they were hoping it 

could come 


back every year to bring tourism to the area.It never 


returned. 

TO=DOs Go NORTH and check out the Nymagee Open cut mines aswell 
Found: What 2010 

Rating: 2.0/5.0 

Created: 2010-03-17 13:00:00 

Name: Nyngbar Watower 


Description: Nyngan-Cobar Water Tower. 


Features: 
Access: 
Locality: 
Region: 
Country: 
Notes: 
camp 


fence that 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


into 


Access: 


floor, 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
History: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Features: 


Great view of countryside!. 
On main road, Nyngan-Cobar [NDR]. Climb up ladder at rear. 
Cobar 


NSW 
Australia 
On the other side of Cobar are excellent secluded roadside 


sites. Look for small "TR" signs. TR57 has detatchable 


leads to a small clearing, hidden from the road. 
2002 dTrog. 

3.0/5.0 

1995-12-31 13:00:00 

2003-06-27 14:00:00 


Oatley Bowls 
Small Disused Bowling club majorly Trashed but peacfull. 


Two over grown bowls and a burned out building adjacent 
They went to the effort to brick-up all doors and windows 


the premises. 


35 River Rd Oatley. 


[GPS:-33.981818,151.078379] 
Interesting access - Climb the extension cord to the 1st 


dont worry its not that high. 


Oatley 

NSW 

Australia 

if you heavy....Dont climb the cord 


Dry - Dry 

Trashed 

there is a masonic tag on the building, 
GHOST / WHAT - 2011 

0.5/5.0 

2011-02-17 13:00:00 


wounder why? 


Old insane asylum 
not known Desc: 
2 levels, bathroom 


Topside, mental asylm 


Access: 
Locality: 
Region: 
Country: 
Eek!: 
History: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
area, 


there 
out 
Access: 
Locality: 
Region: 
Country: 


Care: 
and 


Water Level: 


History: 
site. 


To-Do: 
WW2 


slightly 
accessible, 


currently 


inside functioning asylum at ispwich 
Ipswich 

QLD 

Australia 

apparently no floors 


a hiding escapee died when he fell through the floor 
2002 Subnormal 
0.0/5.0 


1995-12-31 13:00:00 
2004-09-03 14:00:00 


Old Ropes Creek Station 
Abandoned train station 
The pedestrian bridge is still up with decent views of the 


inside the guards office is pretty stripped out although 
are some cool looking levers still there. Should check it 


only if in the area, nothing too exciting. 
Jump the fence anywhere around it. 


[GPS:-33.727687,150.780938] 

Ropes Crossing 

NSW 

Australia 

Watch out when jumping the fence, it's really bendy. Oh 


beware of the rocks around the north side of the site.. i 
sprained my ankle by slipping on them when landing, ouch! 
Dry - Dry 

Used to be a part of the old St. Marys Munitions Factory 


Train line was built in 1942 and closed down in 1986. 
See if there's any other remains around the area from the 


days. 

2009 xsv 

2.0/5.0 

2015-11-09 13:00:00 (Tim Dole) - Not sure if it's worth 
mentioning or not, but this site has been 'renovated'’ into 


family friendly park. The original platform remains, 


remodelled. Th 


original signal leavers are still 


they are housed inside a locked room, but the gate 


doesn't have a padlock so easy access. 


Update: 
the 


place, 


right 
proposal 


platform, and 


they 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
a stint 


ago. 


went 
a 


Features: 
connected by 


random stuff 
hospital 

has a 

door has a 
hunch it 
skid marks 
Access: 


at the 


2012-09-29 14:00:00 (Drainbiz) - The former building on 


platform burnt down early 2012, the levers still remain in 


rusting away. 
Now has an exterior fence 


(temporary) and another fence 


around the edge of the platform (permanent). Development 


on fence mentions demolishing all but the concrete 


turning it into a park-type reserve. 
Should probably be moved to gone if Dunheved station was, 
are in similar states of (dis) repair. 


2009-12-28 13:00:00 
2015-11-30 13:00:00 


Old St Vincents Private Hospital 
Gormans Hill Nursing Home 
This is the old South Bathurst 


Private Hospital. It spent 


as a Catholic Nursing home before closing down a few years 


Old 2 Story hospital, several 
buildings all pretty big. Heavily trashed in parts. A fire 


through here a month or so ago but it's still standing and 


great explore. 
Several old hospital buildings, 


all accessible and 


long corridors, many many rooms and halls, plenty of 


still lying around but much has been burned. Massive 


vibe still. Has its own indoor pool too! One of the rooms 


vertical 5ft RCP running through it, and the room next 


large, very solid steel "safe" looking thing.. I have a 


may be the crematorium or morgue.. There are motorbike 


up some of the corridors?! 
Located on Ufold Street/Eric Sargeant Drive here 
[GPS:-33.429382,149.5934111]. The big fenced off buildings 


dog-leg in the road where the street "changes names". 


This site is a walk in. Simply head through 
the gap in the fence at the gate and peel back the poorly 


nailed 

plywood on one of the windows. 
Locality: South Bathurst 
Region: NSW 
Country: Australia 
Care: Neighbors pretty close on one side of the site, but not a 
problem 

if you just use the main gate on the dog-leg corner. 

Very quiet road too. 
Eek!: Floors a bit weak in some rooms, holes burned through the 
floors 

in others. Roof may collapse in parts. 

Watch out for broken glass/nails etc. 

Water Level: Dry to shoe. 
Cond: Okay in parts, pretty badly trashed and burned in others. 
History: Used to be the old Bathurst Private Hospital, since then 
Pe 

became a catholic nursing home. There used to be another 
large 

building here too but it was knocked down and they are 
putting 

houses there. Maybe the whole site will go soon? 
To-Do: Find the utility tunnels/basement cavities. They can be 
seen 

through some of the large holes burned in the floor. Also, 
find 

out where that vertical RCP leads too. 
Found: 2015 DC. First explored 2016 DC 
Rating: 4.5/5.0 
Created: 2016-10-30 07:46:40 
Modified: 2017-02-16 16:55:47 
Name: Old Sydney Town 
Description: Abandoned convict amusement town near Gosford. 
Features: 25+ cottages, a tunnel (inaccessible), a windmill, a kiln, 

massive open church like structure, a carriage, a 


playground and 

heaps, heaps more. 

* Plus: Small 20m convict boat that resides at the bottom 
of Old 

Sydney Town. 


Access: 
Hwy, 


Signs all 


green 


Reptile 
doing 
concrete 


pathway. 


(essentially 
you 

fence 

your 
Locality: 
Region: 
Country: 


Care: 
of the 


and 
around 
is 

of cars 


Reception 


Eek!: 

Cond: 
Photos: 
History: 
Closed 27th 


Found: 


Recommendation 


Drive N al 
Sommersby 
the way [S 


fence at t 


2013 


(Kazman) - 


ong F3, 


exit, 


w:504E14, UBD-CC:085M05, 


he front. 


Park, Go through the bush, 


this at night be careful of ditches. 


when nearing Gosford ta 


following the Australian 


Grg:NDR]. 


ke the Pacific 
Reptile Park 


Jump over 


Easy access is through end of carpark of 


look for a concrete slab. If 


Onc 


passed the 


slab go through towards the left hand side and find the 


You're in. 


Things to be careful about are the reception hall 


you're walking around the main hall/st 
walk towards the right and step over 


(it's very easy) 


own risk. 
Kariong 
NSW 
Australia 


Caretaker and residents. 


town, 
cottage) 


use O.S.T to access their property, 


the place, 


used as a wedding reception venue, 


avoid being out in the open at any time. 


you'll be in the Rept 


Residents reside over th 


in a cottage that is usually lite up 


COrage area. 


Also if 


the short razor wire 


tile Park, do this at 


Caretaker resides at the bottom 


(near the kiln 


lak 


please avoid area. 


so use stealth mode 


Now it 


so if there are heaps 


in the carpark you may want to come back another time. 


hall is in 
is to 

do at nigh 
Big dog's 
Perfect, u 


the middle of the entire complex. 


cee 

next door to rep 

n-touched, PLEASE LEAVE 
n site. 


windows or anything else o 
www.oldsydneytown.com.a 


Opened som 


tim 


Jan 2003. 
2003 Mills 


y. 


U. 


IT THAT WAY. 


tile park that bark loudly. 


Don't break 


after 1972 for commercial operation. 


Rating: 
Update: 
to the 


reception 


still run 
use 

use 

space and 
times to 


less 


still 
buried in 


equipment, 


barrel bolts 


pliers 
last 
to the 


in. 


previously 


you've 
day 
suggested 
entry you 


dog 


Update: 
near kiln 


5.0/5.0 
2014-04-21 14:00:00 (Kazman) - (April, 2014)The main entry 


park, next to the reception area is now burnt down. The 


hall is damaged and wide open in many areas. 
The park is accessible through the rubble, but you'll 


the risk of running into someone this way, just to be safe 
the access I provided a couple years ago and then you can 


this way to come out by walking through the giant burnt 


then walk parallel to the reception hall. Also pick your 


do this site, early morning public holidays would mean 


likelihood of you running into anyone. 
The antique carriages (those that survived the fire) are 


there next to the rubble, among some other stuff still 


the rubble, the reception hall still has all its 


seems that the owners no longer care about anything 
Doors to many buildings were either kicked in or the 


were screwed in (easy to unscrew though, take a pair of 
with you). No wonder the grounds keeper was so pissed off 


time. The door to the windmill is wide open and the door 


building where the grounds keeper was staying is kicked 


When w xited the site we ran into that loud dog 


mentioned above, he was on the other side of the fence and 
greeted us with a single "woof" as if to say "I know what 


been up to, and next time your arse is mine, have a good 


now". Be careful of the dog, if you use the access I 


you won't run into him, but if you use the burnt down 
may because that's pretty close to the building where the 


lives. 


2011-01-22 13:00:00 (Red) - No more caretaker. Cottage 


lake' 
of 
property 


sort of 


are 
which 
and no 
apart as 
with the 


ship. 


Created: 
Modified: 


Name: 


Description: 


anda 


Features: 
to the 


own 


Access: 
[Sw:248D06, 


Wonderland 
M7. 
Locality: 


Region: 
Country: 


is dead and empty. Not sure about the 'residents by the 


thing. This entire place was empty all over with no signs 


light except from a building in the north-west of the 


with 5-10 trucks parked next to it. It looks like some 


truck depot. 


Old Sydney Town has not been looked after and many areas 


falling apart and have tape around particular buildings 


have dodgy stairs and dodgy floors. No signs of vandalism 


graffiti, although this place is just naturally falling 


it gets weathered. The docked ship is rotting away along 


gangway so please take care if attempting to access the 


No sign of an active ‘reception hall.' 


Photographs of this location can be found here, @: 
http: //www.oldsydneytown.com.au/gallery page.html 


1995-12-31 13:00:00 
2014-07-22 14:00:00 


Old Wallgrove Hostel 
Military Reserve Area. Several large two storey buildings 


few single storey buildings. 
Urbexious Cow, a cow explored a room not directly linked 


outside, did shit in said room, then proceeded to walk in 


shit and leave hoofprints of shit on its way out. 
Cnr of M4 off ramp westbound and Wallgrove Road, 


UBD:186E10, Grg:270K10]. 


Main gate is opposite former 


site. Drive under new M7 and park outside, or walk under 


GPS:-33.803198,150.85702 
Minchinbury 

NSW 

Australia 


Notes: 
shmoo". 


Found: 
Rating: 
Update: 
facility 


brickwork on 


and 


before you 


due to 


bits of 


traversable. 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
this isa 


from 


Features: 
darkness 


penstock 


the 


staircase up 


amazing 


Access: 
only 


Refound 2007, Urbexious Cow: "Don't walk in my poo, 

Other song titles by Urbexious Cow: 

"My poo-suede shooes"; 

"Walk a mile in my poo"; 

* "My poo is made for walking". 

2001 Bullwagon. 

3.0/5.0 

2008-01-05 13:00:00 (Straykat) - ***Buildings to the north 
bounded by chainlink fencing are an old sewage treatment 


+ + %* 


for the hostel, circa unknown but old hard red clay 


big holding tanks 
Century. Groovy early electrics, 


(a la Roosters Egg) suggests early 20th 
an old style pumphouse 


numerous dangerous pits below the feet. Look carefully 


tread. Pumphouse has many flooded lower levels, visible 


fairly clear water. Big brick tanks are filled with big 


gravel for filtration purposes and are therefore 


Definitely worth a look. 


1995-12-31 
2007-01-21 


13:00:00 
13:00:00 


Ontario Power Co. 
OnPCo 
Sitting amidst the eternal 


Hydro Plant 


rain of the Horseshoe falls, 


hulking concrete box of a structure, situated barely 500m 
the base of the falls. 


A huge and immaculate generator hall, albeit in complete 


due to all the windows being boarded up, control rooms, 


basement and various misc upper floors. Through a door at 
rear of the main control room is the insanely long 


to the top of the gorge, offshoots of which lead to the 
valve chambers and penstock shafts all situated within the 
bedrock of the gorge cliffs. 
Situated beneath the Horseshoe Falls 


[Mapart: 748 X38] its 


access 
the road 


access 


at the 
CHeck all 


Locality: 
Region: 
Country: 
Care: 

Vater Level: 
Cond: 

Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
The main 

and an 

aid 
rooms/random 


Features: 
and 


several 
Siding, dam, 


walkways, 


rigged 


anda 


Access: 


accessable via its service road which also doubles as the 


road for The Maid Of The Mist. 


Either make your down to 
thru the Maid of The Mist Centre or directly from the 


road which is just north of the centre, 
[Mapart: 738 W38]. 


off Niagara Pkwy 
Head down service road, take the right 


fork and continue down. Access into the plant varies. 


rooftop doors and the main doors. 
Niagara Falls 

ON 

Canada 

Ladders up to Valve Chambers are dodgy. 
It rains down there 365 days a year 
Excellent. 


2004 Kowalski/Speedboy 
0.0/5.0 
1995-12-31 13:00:00 


2007-01-06 13:00:00 


Orange Abattoirs 
Bindaree Beef 
A large abandoned 3 story abattoir just north of Orange. 


building alone is huge, with 2 separate abandoned houses 


admin block, a mess hall and lunchrooms, rest rooms, first 


room and a heap of office blocks/garages/change 


rooms/kitchens/showers etc. 
Multi story main building featuring ramps, roof cavities 


rooftops, servic 


tunnels, a flooded sub level section, 


substations, water treatment plants, its own railway 


drainage, many unusual cavities, basements, ladders and 


machinery, massive cool rooms, lifts, and lots of the site 
of office 


two abandoned houses 


with meat hook racks. Also an admin blocks full 
equipment, many separate buildings, 


garage. 
Main building is here: 


[-33.2359416,149.1091919] 


and 


33.2302587,149. 


site. 
Locality: 
Region: 
Country: 
Care: 
also, look 


blue 
Eek!: 
Cond: 


History: 
become one 


million 


floor. 


the 


TOR DO: 
heap of 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Vater Level: 


Main access road and gate is here: 
[-33.2380953,149.1041869] but very visible from the street 


parking here would be sus. 


Best 

access is to park on Clergate Rd here: [- 

1036773] 

and just follow the active railway cutting back to the 


Orange 

NSW 

Australia 

Lots of random holes in the ground so tread carefully, 


out for trains as the railway runs right beside the plant. 


Also, a large wall in one room has half 
fallen down and caught on a pipe. Avoid the crooked light 


wall. 
Crazy cows on the site.. 

Dry - Knee 

Fairly good, besides the fallen wall. 

The plant opened up in the 1920's, and by the 60's had 


of th 


largest meatworks in NSW. 


It was mainly used for packing meat but received a 30 


dollar upgrade in 2002, including a large modern slaughter 


However the place was closed just 
a year later, mainly due to a shortage local cattle making 


size of the place unviable. 
Explore the place during the day, I'm sure we missed a 


stuff. 
2015 Darkclarky, Cactua and Ellipsis. 
5.0/5.0 


2015-08-08 14:00:00 
2016-12-03 16:25:06 


OrccWorks 
Orccon Steel, OrccLand 


Description: 


to 


Features: 
cranes 


long. 


inside and 
the 


Access: 
try not 


very 


Locality: 
Region: 
Country: 
Care: 
might 


Cond: 
To-Do: 
Notes: 
of this 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


disused 


Features: 
attached 


air/water 


there's 


window, 


f-ing 


Former Orccon steel plant/manufacturing facility according 


Google Streetview. 
Huge double-warehouse manufacturing facility with 4 gantry 


running along each warehouse. Whole facility is about 100m 


Other than the cranes, there is not much 


the offices are quite trashed. Still worth visiting due to 


sheer scale if you are in the area. 
Pretty much a walk in, just find a hole in the fence but 


to get spotted as Darcy Rd is pretty busy and building is 


visible. -34.478507, 150.912404 

Port Kembla 

NSW 

Australia 

Seems like someone have constructed a skate ramp inside so 


have to look out for any kids before entering. 

Trashed 

Climb up to the cranes 

Looks like it has been explored before as I've seen pics 


on instagram. 

The Edge, 2016 
2.0/5.0 

2016-12-29 02:59:28 
2017-01-05 04:12:29 


Oxide Dream 
An active coal mine ventilation installation, plus two 


much older structures, that are of more interest. 
A very old corrugated iron and timber structure and 


single room cottage, that appears to have been an 
pumping station for the mine. Most equipment gone, but 
still a large old steam engine or pump. 


Very unstable state, roof nearing total collapse. 
Adjacent single room building has one of everything - one 


one door, one fireplace, one light, one old mattress, one 


huge line of active wasps nests on ceiling. 


Access: 


34.333523,150.844989éspn=0.006335,0.008519&t=h&z=17 


Locality: 
Region: 
Country: 
Care: 


installation. 


Eek!: 
if 


minor 


Water Level: 


Found: 
Rating: 
Created: 


Name: 


Alternate: 
Description: 


at night 
hey, 
Features: 
columns. 
tunnels 
blast 
pipe 
later 
original 
looks 


ends 


Other building is a shaft vent fan room. Bricked up shaft. 
http://maps.google.com/?11=- 


Follow bush fire trails from 'Going going gong'. 
Lots of fun with bicycles, bloody long walk without. 
bush 

NSW 

Australia 

Don't mess with the active coal mine ventilation 


This is well inside the water catchment area. Huge fines 
caught. 
Recent tire tracks on main access road, none on the longer 


Ere trail. 


Dry - Dry 

2012 03 g-maps search, Diode visit. 
2.0/5.0 

2012-04-15 14:00:00 


Paddo Garage 
Paddington Reservoir. Underground Garage and Tunnels. 
Underground Reservoir/Mechanics Garage. 


UPDATE 2009 - Bastion: 
Now totally reconverted into a urban garden/park. Closed 


(high fancy iron fence), Has a nice atmosphere to it, but 


now you can enter like anyone else... 
Still worth having a look though. 
Vaulted brick and earth roof, supported by massive wood 


Small rooms leading off, that lead to OLD tunnels (water 
entry/exit?). Rotted remains of stairs and seats in 


indicate they were used as bomb shelters in WW2. Also are 


baffles in tunnels. Ends in rubble fill with 3' dia steel 


through, looks like original tunnel was broken into by 


building, and steel pipe may connect to continuation of 


tunnel. Pipe is half filled with dirt for about 7', then 
clear again. Newer looking side tunnel at end. Pipe dead 


after 20m. Don't go in, you can't turn. 


Access: 


Hall. 
through 
pile of 
scaffold 
Locality: 
Region: 
Country: 
History: 
Found: 
Rating: 


Update: 
easy 


chamber 


access as 


squeeze 


places in 


is a 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


paper. 
Features: 


Access: 


Vater Level: 


Cnr Oxford St & Oatley Rd [Sw:297R05/030R05/066R05, 
UBD:256L01/016G01, Grg:376F01/021B01, 
GPS:-33.8852185191,151.227136627] opposite Paddington Town 


Through or over fence where you can. Entry to tunnel is 


door leading to room under garage entry ramp. Climb over 
ancient junk at back of room. To get into other half use 


stairs. 

Paddington 

NSW 

Australia 

Ankle 

Early Sydney underground water reservoir, converted into a 
service station long ago. Roof collapsed 89/90. 

1991 Predator/Diode. 

3.0/5.0 

2010-12-17 13:00:00 (Red) - As Bastion said previously, 


day-time access via stairs for western chamber. Eastern 


was locked and may be locked indefinitely. Can still be 


night by jumping the fence and lowering oneself down here 
[GPS:-33.885321,151.227236]. More hardcore way in is to 


through the side of the southern chamber-adjoining door 
Annapurna was able to do). For those who are thin (like 
access to the tunnels at [GPS:-33.885241,151.226883] can 
gained by jumping down beneath the walkways at various 
the western chamber and sliding underneath the door which 
very tight squeeze. 


1995-12-31 13:00:00 
2010-12-18 13:00:00 


Papered 
Tas Paper 
Two free standing buildings which used to belong to Tas 


Cinema screen with chairs. 
Kitchen. 

Dance/mess hall area. 
[GPS:-41.063336,145.914574] 


through 
then 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 


Cond: 
To-Do: 
abandoned 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


town. 


and 4-5 


equipment 


in use 


Access: 
but 


Locality: 
Region: 
Country: 
Eek!: 
Cond: 
History: 


To-Do: 
etc 


Park in bunnings car park at the end next to fence. Climb 
hole in fence, walk through the corridor in-front of you 


enter through the unlocked door on your right. 

Burnie 

TAS 

Australia 

Very easy to be seen from highway or bunnings. 

Falling roof on upper level 

Dry > “Dry 

Good. no graff. 

Access other building. Check if industrial area is also 


@ [GPS:-41.067284, 145.918321] 
Phelonius - 2014 

3.0/5.0 

2014-12-03 13:00:00 


Parkespital 
Parkes Hospital 
Empty hospital complex, replaced by modern facility across 


One large building with multiple additions 


separate buildings, not visited 
Footprint of main 
building is approx 8000m2, it is multi-level 


Some damage and graffiti but still some interesting 


Most beds etc have b 


n removed, probably now 


at the new site. 
Under the main gate on Coleman Ave (-33.126976,148.170655) 


fairly obvious during day. 
Back fence has some 


holes (-33.126646,148.169083) and you can climb down the 
retaining wall. 

Parkes 

NSW 

Australia 


Nosy neighbours 

Some damage, not trashed 

New hospital opened in November 2015, closure of this site 
followed soon after. 

Look in the smaller satellite buildings, check all floors 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Acoustic 


left over 
can poke 


Features: 
of 


tonnes 


something for 


Access: 
loading 


and 


site and 


keep site 


Locality: 
Region: 
Country: 
Care: 
after 


Water Level: 


Cond: 
barren 


History: 
To-Do: 


NoPro 

4.0/5.0 

2016-05-13 08:12:49 
2016-05-14 00:27:11 


Pauls Boutique 
National Acoustics Laboratories 
Forken huge site. Multiple levels. Former National 


Laboratories 
http://vimeo.com/68195443 
stark bunker style architecture, sound proof chambers, 


acoustic gear, more stairs, passages and rooms than you 


a stick at. 
Bunker style doors leading through to sound proof chambers 


varying sizes. I didn't get through whole site, probably 


of cool shit. 
large part of the site is empty offices but there's 


everyone. 
sound proof studios here -33.793562,151.166491) 
[GPS:-33.793865,151.167143] 

down drive from Greville str 


t head left and down to 


dock. Keep following side path up around edge of building 


James bond first glass door you come to 
[GPS:-33.793961,151.166816]. This is the easiest door on 


is well covered from view. please clos 


behind you and 


locked up. 


Chatswood 

NSW 

Australia 

PIR's were on but no alarm sounded and no security seen 


40mins or more of tooling around on site. 
Dry - Dry 
perfect, no one else has been here, albeit a bit empty and 


in parts. 
google it, tonnes of shit. 
xplore whole sit lots to see yet. 


Notes: 
rated 


very 


Found: 
Rating: 
Update: 
the 


existing 
proximity to 


also 


site can 


for the scienc 


nerds this is probably an 'excellent' 


site...very cool history here. for others it may just be 
good. 

http://www.nal.gov.au/ 

2014 Hatsumi and Flash 

5.07520 

2014-09-23 14:00:00 


(Sids) - Paul's has been purchased by 
Church of Scientology (who have plans to reuse the 
sturcture). There is a caretaker who lives in close 


the building and, from Rodent's message on 24/06/14, it 


sounds like the alarm system has had an upgrade since the 
Scientologists purchased it. Info on the plans for the 


be found here: 


http://www.grevillestreetdevelopment.com.au/ 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
harbour 


Features: 


this. 
Locality: 
Region: 
Country: 
Care: 


neighbours who 


Water Level: 
Cond: 

Notes: 
harbour 


2014-01-03 13:00:00 
2014-11-03 13:00:00 


Peking Sauce 
Underwood House 
Rooftop. Fairly large open space with some peeks of the 


and a glimpse of the bridge. 
some harbour views and views back up pitt street. 


multi levelled, can take ladder down to service looking 


then open small door in wall and onto balconies. 
GPS:-33.862516,151.209013 
then fire stairs, next 


from Pitt street lift to top floor, 


roof door is small hatch door, bypass locked roof door via 
Circular Quay 
NSW 
Australia 
not so much security here but high vis from the 


may be a bit narky if you draw too much attention. 
Dry - Dry 
good 

see Export house across road, 


they have much better 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Australia. 


housing 


Features: 
various 


Division. 
Access: 
exposed, 


the 


the 


views and bbq facilities, maybe a bar. sneak up thar. 
Hatsumi 

3.0/5.0 

2010-05-19 14:00:00 


Pentridge Prison 
The Bluestone Colleg 
Maximum security prison. Site of the last hanging in 


Most of the prison has been demolished, or converted into 


as part "Pentridge Villiage". 
Guard towers, remnants of the laundry, gymnasium and 


other buildings including the haunted two story D 


First Climb fence here [GPS:-37.736359,144.969568] (less 


but right next to an active car park), or here 
[GPS:-37.737047,144.969360] (more exposed, but easier). 


1: D Division is currently accessible through the door on 


second level at the southern end of the building 
[GPS:-37.736292,144.968798] 


2#: Guard tower is accessible from the door at the base of 


tower, Northern side of the wall [GPS:- 


37.736427,144.968894]. 


(not sure 


laundry 
the 
Locality: 


Region: 
Country: 


3#: Climb wall into courtyard and explore the buildings 


what this area was used for) [GPS:-37.736648,144.967906] 


Climb back over the perimeter fence to explor 

4#: Another guard tower can be accessed by climbing the 
semi-demolished bluestone wall like steps 
[GPS:-37.738090,144.970002] 


5: Walk over fallen fence to 


old prison 


xplore th 


rs 


room. The building itself is pretty trashed, but some of 


[GPS:-37.738982,144.969311] 


quipment remains. 
Coburg 
VIC 
Australia 


Care: 
the D 


been 


site, 


this 


Water Level: 


Cond: 
History: 
prisoners 


remains 
1929 
other 


returned to 


Iin LosT, 


late 


his 


temporarily. 


and in 
February 
prison 
Ryan's body 
prison 


To-Do: 
Notes: 


Workmen and dozers working onsite during the week around 


division building. Try not to frighten them, as they have 


attacked by locals in the past. 


If you are not concerned about the haunted status of the 


please be aware that the living have a rough reputation in 


area. 


Do not explor 
Dry = DEY 
Excellent 
Built in 1850, the HM Pentridge Prison took its first 


alone at night. 


in 1851 and operated until 1 May 1997. 


Notable Prisoners: 
Ned Kelly served tim 


in Pentridge in the 1870s. His 


were relocated to lay within the walls of the prison from 


until 2011 when the remains were exhumed (along with 30 
executed prisoners' remains) for a second time and 


his surviving descendants for a proper family burial. 


Jean Lee, th 


last woman executed in Australia, was hung 


Mark "Chopper" Read served time in the H division in the 
1970s. It was here that he had a fellow inmate cut both of 


ears off in order to be able to leav 


H division 


Ronald Ryan was the last man executed at Pentridge Prison 
Australia. Ryan was hanged in "D" Division at 8.00 on 3 
1967 after being convicted of the shooting death of a 
officer during a botched escape from the same prison. 

was buried in an unmarked grave within the "D" Division 
facility. 


Spend a night ina cell. 
It was first infiltrated by a few before 


veryon ls 


because 


Found: 
Rating: 
Created: 


I reckon 


there "db 


Bob & Amik maybe, 


but you'd know if it was them 


their 


Pandamen 
5.0/5.0 


tags in there. -Doug. 


2014-02-28 13:00:00 


Name: 


Description: 


items. 
Features: 


Access: 


Locality: 
Region: 
Country: 


Cond: 
Found: 
Rating: 
Created: 


Vater Level: 


PGH 


Brick&Pavers 
Display yard for 


bricks and paves including outdoor living 


Mock up outdoor areas 


Good to have a relax, 


Couches about! 


629 Hume Hwy Casula 
[GPS:-33.955634,150.892947] 


Hole in f 


nce at rear 


-33.955428,150.892764 


Casula 
NSW 
Australia 
Dry - Dry 
Trashed 


GHOST / WHAT - 


0.5/5.0 


2011 


2011-02-12 13:00:00 


Name: 
Alternate: 


Description: 


Features: 
Access: 


Grg:346A04/0021 


/doorknob key 


inside. 
Locality: 
Region: 
Country: 
Care: 


Cond: 
should. 
To-Do: 
Found: 
Rating: 


Phantoms 


Huge cavit 


Jerry-built sea wall falling apart, 


NW corner 


[Sw:277L12/024112/0561L12, 


Lair, 
Phantom Of The Operawall. 


The 


ty under the Opera House. 


held on by strapping. 
of Opera House promenade, down steps 
UBD:236F04/001M07, 


B07, 


GPS:-33.8561064676,151.214952556]. 


to enter, 


Need screwdriver 


or swim around behind steps and open door from 


Sydney CBD 

NSW 

Australia 

Only done once and seccers questioned us. Cameras possibly 
inside, but more likely outside and pointed at steps. 
Jerry-built. One should send photos to newspapers, one 


Send photos to newspapers. 
2003 Hatchet. 


4.0/5.0 


Created: 
Modified: 


Name: 


Description: 


isa 
an 


Access: 
tannery and 


cattle 
north. 
to 


active 


they're a 


Locality: 
Region: 
Country: 
Eek!: 


History: 
They 


the ACT 
Found: 


Rating: 
Created: 


Name: 


Description: 


Access: 
your 


Locality: 
Region: 
Country: 


Water Level: 


1995-12-31 13:00:00 
2004-08-31 14:00:00 


Pialligo Ammo Dumps 
Four partly underground heritage listed ammo dumps. Each 


single concrete room, 10-15m long with an arched roof, and 


open door on one side. 
Coming from the south, park on Underwood St near the 


(sadly now demolished) abandoned abattoir. Cross the 
bridge over Molonglo river and go around the quarry the 


Another option is to park on Pialligo Ave, but it's harder 


find a spot and you have walk around another well lit and 
quarry. Either way it's a 2km hike. Ammo dumps are at 
[GPS:-35.332407,149.203702], 

[GPS:-35.331845,149.205666], 

[GPS:-35.325713,149.206653], and 
[GPS:-35.326610,149.207425]. Best to take a GPS cause 


pain to find. 

Pialligo 

ACT 

Australia 

Mosquitos everywhere. Go in winter or take Aeroguard. 

DEY = DEY 

The Canberra airport was used by the airforce during WWII. 


stored their munitions in these bunkers. They appear on 


heritage listing. 
Majestic and Skwid 2008 
2.0/5.0 

2010-05-15 14:00:00 


Port Arthur 
Town full of explorable locations. 
Drive to Port Arthur, don't pay for a cruise/ticket (save 


SS) just wander around. [GPS:-43.147971,147.850308]. 
Port Arthur 

TAS 

Australia 


History: 
hours, 


and 
Arthur 
Found: 
Rating: 


Created: 
Modified: 


Name: 
Description: 
station, its 
former 
surrounded on 
quarries. 
Features: 
houses. 
brave. The 


broken 


Access: 
You 


abandoned 
the 

around the 
own, 
after... 
Locality: 
Region: 
Country: 


Care: 
from 


care... 
Water Level: 


Sunday April 28, 1996 in a period of just over nineteen 


women and children 


Martin Bryant killed thirty-five men, 


wounded another eighteen in what became known as the Port 


Massacre. 

Pandaman 

349/9:..0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


Portland Cement Factory 


A complete Cement factory with its sillos, its power 


quarries, trucks, laboratories, and even the houses of the 


workers. Several building on a vast piece of land 
one side by the town, on the other by the flooded 


Sillos. 


Trucks. Engine. Cement (!). Many buildings. Many 


A whole collection of bins. Lakes to swim if you are 


whole place has no graph, and most of the things are not 


into pieces... So respect the plac 


Once in Portland, look for the main road (High Street). 


cannot miss it: big tall brick chimney, surrounded by 


buildings times many. (on one side the abandoned houses of 


former workers, on the other the factory itself). Walk 


fence, find your hole, or climb over... If you make your 


patch it the best you can, the fence seems to be looked 
[GPS:-33.35286392304671,149.98397827148438] 

Portland 

NSW 

Australia 

A lot of the whol 


place is on open ground, quite visible 


the main road, and the main pat of town... So act with 


Slimey - Dry 


Cond: 


Pretty good 


History: 
closed 


Harbour 


up. The 
the point 
and 


To-Do: 
sillos 


building 


Notes: 
Found: 
Rating: 
Update: 
in 


Use to make cement, no doesn't. One old local told us it 


down in 1989, and that the cement that was used for the 
Bridge came from there:) 


UPDATE 
Intrepid 2015 

Main building boarded up early June 

2015. Entire site can still be accessed but requires som 
climbing and wriggling. The bonnet of the red Ford is now 


floor immediately after entering the labs has rotted to 


one of our party fell through (what is it with my expos 


people falling?) 
See all the buildings. Find a way to access the top of the 


(good luck) and access the top walkway above in the 


directly across the Sillos. 

Quite nice for photography. 

2009-06 Alone, Bastion, Dori Dori, Hilander and Vox Jun 8 
4.0/5.0 

2015-05-02 14:00:00 (The Edge) - Some funny money arrives 


Portland. Greater fool? 


http://www. lithgowmercury.com.au/story/3050379/someone- 


still-loves-them/?cs=1464 


that 


ridiculous 


over one 


public 
Cement 


restrictions 


to 


IN the madness that is the Sydney property market, ruins 


should have been demolished decades earlier bring 


prices. 


In regional centres where the madness has not yet taken 


would have to wonder why anyone would bother with a 
euphemistically named ‘renovator’s delight’. 


But it does happen. 


Late last year when the new owners were addressing a 
meeting on initial plans for redevelopment of Portland 


Works the company representatives said the heritage 


made it necessary to invite expressions of interest in old 
company cottages in Williwa Street before any application 


cautioned 


for 


the 


those 


expressions 


of what 


demolition 


this 


of 


options 


and 


Lithgow Council to demolish them. 


Anyone in the audience who may have been tempted was 


the old dwellings virtually require total rebuild. 


The cottages are uninhabitable hovels and have been an 
embarrassment to Portland for years. 


But there have been various interests that have campaigned 


their heritage protection and preservation. 


The initial reaction from the largely local audience at 


meeting was that ‘no one in their right mind would take 
on’. 


How wrong they were. 
See your ad here 


The company, AWJ Civil, confirmed yesterday that six 
of interest had been received. 
Company director Martin O’Connell said there had been six 


formal EOIs, ‘each warranting some consideration pending 
council’s comments’. 


He said the company’s report was now with council but 
confidentiality agreements prevented specific disclosure 


was being proposed. 


Mr O’Connell said AWJ Civil is on track to commence 


of the old loco shed and ‘bachelors cottage’ by the end of 
this month. 


These demolitions have already been approved. 


Another community consultation session is also planned for 
month, tentatively around May 21. 


The company can then outline demolition extents, progress 


recent months and further development opportunities and 
seeking community input. 


“Hopefully we can make an announcement of site branding 


Created: 
Modified: 


Name: 
Description: 
Features: 


shaft 


Access: 
Grg:369 


CI 


03, 


framing at that time,” he said 


0000-00-00 00:00:00 
2016-07-13 05:38:30 


Potts Hill Reservoir 

One huge above-ground reservoir and a drain/tunnel. 

Huge empty pebble-crete basin, with pump houses, the onc 
submerged Potts Hill pressure tunnel (see "Gone"), deep 


from hut off to side. 
1: Vacant land, Lewis St 


[Sw:293J07, UBD:251003, 


GPS:-33.8877820446,151.035467876]. 


#2: Under/through fence near 


* Update: eastern 


fences 
bottom where 
northern 

on 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
canals 


Access: 


Locality: 
Region: 
Country: 


canal, Potts Park, Graf Ave. 
(southern half 


from potts hill dog track at least), southern and western 


have been replaced with new fencing with bars across 


any possible crawl space is available *yet to check 


perimeter or ask about a tour or try and access buidings 


astern perimeter still appears empty from road. 
Potts Hill 
NSW 
Australia 
2002 Siologen. 
4.0/5.0 

NO95=12-31) “13'3:00%.00 
2006-08-29 14:00:00 


Prairie Mine Phosphate Plant 
Huge, decrepit phosphate plant 
Very busted up multi-level main bui 


lding. Very cool 


beneath it. Some other cool outbuildings. 
971 Prairie Mine Rd 

Mulberry, Florida 

Park in front, walk in. 
[GPS:27.902861,-81.985035] 

Mulberry, Florida 

FL 

United States of America 


Care: 
walk. 


Eek!: 
Water Level: 
Cond: 
Notes: 


Found: 
Rating: 
Created: 


Decayed floors with lots of holes. B 


careful where you 


You have to climb the outside of some of the stairs. 
We found a viper. 


Dry - Dry 
Crumbling 


Annapurna's Prairie Mine Phosphate Plant: 
https://vimeo.com/53982549 


Password: apcc 
Floridians, 
5.0/5.0 


2012-11-19 13:00:00 


listed by Annapurna 2012 


Name: 
Description: 
very 


operating 


Access: 


reach 


small canal 


Locality: 
Region: 
Country: 
Eek!: 
(BDID) . 
History: 


because of 


patients were 


Prince 


hospital 


operating 


Prince Henrys 


Old Prince Henry H 


derelict state. 


theatres, 


Park in Dawes St n 


ospital. 


Mu 


roof cavity is fun! 
ear cnr Jennifer St 


[GPS:-33.982398,151.24525] 


Walk along the u 


the carpark, 


ltiple rooms; 


BD 


3 storey hospital ward in a 


not much machinery; 


IDy 


nnamed golf course access road until you 


where you slide under th 


fence near th 


and head towards the rear of the building. 


Little 
NSW 
Australia 
Seccer patrols. 


Bay 


1881 Coast 


Keep torches 


low. 


Best Done In Daylight 


Hospital was estab] 


lished to deal with a growing 


epidemic of Smallpox in Sydney. 


its isolation from the population of 


The site was chosen 


*1888 
diptheria; tuberculosis; 
leprosy. 


Became a "fever hospital 


smal] 


W 
1 


P 


*1921 An outbreak of the Plague began in 


the city. 
treating diseases such as 
ox, measles, scarlet fever 


Sydney and 


isolated at the Coast for treatment. 


Henry Hospital of Sydney to increase 


to 1,000 beds. 


block, two three-storey ward blocks 


*1934 Renamed "The Prince Henry Hospital 


of Sydney". 


*1935 Major building works wer 


undertaken at the new 


the capacity of the 


This included construction of a new 


(A & B blocks) a new 


funded by 


new 


transferred to 


Found: 
Rating: 
Update: 
stationed 


Update: 
Asylum now 


Created: 
Modified: 


Name: 


Description: 


Features: 
trucks. 
Access: 


Annex Cell 


Locality: 
Region: 
Country: 
Care: 
hatches 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


gem of 


powered 


three-storey infectious diseases block which was partly 


the Commonwealth. In addition a new operating block and 


kitchens were constructed during this time. 
*1965 First kidney transplant in NSW performed. 
*2001 Services at The Prince Henry Hospital are 


the Randwick campus. Landcom to develop 34 of the total 85 
hectares of the site. 


2004 Bullwagon/Drac/Millsy/Parallax. 
3.0/5.0 
2011-04-02 13:00:00 (Fl@sh) - On site security w/ dog 


here: -33.981939,151.245281 
Twin 3 storey buildings still easily doable. 


2007-09-06 14:00:00 (Anakaine) - 2007 - Grounds around 
being landscaped 


1995-12-31 13:00:00 
2011-04-06 14:00:00 


Prow, The 
West Wyalong grain Silos. 
Awesome view from top! Building vibrates with passing 


Opposite Town Bypass Rd and Central Rd intersection [NDR, 
GPS:-33.9336486639,147.22519337, RDI]. Steel grille in 


front, bars missing behind safety sign. 

West Wyalong 

NSW 

Australia 

Grain is gassed to prevent fungus, do not open any sealed 


if air pumps are running!!!. 
2003 Mr India. 

4.0/5.0 

1995-12-31 13:00:00 
2006-08-24 14:00:00 


Pub With No Squirt 
Step on in and enjoy a bevvie of nothing at this hidden 


historic misfortune. Sit down and stare lifelessly at the 


depression and 


mosey 


During mid 


have now 


increasing. 


Features: 
setup, 


they just 


Access: 
garden 


open 
doors 
window. 
Locality: 
Region: 
Country: 


Care: 
Parramatta 


this area. 


need a 


machines 


Eek!: 
Parramatta 


area 
used by 
are 
police if 


Cond: 


down arcade machines and pokies. You can smell the 
taste the despair! Wave to the passed out squatters as you 


through the jungle of empty cooper's red bottles. 


The old Hampshire hotel at 91 Parramatta Rd, 
Camperdown. The pub has been closed since late 2014. 


2015 it appeared to be being renovated, but renovations 
stopped and signs of squatter activity have been 


Pokie machines, Arcade machines, Full bar and beer garden 


comfy couches and upstairs area full of junk. It's like 


packed up and left. Great place to spend a night. 
Through the blue door at Hampshire street into the beer 
[GPS:-33.88715, 151.1772] Take one of three possible 


doors. The best path is to go through the kitchen. If all 


are shut you can attempt to access through a second story 


The door on parramatta road is occasionally left open by 
squatters. 

Camperdown 

NSW 

Australia 

Careful when in Bar area as it is highly visible from 


road and a bus stop Don't use your torch at night in 


Best to do this location early afternoon when you don't 


light source. Evidence of the ATM machine and some pokie 


being broken into. 
Some working PIR's and camera's - mostly around the 


road entries and upstairs. The kitchen entry into the bar 


*appears* to be surveillance fre Appears to be heavily 


a small group of non-malicious squatters, not sure if they 


friendly. The kebab shop owner next door will call the 


he suspects anyone is in there. 
Excellent for now. 


History: 
food, 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


public aged 


Features: 
fire 


to find 


Access: 


Locality: 
Region: 
Country: 
Care: 


par 


Early 


Water Level: 


Cond: 
History: 


profit 


year. 


and left 


results. 


Stylish old-school pub offering hearty grub and Vietnamese 


plus a courtyard with a big screen. 
Delo 2016 

4.0/5.0 

2016-01-14 03:11:01 

2016-09-09 10:05:52 


Queen Victoria Memorial Home 
Consumption 1.0 
Old Tuberculosis hospital, that was recently used for 


care, yet even more recently sold and is currently being 
developed for aged care. 


Pool, multiple wards and storage areas, caretakers house, 


fighting water tanks and the usual stuff you would expect 


in a hospital/aged care home. 
Corner of Stonequarry Creek Road and Thirlmere Way 
Picton/thirlmere NSW 2571 


Drive into the grounds and park somewhere inconspicuous. 
Street on internal grounds is one way (anti-clockwise). 
[GPS:-34.188908,150.587647] 

Picton/Thirlmere 

NSW 

Australia 

Part of the site is active. 

Should be blatantly obvious which building. 

Appears that some of the buildings are freshly abandoned 


September this year) and a few used by military cadets for 
storage. 

Dry - Death 

Between freshly abandoned to long forgotten 

Original use was as the first Tuberculosis Sanatorium in 
Australia, opened in 1897. 


Open plan site was sold and transition to the new, not for 


owners, RSL LifeCare, was done over the period of this 


New ward is currently used for aged care. 
Old wards/rest of site are apparently up for development 


pretty much empty or used for storage. 


Card carrying (or similar) members will yield best 


To-Do: 


Notes: 
devices) 


they're 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
labs, long 


Access: 
jump 


were 


Pools closed ! 

Access buildings that were not available to card carrying 
members. 

A LOT of the buildings are card carrying (or similar 


members access only. 
Some buildings may still be used for storage. 
Don't fuck with the big concrete water tanks (serious, 


for fire fighting purposes only) 
DoriDori & Sledgy 2011 

2.0/5.0 

2011-11-19 13:00:00 


Rachel Forster Hospital 
An hospital, quite big, with all it's different services. 
Hydrotherapy pool, operation theatre, rooms, pathology 


corridors, death certificate and piano... 
On Pitt St, in Redfern, between Phillip and Albert street, 


the fence, find open doors (the one on the right end side 


wide open) Enter.... [GPS:- 


33.89454432945086,151.20312809944153] 


Locality: 
Region: 
Country: 
Care: 
spoon 


While 


was 


cause him 


Eek!: 


Water Level: 


Redfern 

NSW 

Australia 

This place is in Redfern, and from the syringes and burned 


we found is used by local for not very legal activities. 


exploring we found an old guy hidden in a dark corner, he 


hiding because scared we wer 


some dumb punk who will 


trouble... 
Syringes... 
Slimey - Dry 


So be careful, do not explore alon 
careful where you walk... 


Cond: 
History: 
the 


Vincent's 


of 


support 


was 


Pretty good 
The Hon. PATRICIA FORSYTHE [12.09 a.m.]: 


Today as I read 


Sydney Morning Herald article about some of the great and 
powerful men of Sydney and their desire to save St 


Hospital it occurred to me that one of the great hospitals 


Sydney, the Rachel Forster Hospital, will not have that 


because it has principally been a hospital for women. It 


serve women 
that 


why it 


by six 


training in 


treat 


and 

general. 
services for 
opened a 
combined 


rheumatism 


Diabetes 
Rachel 
driving force 


five 


Forster 

An 
specialised 
of the 
Facilities 


provided 


Rachel 


bone and 


built for women, for the advancement of women, and to 


doctors. Honourable members cannot allow the demise of 


hospital without fighting for its retention. To understand 


is necessary to retain the Rachel Forster Hospital is to 
understand its history. In 1922 the hospital was founded 


women who, in those days, could not complete their 


Australia because it was not considered proper for them to 


patients in a public hospital. 
training overseas. Having done so, 


They had to complete their 
they built the hospital 


named it after Lady Forster, the wife of the Governor 
The hospital has a long history of providing health 
women in New South Wales, but in the 1920s and 1930s it 
venereal diseases clinic which was run by Dr Dalyell and 


medical care with intensive family counselling. A 


clinic established by Dr Mary 
sophisticated treatment to children. 


Bertram in the 1930s gave 
In the 1940s the 


Association was founded by the Vice-President of the 


Board was the 


Forster Hospital, Ms Ruby Board. Miss 


behind the establishment of emergency diabetic clinics in 


Sydney hospitals. In 1955 Dr Marjorie Dalgarno began a 
mammography clinic and breast research unit at Rachel 


Hospital, the first unit of its kind in New South Wales. 


arthritis clinic which was established in the 1960s 


in bone and hip replacement. At Rachel Forster Hospital 75 


89 beds are devoted to arthritic and orthopaedic care. 
at the hospital include a hydrotherapy pool and care is 


by a team of physiotherapists, a social worker and an 
exceptionally dedicated team of visiting medical officers. 


Forster has a low infection rate in hip replacements and 


the 
low 
Hospital 
services 
the 


lost. 


Ryde 
year. 
of the 
People 
lists 


for 


delighted that 


taken such 
members of 
beyond 


place in 


allowed to 
of 

Sydney 
hospital 
South 


the 


Government. 


The 


joint surgery. If Rachel Forster is to be transferred to 


Royal Prince Alfred Hospital, as has been suggested, that 


infection rate will not be maintained. Rachel Forster 


buildings are old but the hospital provides orthopaedic 


for women. I and many other women would be devastated if 


services and beds which are provided at that hospital are 


Rachel Forster Hospital is the last public hospital that 
specialises in bone and joint treatment in Sydney since 


specialist unit was closed to public patients earlier this 


Rachel Forster Hospital is currently responsible for 1,200 


1,800 orthopaedic operations that are performed each year. 


waiting for elective surgery will simply go on to waiting 


if Rachel Forster Hospital, a most important institution 


ding joint surgery, closes. I 


lderly people n am 


my colleague the honourable member for North Shore has 
a high profile on this matter. I hope that all women 


the Legislative Council realise that this matter goes 


party politics. Rachel Forster Hospital has a special 


the history of the treatment of women. It cannot be 


pass out of this State's history. If great and famous men 


Sydney are willing to fight for St Vincents, the women of 


are willing to fight for Rachel Forster. That wonderful 

has played such an important part in the history of New 

Wales that it cannot be allowed to simply die because of 
the 


decision of one doctor - a Minister - and of 


decision to move to the inner west will result in the loss 


purpose built intensive care unit. 
Find maps, and check if Yes or Not 


there was a morgue on 


Update: 
looking at 
photos 


remain on 


numerous 
Upon 


sheets, 


Update: 
opposite the 


are 


squatter's room 


were 
areas 
that 
for 
Update: 
left 
but 
the 
handle. Place 


turned up 


with 


hospital... Damn it!!! 
2009 Oriface Jun 8 
4.0/5.0 

2017-02-05 02:12:53 (Scarecrow) 


- Update Status: Going. 


2015-03-18 13:00:00 (Blakjak) - Going fast, half of the 


buil 


ding is already rubble. Soon to be units. : ( 


2011-04-11 14:00:00 (Smalls) - Smalls 12/04/11- party of 3 
exploring for an hour Turned around to see a tradie 


us on upper floor After telling him we were just taking 


he calmed down and told us to ask caretaker if we can 


site He also mentioned that the council would be doing 
inspections over the following days , and that they had 


issues with copper strippers and the police recently.. 
leaving we noticed their work ute. Squatters bed now has 


did not encounter him though 


2011-03-22 13:00:00 
therefore an 


- Front fence is kicked down and 
Door almost immediately 


(Red) 
asy walk-in. 


kicked down fence is open. In fact, pretty much all doors 


unlocked or kicked in and accessible. Signs of a 


upstairs. A couple of syringes lying around although these 


more or less hidden away. Roof has caved-in in a number of 


now. Copper strippers have finished - there's nothing left 


is made from, or contains, copper. Sign out front calling 


land tender. 
2010-10-02 14:00:00 


(Miad) - Big blue gates on the front 


side now wide open, doors that go into kitchen are open, 
propped closed by a brick, keep going to the rear and up 
stairs and first door tied with wire that slips off 

is visited a lot during the holidays, at least 4 lots 


whilst I was there, mostly kids who hand around the floor 


bump 


lower 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
used in 


established. 


Features: 
gears! 
Access: 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
History: 


the piano, but some adults there too so take care who you 
into. Copper cutters have been back, almost no roofs on 
levels and operating theater now completely trashed 


0000-00-00 00:00:00 
2015-05-18 14:00:00 


Raffans Mill 
Edges Mill 
Old milling workshop used for crushing limestone to b 


cement manufacture before the main cementworks was 
Built around the late 19th century. Including this as the 
workshop is very easy to miss. 


Large gears and old furnace, equipment and tools. Gigantic 


Go north west direction from the main cement factory 
[GPS:-33.349091,149.979000] 

Portland 

NSW 

Australia 

Very old and fragile equipment. 

Dry - Dry 


http://www.environment.nsw.gov.au/heritageapp/ViewHeritagelItemDetails.asp 


x? 1TD=5056468 
Found: 
Rating: 
Created: 


Name: 
Description: 
emporium. 


Features: 
shape. 


Access: 
2456. 


just 


and 


2015 theedge 
4.0/5.0 
2015-06-05 14:00:00 


Raj Mahal 


Indian Theme park. Giant elephants, Indian bazaar and 


Your own day trip to India. 
Mostly trashed buildings. Domes intact. 


Elephant in bad 
Over/around the fences on the Pacific HWY, Woolgoolga NSW, 
At the corner of Pullen St. [GPS:-30.112285,153.189891] 


2013 


(Kazman) - Easiest access is at the gate on Moore St, 


pull it out of its base and walk in. Very few cars come by 


across 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Cond: 
History: 

be 


Notes: 
mahal/2189554 
Found: 
Rating: 
Update: 
onsite this 


Created: 
Modified: 


Name: 
Alternate: 
Description: 


Features: 


torch 


Access: 
Quad and 


into 


over/around 


the only thing to worry about is the residential building 
the road, 
Voolgoolga 
NSW 
Australia 
Broken junk and mannequins. 

Dry - Dry 

Trashed 

Council Chambers Minutes from February 2012 suggest it to 


just make sure no one is outside. 


rezoned for development of a supermarket. 
http://www.abc.net.au/news/2007-02-08/vandals-target-raj- 


2012 Bastion & Scarecrow 
2.0/5.0 
2013-09-19 14:00:00 


(Tyr) - Bulldozers and demo crews 
week, going fast. 


2012-11-19 13:00:00 
2013-11-07 13:00:00 


Ratter's Stash 

Usyd Meth Lab 

Seldom-used storage space under the floor of the Pharmacy 
building at the University of Sydney. 

Boxes and boxes and BOXES of old chemicals and laboratory 
glassware and students' reports. Lots of interesting junk. 
Unfortunately not quite standing height. 


The location itself has fluoro lights, but you'll need a 


for entry/exit. 
South of Science 


Rd, between the northwest corner of the 


the east edge of the Pharmacy building, is a little leafy 
courtyard. At the southwest corner of the courtyard is a 


[GPS:-33.8857323,151.1880532]. To the lower-right of the 


down in a little trench alongside the adjacent buildings, 


hole that leads to th 


space under the building. 


Enter under-building space. Directly ahead of you is an 
illuminated square hole in the ceiling with cables leading 


it. This is the entrance to the location. Scramble 


the pipes on the left, then hoist yerself up. 


Locality: 
Region: 
Country: 
Care: 

too 


Watch 


Eek!: 
is 


get 
yourself 
3333 and 
onto the 
Water Level: 


Cond: 
To-Do: 


Find out 


and 
rooftop. Get 
Found: 


Rating: 
Created: 


Name: 
Description: 


Access: 
Locality: 
Region: 
Country: 


Exit: back the way you came. 

Camperdown 

NSW 

Australia 

This is immediately beneath an active building. Don't make 


much noise. 


Pipes and cables near th ntrance are not load-bearing. 


where you put your feet, especially while descending. 


Don't break the glassware. Don't eat the chemicals. 
Entry to this location is via a courtyard, which in turn 


reached via the buildings surrounding it, which apparently 
locked around 6:30pm on weekdays. If you emerge to find 
trapped in the courtyard, call campus security on 9351 


tell 'em something believable. Or you could try climbing 


roof (see below). 

Dry - Dry 

Old and dusty 

Just before you climb up into the storage space, there's a 
concrete slab in the floor, with an ancient piece of wood 
propping it open a crack and a faint breeze wafting out. 


what's under there. 


On the roof above the access point is a series of ladders 


walkways leading up to the Pharmacy / Bank building 


up it! 
Ratter 
2.0/5.0 
2014-10-26 13:00:00 


(2014) 


Rattlesnake 
Abandoned C-Set and oil/coal cars. Looks like these may be 
destined for the scrapheap but somehow forgotten? 


TEL = 210m. 

Off anzac street, Chullora. -33.897388, 
Chullora 

NSW 

Australia 


151.043336. 


Care: 
present on 


Bek: 
thorny 


and 


Water Level: 


Cond: 
insides 


History: 
yards. 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


XXXX 


Road 


Features: 


brewhouses w/ 


Very busy industrial area - best done on Sundays. CCTV 


driveway next to the cars. 
Lots of weeds including spiky Cobbler's pegs and other 


weeds growing 


verywhere! Tresspassing on rail property 


Railfast is up the tracks. 
Dry 
Average. Everything pretty much tagged up outside but the 


still look okay. 
Rail forum mentioned thes 


cars were moved from Tempe rail 


theedge, 2016 
30.5/92.0 

2016-06-27 12:40:45 
2016-07-06 23:13:17 


Red Light District 
XXXX Brewery 
Heritage-listed brick building on Milton Rd known as the 


Brewery is a land and landmark XXXX Brewery on Milton 
featuring the XXXX red neon sign mounted on the top of the 
building. Brisbane's best topside. 

Heritage-listed Brisbane landmark on Milton Road 

Rooftop area w/ the XXXX red neon sign, original 


copper stills, grain/hop stores, grinding mills, 


fermentation and 


filtering 
find in 
decent 


Access: 
area in 


Milton 
marked "St 
yourself on 


towards 


maturation vessels, rooms with a labyrinth of pipes, 


area, laboratories - basically everything you'd expect to 
a brewery. All of this equipment ranged from in use and in 


condition, to completely inactive and in disrepair. 
Access to the main brewery building is via a loading dock 


the South-West corner of the site located here 
[GPS:-27.468295,153.004641]. 
Where the South-West corner of the brick building meets 


Rd, follow the bitumen drive way on the left hand side 


Francis Theological College Entrance" until you find 


the outside of brewery site perimiter fence, looking in 


between on 


the 


diagonally 
to the 

and 
Locality: 
Region: 


Country: 
Care: 


Eek!: 
using the 


of the 


entering 


Water Level: 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
it's own 


Access: 


park is. 


metre 


the loading dock area. N.B.Don't walk up the driveway 


the brewery side of the fence line as you'll be spotted by 


security cameras. 
After climbing under/over the fence, make your way 


towards the loading dock and walk up the gantry/staircase 


level above. Open up the door on the side facing Milton Rd 


voila, you're in. Exit via same way. 

Milton 

QLD 

Australia 

Look through the roller door on Milton Rd to make sure the 
loading dock area is clear befor ntering. 

Site is semi-active, we've occasionally spotted workers 


building as a thoroughfare to reach the more active side 
brewery. Keep voices low, look around corners before 


rooms etc. Some sections are more active then others. 
Dry = Dry 

2011 Audacia 

5%.0/5%.0 

2015-06-22 14:00:00 


Refug Reclus 
2 metres high. 
6 metres wide. 
10 metres long. 

Skylight section in roof, made up of 12 grills. 
Regularly spaced pylons. 

Brick and concrete structure. 

Mini 3/4 height chamber in the south western corner with 


access. 
Black mud. 

Pylons. 

Photogenic creativity goodness. 

4 Birmingham Ave, Villawood. 

Is at the back of the commercial estate, where the car 


Lift up the grill adjacent to the main one's south western 
corner. 
The southern one goes to the chamber, the northern one a 


away goes to the main room. 
GPS:-33.877419,150.984551 


Locality: 
Region: 
Country: 
Care: 
night at 


Eek!: 


businesses was 


didn't 


Water Level: 
To-Do: 
access 


Notes: 
only. 


Musketeers (1 


Found: 
Rating: 
Created: 


Name: 
Description: 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 

Vater Level: 
History: 

and 


hospital 


was 


in 


Found: 
Rating: 


Villawood 

NSW 

Australia 

Park intelligently (ie if at day, on the street, if at 


the front of the complex). 
This is next to a Villawood Detention Centre! 
When we were there on a Saturday night, one of the 


still working, so there may be staff around, yet they 


appear to care much. 
Shoe - Death 
Check out if the grill at north eastern corner is another 


point. 
The vast majority of the time it would be mud on shoe 


Worth a quick look if driving by or going to do 3 


minute away). 

Rating is for photogenic value. 
DoriDori & Woezie 2009 

2.0/5.0 

2009-08-08 14:00:00 


Rippon Grange 


Abandoned hospital for children. 


Beautiful gardens, swimming pool, old stuff 
35-45 Water St, Wahroonga 
GPS:-33.71679,151.127028 
Vahroonga 

NSW 

Australia 

Cameras, broken glass 

DEY Dry 

“Rippon Grange" was designed and built by Howard Joseland 


then jump fence 


Sir John Sulman c1898 
Rippon Grange was Trusted to NSW Government in 1951 as a 


for children, initially for treatment of polio, later for 
intellectually and the physically disabled. The hospital 


named after Warrant Officer John Robert Williams, who died 


WWII. 
http://www.wahroonga.org/rippon grange.htm 
Curly & Rascal 2010 

2.0750 


Update: 


Update: 


workers on 


Update: 
and for 


crew will 


vegetation. 


contractor 


and all, 


finish 


when I 


Update: 


buildings on 


young 


viaa 


has a 


about 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Headland in 


2016-04-22 22:45:51 (Hatsumi) - Update Status: done, gone, 
nothing to see here 
2013-03-30 13:00:00 (Red) - 2013 (Hatsumi) - Jan 12 2013 - 


Buildings in the lower corner of the site demolished, 


site...no sign of action up near the main buildings but 
everything well boarded up with fresh looking boards. 


2011-05-08 14:00:00 (Bastion) - As from Monday 2nd May, 


approx 2 months, due to neighbors complains, contractor 
be in premises on weekday to clean the overgrown 


They are also building a fence and the lowest part of the 
propriety (Billyard Ave side) cutting the land. The 


couldn't (or wouldn't) tell me why... 
So if you like to take pictures of overgrown vegetation 


hurry up. 
Also I guess it will all be much mor 


xposed once they 


the clearing. 
Alarm in main building still 


active. No response observed 


set it off though. 


2010-03-02 13:00:00 (Hatsumi) - Um, so about eight 


site..one is quite separate from others fown back cnr near 


st. Lots of bushy pathways across, site. 
Main building is split into two sections, 


one you can do 


spot between back of building and pool. 
Other part you can do via open door around back, except it 


screamy noisey thing that goes off when you're halfway in 


to take a photo. 


2010-02-19 13:00:00 
2016-04-22 10:10:00 


Rivendell 
Crater Cove huts 
Collection of abandoned huts, 


located in Balgowlah 


and 

in the 
Features: 
Access: 
[ark 
east 
National 
notice a 
the 


hill and 


down 


along the 


clearly. 
Locality: 
Region: 
Country: 
Care: 


regularly. 


steep 


mm 


D 
5 
Gl 


ANY 


Water Level: 


Cond: 
History: 
In the 


In the 


out 


Sydney Harbour National Park, built in the 1920s clustered 


small village built along the cliff line overlooking 


Harbour and the Heads. Many huts still have old furniture 


brick a brack left over from when the last residents left 


1980 

Great atmosphere, magical quality, and a step back into a 
forgotten past 

GPS:-33.810801,151.269148 

Park on Dobroyd Scenic Drive, Clontarf. Find entrance to 


walking track. When you hit the main Dobroyd track walk 


about 400m until you come to a fork in the track with a 
Parks sign on the track. Look behind the sign. You will 
small gap in the scrub. This is actually the entrance to 


track that leads to the huts. Walk about 10 minutes down 


you will come to the huts. The track to the huts is not 
signposted in any way and is quite rough, nor is the track 


or the huts marked on any maps, but if you are coming 
Dobroyd track from the Spit you can see them quite 
Clontarf 

NSW 


Australia 
The National Park rangers patron the main tracks 


They 


do intermitent patrols of the huts. The hike down can be 


and rough. Not advised to do at night for safety reasons. 


water. The huts are in a quite delicate state of repair, 


s 


HUTS ARE PART OF SYDNEY'S HERITAGE SO ABSOLUTELY DO NOT 


SOUVENIERS OR OBTAINIUM 

Dry - Dry 

Good - delicate 

Huts were originally built in the 1920s as fishing huts. 


depression they were occupied full time by homeless peopl 


1970s hippies lived there until the government kicked them 


used to 
approval of 
kicked out 
info 
history/ 
To-Do: 


Notes: 
ABSOLUTELY 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
child 


yard. 
Access: 
next to 


Locality: 
Region: 
Country: 
Eek!: 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
(defunct) 


Description: 


couches and 


dome. 
Features: 
room 


Vater Level: 


when Sydney Harbour National Park was proclaimed. There 


be volunteer caretakers looking after them with the 


NPWS but a ranger told me the 'caretakers' were also 


as because they used to have parties down there. For more 
see: http://pacific-edge.info/hidden-path-to-a-coves- 


Organise a CC picnic down there in summer 
As before THESE HUTS ARE PART OF SYDNEY'S HERITAGE SO 


DO NOT TAKE ANY SOUVENIERS OR OBTAINIUM 
Wolfman 2006 

4.0/5.0 

2010-07-10 14:00:00 


Riverstone Ruins 
Decaying farm house with outbuilding. 
Lots of old packing crates, jars etc inside. 


Friendly 


lives next door, gave me a tour after he appeared in the 


[GPS: -33.660089,150.885866] Holes in wall. Caution as 
domestic residence. 
Riverstone 

NSW 

Australia 

Rotten floors. 

Dry 

2006 Onyx 

20/920 

2008-12-03 13:00:00 
2008-06-30 14:00:00 


Rocket to Uranus 
Illawarra Astronomical Society Telescope Building 


Old Illawarra Astronomical Society telescope building. 


Building with a few rooms, one with tables, chairs, 


old newsletters - and another which was the telescope 


Strange interesting building in the middle of nowhere. One 


removed 


Access: 


left 


Locality: 
Region: 
Country: 
Care: 

any 


of the 


it that 
Eek!: 


Cond: 
History: 
Found: 
Diode, Ba 
Rating: 
Created: 


Name: 
Alternate: 


Description: 
Distributor. 


Features: 
Access: 
eastern 


the 


Sussex Ln 


Locality: 
Region: 
Country: 
Care: 
damage 


Water Level: 


is largely intact, the telescope room has had the dome 


and is open to the sky. 
Park on Picton Road near the access road here 
[GPS:-34.365503,150.824368] 


Walking into the bush take the second obvious track to the 
(south). 

The building is located here [GPS:-34.369260,150.820216] 
Cataract 

NSW 


Australia 
Be stealthy - this is active catchment land! Do not under 


circumstances park multiple cars directly near the start 


unsealed access road. 


This location was found in amazing condition please keep 


way! 

Wasps nest in roofspace/ceiling. 
Dry = Dry 

Good 


Unknown, would be great to know more. 
Trioxide, Scarecrow, Infectoid, Vox, Ghost, Drainbiz, 


3.0/5.0 
2012-04-06 14:00:00 


Rocky Road 
Yellow Brick Road 
100m section of unused roadway under the Western 


Uhh...handrails? Death climb, a little graff. 
Climb up one of the structural pillars from the north- 


corner where it's closest to the ground. Directly under 


Western Dstr, in the forecourt area between Sussex St, 


and Napoleon St. 

[GPS:-33.865503,151.203707] 

Sydney CBD 

NSW 

Australia 

Don't slip and impale yourself on the fence. Try not to 


the tree. 


Water Level: 


History: "Part of the lower deck system, spanning Sussex St from 
Margaret 

St will be constructed with the present work in order to 
reduce 

interference to traffic in Sussex St during future 
construction 

and to give increased stability to the high columns placed 
over 

this section. This section of the deck, however, will not 
be used 

by traffic at this stage." (Department of Main Roads NSW, 
Main 

Roads Journal Vol. 36 No. 1, September 1970, pg. 4-5) 

Is referenced at 0:54 of this YT video... 

http://aso.gov.au/titles/sponsored-films/the-western- 
distributor/clip1/ 
To-Do: Check out the drain in the garden bed close by. Bolted 
grilles 

and hatches, long ladders down. Get in. 
Found: Feb 2010- Rascal, Scarecrow 
Rating: 2.0/5.0 
Created: 2010-02-08 13:00:00 
Modified: 2011-11-13 13:00:00 
Name: Rodney Court 
Description: 20 storey govt housing commission tower block 
Features: Not much, all the flats are trashed, mostly by the 


elements and 


room. 
Access: 
the end 


Locality: 
Region: 
Country: 
Care: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Dry "Dry 


general neglect. Nice rooftop view and interesting lift 


Via a windows thats been de-boarded, on the SW side near 
of Wadeford Close. 
Miles Platting 
North West England 
United Kingdom 
Mind for squatters 
Try and get into similar but better tower blocks nearby. 
2005 Siologen 


[AA:113H3] 


2.5/5.0 
1995-12-31; 1.30.02 0.0 
2003-12-31 13:00:00 


Roofless Deception 
Another Departing Bastion Special 


Description: Multi storey abandoned office block, double stairwells, 
ambient 


lighting. Would make a great sublet or squat. Numerous 


offices, 

mostly empty. 
Features: Rooms. Ambient lighting for photography. Lift room, yet 
accessed 

roof level. Giant old school safe on near to top level. 
Not much 

else unless you get onto roof. Two adjoining buildings. 
Access: 163 clarence street next to red cross building, look for 
open 

glass doors, through door back left of room, and through 
here 


again door down left side. Floors have dual staircases, 


one will 
take you to lift room. 
[GPS:-33.865948,151.20514] 


Locality: Sydney CBD 
Region: NSW 
Country: Australia 
Care: basement level carpark enters into shared active red cross 
carpark. Has exit door, we left via here discreetly. Bdid 
torches 
at night a no no. 
Eek!: No signs of squatting but at night may be different. 
Water Level: Slimey - Dry 
Cond: Bit water damaged, otherwise good. 
History: Dunno. Was offices, now they aren't. To be demolished for 
appartments and shops eventually. 
To-Do: Get on roof and take pics. 
Found: 2009 Bastion & Hatsumi Jun 17 
Rating: 2.0/5.0 
Update: 2010-05-20 14:00:00 (Hatsumi) - this has been boarded up 
GEC s 
acess has been pretty much out of the question for a while 
but it 
remains empty. I still expect red cross will move end of 
2010 
and some major development take place covering that end of 
the 
block. 
Created: 0000-00-00 00:00:00 
Modified: 2010-05-26 14:00:00 
Name: Rozelle Goods Yard 
Description: A group of abandoned warehouses and goods rail platform 
along the 


old Rozelle goods line. Used to be occupied by a group of 


businesses including a printing company as well as a 


logistics 
company storing shipping containers among others. 
There's also a abandoned truck used to move 
shipping containers as you walk towards White Bay PS. 
Features: Rail pylons, a large rail platform 
Access: Jump the fence along lilyfield road, catherine street 
-33.873333, 151.165462 
Locality: Rozelle 
Region: NSW 
Country: Australia 
Care: Look out for the guy rescuing/feeding the kittens! H 


hangs out 

near the big office/warehouse building in the mornings 
(Lit? 
iilyfield Road) with cat food and waits for the cats to 


arrive. 


But seriously he is a very friendly guy and we hada 
pretty good 


chat. 

Not sure about security. 
Cond: Good 
Found: Oats, Theedge 2015 
Rating: 3.5/5.0 
Update: 2016-04-16 23:48:49 (The Edge) - Update Notes: The print 
shop, 

omara's warehouse and platform are being demolished. 75% 
of 

railyard roof is gone plus the bathroom/kitchen. 

Was there at 845am - didn't see any security 

but 

there is a new secca sign up. 
Created: 2016-02-26 11:31:10 
Modified: 2016-03-03: 2213503 
Name: Ruins 
Alternate: Once Was 
Description: Several very old ruins 
Features: Good for archeological, history style photography 
Access: Turn Right into Hobart St (Bulli) off the princes hwy 
traveling 

South. Travel down Hobart St for about 1000ft (600m) Until 
the 


dirt track 


the 


Locality: 
Region: 
Country: 
Vater Level: 
History: 
To-Do: 
Found: 
Rating: 
Created: 
odified: 


road starts to veer right. On that cnr there will be a 


on your left. Follow it... You will end up in the 


ruins will be about 50m ahead. 
[GPS:-34.327015255201104,150.9054458141327] 
Bulli 

NSW 

Australia 

Dry 

Not as known. Find out? 

Get some awesome photography 
Neptune, Anakaine 

2.0/5.0 

2008-09-05 14:00:00 

2008-06-30 14:00:00 


field.. 


Name: 
Alternate: 
Description: 
Hunter 
substansial 
have 


anyone who 


many 


Aircon 


not 


Features: 
Aerodrome!!!! 


Access: 


Locality: 


Runway Rendezvous 
Aerodrome Lovenest 
20 Room motel centrally located in the very heart 


of the 


Valley vineyards and offering affordable accommodation in 


spacious comfortable rooms. Family friendly with 


continental Buffet Breakfast Included in all rates... We 


rooms that suit couples, singles, families, groups and 


is visiting for a Hunter Valley experience, for one of the 


concerts or for a wedding. Pool, BBQ and tennis courts. 


NOT ANY MORE!!! 


EN. 


Over grown weedy grass, Spider webs, Screens off hinges, 


units kicked in, Some rooms intact, others squatted in but 


recently judging by the stench. 


Was for sale for 1.5m but found no other listings. 


Swimming Pool of sludge, Right next to Cessnock 


Planes, Helicopters etc 
[GPS:-32.78074,151.343013] 


453 Wine Country Road 
Pokolbin 2320 


Park in carpark and walk right in, No fences or gates. 


Pokolbin 


Region: 
Country: 
Care: 


Water Level: 


Cond: 
History: 


centre.html 
To-Do: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
relics, 


Access: 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
History: 


baths, 
the 


Park, 


A new 
Council 
wall, 


pavilion. 


redevelop the 


NSW 

Australia 

Aerodrome offices opposite side of carpark. 

Dry - Dry 

Slightly damaged, Broken windows, Broken screen doors 
Formerly Hunter Valley Accommodation Centre. 


http: //www.wotif.com/hotels/hunter-valley-accommodation- 
Gain access to all rooms 


Swim in Sludge 

2012 Goretex 
3.07540 

2012-08-21 14:00:00 


Sans Pool 

Sans Souci Baths 

Disused swimming pool entry building and change rooms. 
Changing rooms, original signs and advertising, old 


ticket booth/entry gates, small gym. 
Vater St, Sans Souci. Enter through a broken window on the 
eastern side of the building. [GPS:-34.00216,151.125404] 
Sans Souci 

NSW 
Australia 

Vater Police building directly next door. 
Best done at day. 

Dry - Dry 

Disused but not entirely trashed. 

1930-31 The dilapidated swimming baths were demolished and 
rebuilt with a sharkproof swimming enclosure, art deco 


dressing sheds and diving boards. Material dredged from 


Georges River was used to reclaim an area of Sans Souci 


which was bounded by a sea wall. 
1933 Sans Souci Park was dedicated for Public Recreation. 
bathing pavilion and dressing rooms were constructed. 


carried out land reclamation, constructed a promenade, sea 


retaining walls, and steps in the vicinity of the 


2002 Council called for Expressions of Interest to 


called in 


former bathers pavilion into a restaurant. Tenders were 


2004. 


http://www.kogarah.nsw.gov.au/__data/assets/pdf_file/0014/15305/Sans_Souc 
i Park Final Plan of Management Sept _2011.pdf 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


There's 
pretty 
dumped 
Features: 


Access: 
tower, 


the top 


stairs 


carefully 


of the 


unlocked 


door 


through 


once 


2013 Pandaman 
3.0/5.0 
2014-02-17 13:00:00 


SAO No More 
Say Oh Oh Oh! 
The old SAO tower still standing, only to be climbed! 


also a rooftop level which definitely shows its age and 


much abandoned. One of the restaurants from downstairs has 


a bunch of crap in one of the rooms.. 
anything! Seriously. 
Tall tower, pretty views, enough said! 

Park on George St, North Strathfield. Walk up near the 


please don't touch 


you'll see a carpark directly under it. Walk in whichever 
entrance you choose (stairs are easiest), then once up to 


level you have two options. 


A - The easy way. On the western end, locate the set of 


going up, if the door is unlocked (usually locked with a 
padlock)... go inside, turn right, out the window.. walk 


towards the tower :) 


B - The slightly harder way. Walk towards the northern end 
carpark top level. Locate the stairs going up. If door 


(if locked, cards help :P), head on up and slide the top 


open. It's noisy! 
[GPS:-33.863211,151.088677] 


UJ 


UPDATE RABBIT 2013: 
Alternate entry here: -33.86205,151.088839 up stairs and 


unlocked window and access rooftop via south west room 


inside. 


of 


don't use 


Vear 


Eek!: 


you. 


History: 
when 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 


Access: 
miss the 


Locality: 
Region: 
Country: 
Care: 


History: 
Notes: 
abandoned 


heaps of 


Vater Level: 


Vater Level: 


Access stairs either via bakehouse lane or go to top floor 


carpark and head to north east exit which comes out onto 
bakehouse lane. 

Access was gained here by ClanGirls 2013. 

North Strathfield 

NSW 
Australia 
Noisy corrugated iron roof, 


tread with care as some parts 


really old. There's an active trainline next to it as well 


fitness first building with gym members always there, 
torches and do it when the sun is going down. 


UPDATE RABBIT 2013: 
Caution: There is a dance studio directly opposite stairs. 


shoes with plenty of grip! Have fun on the dodgy ladders. 
The tower itself has been rusting for quite a while. It's 
probably safe, but I'd still be very careful if I were 


Dry - Dry 
"Has been explored many times going back to at least 2003 


the Westons Biscuit factory was abandoned." -Blakjak. 
Pandaman, 2012 Xsv 

3.0/5.0 

2012-01-11 13:00:00 


Scarecrow's Stadium 
St. George Stadium 
Dilapidated former football stadium. 


Big empty seatless grandstand, playing pitch, enterable 
score-board. 
From Bestic St, drive into Barton Park South. You can't 


stadium, best spot to enter is from the SW corner of the 
grandstand. 
GPS:-33.947263,151.154044 
Banksia 

NSW 

Australia 

Building is in poor state. 
Dry - Dry 
http://en.wikipedia.org/wiki/St George Stadium 

Head NW about 50m to the swampland- there is also an 


"Condemned' signs around. 


Air Navigation building. Generator, some machinery and 


Found: 
Rating: 
Created: 


graff inside. 
13-07-2009, Scarecrow 
2.0/5.0 

2009-07-14 14:00:00 


Name: 


Description: 


demolished 


Grand 


Access: 


the 
and 


Locality: 
Region: 
Country: 
Care: 
Siding 


Shell Clyde Refinery Outbuildings 


The outer buildings of Shell 


by Liberty Contracting. This 
Avenue and The changehouse 
guardhouse on Devon St. 

[GPS:-33.827411,151.036416] 
[GPS:-33.821055,151.041026] 
For railyard, enter 


garbo trucks go. 


Durnham St. 

Clyde 

NSW 

Australia 

Security camera around the ou 


although they appear to be in 
Storage yard for new cars on 


cameras/sensors on 


Water Level: 


Cond: 
To-Do: 
next to 


Found: 
Rating: 
Created: 


fence and is right next to th 
Dry - Dry 
Clean 


(gutted), 


Try find access point into th 


Clyde Refinery now being 


includes the Rail Sidings on 


old shell offices and 


via the old Pat Stevedores yard where 


Avoid the gate on corner of Grand Avenue 


tside of the office and rail 


active. 
Devon street with 


e gutted changehouse 


e inactive part of refinery 


the changehouse/office while 
2015 theedge 

3.0/5.0 

2015-09-17 14:00:00 


avoiding active part of site. 


Name: 


Description: 


semi 


explored. 
Features: 
Access: 
view 


and 


Shell Gasworks 


industrialness, 


resonat sound on a 


lots more to be 


more? 


Big, big empty gas tanks with awesom 
active site. Lots of 
Ladders, gas tanks, pipeage mayb 


Jump a fence on the Northern 


of neighbouring houses. 
Park on Chisholm St, 


side of the site, stay out of 


Gasworks are located cnr of Chisholm 


finds a 


Locality: 
Region: 
Country: 
Care: 
slow 


Eek!: 


Water Level: 


Cond: 
LO=DO% 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


2 


Features: 
Spectacular 


Access: 
Lucky Ho's 


Locality: 
Region: 
Country: 
Eek!: 


Cond: 
History: 


owned the 


company 


1986 


like they 


Vater Level: 


Greenwhich Rd. 
To exit, you'll need to jump a fence.. until somebody 


nice big hole. 
GPS:-33.83574,151.18612 

Greenwhich 

NSW 

Australia 

Security camera watching a graffed wall, nosy neighbours, 


security guard 

Rusty stuff and stale gas 

Dry - Dry 

Disused, in good nick 

The three remaining gas tanks 
Rascal 09 

3.0/5.0 

2009-12-23 13:00:00 


Silver City Palace 
Poon Saan 1 


Tennaments 
complex of 8, 2 storey tennaments, each building with 10, 


bedroom flats 
Old wardrobes with remmanants of former tennants. 


views accross Flying Fish Cove and the Indian ocean 
Accross from the Poon Saan Chinese Community Club and 


restaurant, Poon Saan. Open access, no fence, no security 


GPS:-10.425109, 105.677651ly 

Poon Saan/Silver City, Christmas Island 

VA 

Australia 

Remanants of late night drinking parties by locals 
Dry - Dry 
Good 
Looks to have been buit in the 1950s or 60s to house the 
indentured workers brought in from Malaysia to work in the 
Phosphate mine. The Australian Phosphate Commission who 


mine pulled out in 1984 when the Hawke Govt said the 


needed to pay the workers the same pay rates as Australian 
workers. The workers bought the mine for a nominal sum in 


tennaments look 


and have been operagtiong it since. Th 


have been abandonded since that time. 


To-Do: 
hidden in 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Hurricane 


dilapidated. 


Features: 
Access: 


will give 
Drive past 


(about 50 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Water Level: 
Cond: 
History: 
America 


(Six 
Then 


= 


To-Do: 
Bourbon 


Found: 
Rating: 
Created: 


Name: 
Description: 
station 
Features: 


Some of the flats are still locked. Get in to see whats 


the locked flats 
Wolfman, 2009 
3.0/5.0 

2009-12-25 13:00:00 


Six Flags 
Roller Coaster Apocalypse 
Abandoned roller coaster park. Severely damaged by 


Katrina. The rides are still there, but it's all 


http://en.wikipedia.org/wiki/Six Flags New Orleans 
Abandoned roller coasters 

3011 Michoud Boulevard 

New Orleans, LA 70129 

Type "Six Flags New Orleans" into a smartphone, 


and it 


you driving directions to the RV entrance on Michoud. 


it to a small suburb and park your car. Then walk back 


m) to the gate. Crawl under the gat 
[GPS:30.053102,-89.934179]. 

New Orleans 

LA 

United States of America 

Scary people. 
Men with guns. 
DEY -= DEY 
Post-apocalyptic. 

Vas one of the coolest roller coaster theme parks in 


Pretty easy. 


Pretty high crime rate in New Orleans. 


Flags is awesome, if you have time go to a live one). 
Hurricane Katrina hit it, and it closed. 
If you come all the way to New Orleans, don't forget 
Street. 

Pandaman's American cousin. 
52075 20 

2012-11-10 13:00:00 


Listed by Annapurna 2012 


Sledgy's Signboard 
Billboard on top of a shop opposite Green Square train 


A few ladders 


Access: 


first 


billboard. 
Locality: 
Region: 
Country: 
Care: 


Eek!: 


To-Do: 
Notes: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


or 


damage. 
Features: 
block, 


Access: 
school but 


Locality: 
Region: 
Country: 
Care: 
very 


result. 


Eek!: 
block). 


to get 


Vater Level: 


Bright lights 
A great view of The Rator if it were still there 

See shop on corner of Botany Road & Bourke St -33.905214, 
151.203069 
Round back of building is a gate. 


Climb the gate on to 
roof, small ladder up to second roof and back of 


Alexandria 

NSW 

Australia 

BDAN 

Pretty exposed spot but easy to not be seen 
Slippery when wet 

Dry - Dry 

Vish the rator were still around 

I was bored and had to climb something 
2010 - Sledgy 

2.0/5.0 

2010-11-05 13:00:00 


SMEGGS 

SCEGGS Moss Vale Girls School 

SCEGGS girls school in moss vale. Closed some time in 1974 
(although there were some paperwork I found from the 80's 


90's). Property was bought back in 2012 but buildings left 
abandoned. Hall is fairly trashed. One building (probably 
staff/facilities block) has a couple of rooms with fire 


A few buildings on site including a school hall, classroom 


science labs and some smaller buildings. 
Jump fence on suttor road moss vale. Then walk up to 


avoid the road [-34.532311,150.3830722] 

Moss Vale 

NSW 

Australia 

Local kids know this place. Can see this place go downhill 


fast so my initial rating of 3 will obviously suffer as a 


Probably will more see this as a 2 in the next 6 months. 
Fire damage in building next to hall (office/amenities 


Rumour has it was started in Sept/Oct 2016 so had to rush 


here and check. 
Classroom block at the back has 
water damage and roof collapsing. 


Water Level: 


Cond: 
couple 


History: 
Moss Vale 


as one 


from the 


last," 


Wran, wife 


botanical 


privileged 


took 
24 


in his 


Luscombe, 


Grafton 


Dry 


Little graffiti but some rooms trashed and fire damage in 


of rooms. 
THE 


sleeping beauty that is the former SCEGGS school at 


needs a prince with a $10 million kiss to reawaken it. 


The Church of 


England girls school, 


which was 


established in the Southern Highlands in 1906 to attract, 


historian put it, 


bracing country air", 


"more delicate girls who could benefit 


has been closed for nearly 40 years. 


"It's still a stunning 38-hectare 
property with well-designed buil 


Robertson real estat 


Former students of the campus 


agent Carl] 


of former NSW premier Nevill 


artist Helen Maloney. 


The 
property, 
girls, was also the sit 


One of the state's most 


Leonard Keith Lawson, 


several schoolgirls hostag 


hours after Lawson had raped and murdered a Manly 


not 
burst 


ct ct 


Wran, 


ldings that were built to 


L Hilder said. 


include Jill 


and wildlife and 


with its rich history of education for 


te of a horrifying event in 1962. 


orious killers, 
into the school chapel and 


occurred less than 


The sieg 


teenager 


flat at Collaroy after luring her there on the pretence of 


painting her portrait. 


In a 


struggle at the school as he was trying to escape police, 
Lawson's gun discharged, killing 15-year-old Wendy Sue 


who had been sitting in one of the pews. 


Lawson was sentenced to life in prison and died in 


well 
a joint 


Property. 


proceeded and 


Bowral, 


theatre, a 


academy or 


Notes: 


jail in 2003, aged 76. 


"The 
tragedy shattered the community because Wendy's family was 


known and she was an only child," said Mr Hilder, who has 


listing on the property with Bill Bridges from Ballard 


The school closed in 1974 due to 
financial difficulties. 


The 190 
students at the time were guaranteed places at SCEGGS in 
Wollongong and Darlinghurst. 


Twelve years ago palm sugar producer Steven Lam bought the 
property for his country retreat but the plan never 


he is ready to move on for offers above $10 million. 
Mr Hilder said the buildings on the property, 
which date back to 1930 when the school relocated from 


were a bit dusty but still in good condition. 


The property includes a tennis court, a 


private lake and an imposing English oak-lined driveway. 


Mr Hilder said he expected strong interest 
in the property. 


He said it was 
ideally suited for use as a private hospital, training 


cosmetic clinic. 


http://newsstore.smh.com.au/apps/viewDocument.ac; jsessionid=1EAACD9A2A2CD 
BDO51EC87B72ED1 630A? 


sy=afrépb=all_ ffx&dt=selectRangeé&dr=lmonth&so=relevanceé&sf=textésf=headli 
neérc=10&rm=200&sp=brsécls=16023&clsPage=1 &docID=ILL120215BO6C25IN1L1 


http://www.afr.com/real-estate/residential/time-ripe-for- 


buyers-in-southern-highlands-20120520-j2rux 


Found: 
Rating: 


Pandaman. Explored by The Edge 2017 
3.0/5.0 


Created: 
Modified: 


Name: 
Description: 
Empty 


The rear 


aroma. Front 


operating 


Access: 


Locality: 
Region: 
Country: 
Eek!: 
Found: 
Rating: 
Update: 


Update: 


Update: 
pirs 


from 


development 


Blakjak 


new 


2017-01-07 10:45:02 
2017-01-26 08:13:42 


South Sydney Hospital 
Disused wards/sections of hospital with roof top access. 


throughout the 

three storey main building spans from the front to rear. 
building is 

heavily water damaged and has a very bad damp carpet 
building is in 


use - has PIR's + security. Wards, rooms, main kitchen, 


theatres, 


rooftop, admin and a box of Dimmy's Tube. Renovations are 
planned, front admin 


is being reno'd may not take too long. 

Park in Portman St. Access via rear, broken window. 
GPS:-33.909148,151.205998 

Zetland 

NSW 

Australia 

Seccer patrols. 

2004 Bull/Nivelo/Rodent. 

4.0/5.0 

2014-04-07 14:00:00 


(Hatsumi) - Has this 'gone' yet? 


E 


Yes it's GON 


(BJ). 


2012-06-13 14:00:00 (Blakjak) - All explorable buildings 
demolished, some buildings still intact but are under 
reconstruction...move to Gone.doc. 


2012-01-25 13:00:00 (Hatsumi) - 2012 - still doable, no 


etc.. access probable into adjoining semi active buildings 


inside the abandoned parts...walk up street to find 


notice on other unrelated sites and those - ask 


xplor 


and Ghost 
New banners erected along hospital fencing detailing the 


Update: 
doable 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
the 


tunnel 


Features: 
small 


pump 


Access: 
Grg:3111 


El 

je) 

pan 
` 


halfway 


lift 


moisture 


long 


Locality: 
Region: 
Country: 
Care: 
When 


dangling 


multi million dollar clean up of the site. 
Going. Going. Gone. 


2010-03-05 13:00:00 (Hatsumi) - was in 'gone' but it's 
still. go good explorer. 


1995-12-31 13:00:00 
2014-06-02 14:00:00 


Soylent Green 
West Ryde Pumping Station Basement. 
The Basement of West Ryde Pumping Station, accessed via 


overflow pipe that runs from the basement into the side 


off Charity Ck Drain. 
Big basement full of pump gear, transformers and pipes, 


pipe used for access, possible to maybe get into the main 


hall. 
Go into Charity Ck Drain [Sw:254N13, UBD:213E01, 


GPS:-33.8121726371,151.09147206] and head up W RCP that's 


thru main drain (not the RCP off the chamber) walk up this 
you reach the older RCP section, from there, look for a 3' 


pipe on the L, with a room and a hatch in it. Lift hatch 


follow pipe for about 250m. You'll reach a hinged vertical 
grille, held on with finger tight bolts. Remove these, 


grille and you're in. 


UPDATE Scarecrow 2009: 8 years + steel bolts + constant 


= non-fingertight bolts. Bring spanner to save 


crawl and 
shower from leaky RCP. 
West Ryde 
NSW 
Australia 
Try not to get busted in Pump house as its manned 24hrs. 


lifting grille try to avoid shifting water float that's 


next to the grille. 


Water Level: Shoe 
Found: 2001 Diode. 
Rating: 3.0/5.0 
Update: 2009-08-08 14:00:00 (Wolfman) - Be careful not to touch 
any water 
level floats. Any movement of floats will trigger loud 
alarms. 
Created: 1995-12-31 13:00:00 
Modified: 2009-08-10 14:00:00 
Name: Spanish Inquisition, The 
Alternate: El Caballo Blanco (The White Horse). 
Description: Old spanish horse amusement theme park. 
Features: Several smallish buildings, gondola walkway down to the 
alligator 


pen, huge function room (good for a party), spanish type 
buildings with overgrown palm trees and ferns everywhere 
providing that tropical forest feeling, waterslide, choo 


choo 

train, play area, toll booth from hell!. 
Access: 1,UE:Catherine Field Road [Sw:347L01, UBD:305L09, 
Grg:450A09, 


GPS:-34.004782674,150.776726707, RDI]. Slide under front 


gates or 

over in the corner. 

2,EX: Emergency eXit at rear end of park, but is thru 
people's 

property. 
Locality: Catherine Field 
Region: NSW 
Country: Australia 
Care: Neighbours live close by at the rear of the property, you 
can be 

heard from far away as noise travels around quiet area's. 
Also 

VHITE horses are a little feisty, approah with care or 
better 

yet, don't approach at all!. 
Eek!: Vild horses and horse shit ;-). 
Cond: Exterior is ok, interior trashed. 
History: Closed late 90's. 
To-Do: Bring carrots for the horses, and food for the 
alligators!. 
Notes: Keep torches to an absolute minimum. Neighbours can spot 
you a 


mile away if you use torches outside. 


UPDATE VOX 2014: 


Road is being widened atm. Fence is being ripped down 


cause it 

needs to be moved back 5m. Front gate wide open as part of 
the 

works. I doubt anyone will replace the fence. Location is 
heading 

for *gone* 2 ( 
Found: 2004 Millsy/Smokering. 
Rating: 30/920 
Update: 2014-04-21 14:00:00 (Kazman) - (April, 2014) I can't see 
this 

site going any time soon, the main complex is about 700m- 
1Km away 

from the highway. 

The giant metal fence is gone, but the main gateways are 
still 


there. 
Place is trashed as unusual, but there are horses 


everywhere, 
many juvenile ones, so be careful and don't get close. 


Also be 
careful of the bulls. 
Found a trailer there, near the main building, in a shed, 
iE 
doesn't look old, in fact it looks like someone lives 
there. 
Didn't go into it for that reason. 
Access is by jumping the 6 foot fence. The holes are now 
patched. 
Update: 2010-11-22 13:00:00 () - Panel is missing from fence 
immediately 
to the left of the main gate. 
Can drive in this way if adventurous. 
Created: 1995-12-31 13:00:00 
Modified: 2014-07-22 14:00:00 
Name: Spiked gates of Goodness 
Alternate: Woodford Dam 
Description: 6 Storey high concrete dam arch dam complete with 
infrastructure. 
TAKE MAPS!!! !!! 
Features: Steel catwalks across the dam, access ladders. old ruins. 
Bigness. 
Access: Linden Village. 
Park in this area [GPS:-33.708401,150.493914]. or back 
anywhere 


in the village 


for 550 


for 20m, 


down 


Locality: 
Region: 
Country: 
Care: 


Eek!: 


Water Level: 


Cond: 
History: 
To-Do: 
Notes: 


Walk past gate and follow road for 1200 meters. 
[GPS:-33.708071,150.493475] 


Head left along the fenceline for 80meters 


Follow the track straight past the Treatment plant ahead 


meters. Numerous bends. Slippery and Steep inclines. 


Arrive at large open sandy area. 
[GPS:-33.698282,150.487045] 


Head north west down hill via the only visible track. 
Track is narrow and becomes steep when you get to the 
concrete steps, follow the old rusted pipes. 


Turn left here and head to dam 50 meters away. 
[GPS:-33.697380,150.486009] 


Access to base of dam: 


[GPS:-33.6976976,150.4856855]. 
and follow the cliff face down 


Locate Green pipe at: 
Climb over the green pip 


see small grassy covered drop. 
See ruins in cliff face. 
Walk towards dam 20 meters to small green ladder. Climb 


ladder. 


The pump building has no visibe alarms, PIR's or cameras. 


Linden 

NSW 

Australia 

Inner Catchment area. Harsh penalties if caught. 


Easily lost without maps. 

Big drops to certain doom. 

Spiked, barbwire gates that say 415volts. 
Dodgy climbs. 


Vatch out for Snakes and Ticks 

Dry - Death 

Pristine 

Part of the early Sydney water supply in the early 1900's 
Swim! 

If you want to explore this, be smart and take a good set 


requires 


Found: 
Rating: 
Update: 
power 


Update: 
areas of 


recreational 


Walkers and 
Not all 


remains a 


but 


The 


Created: 


Name: 
Description: 
Access: 

hand side. 


the way 
straight 
Locality: 
Region: 


Country: 
Vater Level: 


of nearmap maps to guide you. Becomes a bushbash and 


some guesswork. 


Intel Supplied by R 
2010 - Ghost 
3.0/5.0 

2016-01-17 04:06:46 


eal 
iw) 


(Tim Dole) - Update Notes: Follow the 
lines, but walk on the widest path the whole way there. 
2016-01-17 04:04:43 (Tim Dole) - Update Access: "Some 
the Woodford catchment are now open for restricted 
use. 


Walkers and cyclists can use 
designated tracks within the Woodford Special Area. 


cyclists must use only those trails permitted for access. 
the area is open for use as the Woodford catchments 


Schedule 1 Special Area." 


I.E. you 
are allowed to walk the paths around this without concern, 


the actual dam wall still zone. 


falls inside the 'no-go' 


bottom section does not have special area signage. 


Access to the wall is via a 1M swim. 


2010-12-18 13:00:00 


Sports Palace 
event hall with a very easy topside 
when facing the entrance, go all the way to your right 


You'll see stairs. Take the 3d to last. This one goes all 
to the top. Crawl underneath some vents and its prety 


forward from there on out. 
near borgerhout, antwerp. 
Flemish 

Belgium 

Dry - Dry 


Cond: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
of 


tunnel 


Access: 
access 


Locality: 
Region: 
Country: 
Care: 
obstacles 


about. 
blame you 


Eek!: 
other 


Water Level: 


Cond: 
History: 
of the 


River. By 


been 


blocks 
hauled 
Loddon 
site by 


roads from 


active 

wopke/rust 

2075-20 

2011-12-12 13:00:00 


Spray 'n Play 

Cataction , Hotdam 

Large concrete Dam that is not abandoned 

Two huge (1m Dia) refief valves that shoot spray a couple 


hundred metres down the valley when the dam is nearly full 


two adjoinging rooms with pipes , 50 meter long rock 


leading to multipl 
Refer to finders or somebody who has been ther 


ladders leading up to the hut 
before for 


details. 

Cataract 

NSW 

Australia 

Sydney Catchment Authority Land. No apparent electronic 


but plenty of signage saying you're not supposed to wander 


Best visited when th 


valves are open when nobody could 


for being down ther taking pic 
Possible huge penalties. Do no 


ures 
get caught doing anything 


than taking photos outside. 

Dry - Death 

Original 

Cataract dam is located on the Cataract River, a tributary 


Nepean River, just below the junction with the Loddon 

June 1903 much of the area to be submerged had already 
cleared of timber. 

For the first time in Australia, pre-cast moulded concrete 
were used to build the upstream face of the dam. They were 
to the site from an open factory on the banks of the 


River. Cement and other supplies were delivered to the 


steam tractors hauling trailer trains over rough-made 


When 

1911, 
widened to 
This 

the 
millimetres 


litres of 


spillway 
sandstone 
it one 
Dam was 


cost of 


ballad 


To-Do: 
Notes: 


Found: 
Rating: 
Created: 


Campbelltown, about 


The dam was completed in 


16 kilometres away. 


1907 and cost about $1.3 million. 


Cataract filled to capacity for the first time in January 


it soon became clear that the spillway needed to be 


prevent any risk of floodwater overtopping the dam wall. 


work was completed in 1915. 


During a large flood in 1968, 


water level rose 1.5 metres overnight reaching 75 


below the walkways across the wall. 


About 150 million 


water were discharged out of the old spillway. 


Cataract Dam is a straight dam with an unlined side 


extending from the left abutment. 


on Cataract, 


of the most picturesque dams in Sydney. 


together with its stone battlements, 


The weathering of the 
has made 


In 1987 Cataract 


strengthened by installing post-tensioned anchors at a 


$13.2 million. 


Height: 56 metres 
Length: 247 metres 
Capacity: 
Catchment: 
Lake: 


Famed Australian poet 


"The Dam that Keele 


94,300 megalitres 
130 square kilometres 
8.5 square kilometres 


Banjo Patterson wrote a satirical 


Built" about the politics behind the 


construction of Cataract Dam. 


discover if the inspection tunnels ar 


Try to go in groups and 1 


distraction and a spotter. 


Do not carry anything 
Annapurna, Woesie & Vox - 
4.0/5.0 

2012-02-23 13:00:00 


mor xtensiv 


ave someone outside as both a 
The use of radios is advised. 


unnecessary ! 


2012 


Name: 
Alternate: 
Description: 


rail line. 


Northern 


covered with 


Features: 
Two 


Access: 
the 


SRA Workshops 

7 Sisters 

Former workshops for SRA/CityRail. 

250m Long, abandoned warehouse, just off the 


Illawarra 
Old school, missing part of roofing on the 


end, cool 


photogenic circular windows. Most Windows 


corrugated 


Iron, as appose to the usual Ply. 
Very Old architectur Seven triangular roofing mounts. 


un-covered room on North East side of building. 
Acc: Over Green fence, through padlocked door, may need 


usual. 

Acc: Via roofing (through holes) 
Acc: Take off Iron on window. 

Acc: I'm sure their are other ways 


Cnr Angel St & Erskineville Rd 


[Sw:2960Q11/074011, 


with 


Locality: 
Region: 
Country: 
Care: 


Anakaine 


far) 


Water Level: 
Cond: 
History: 


no idea 


UBD: 255J07/014C13 
GPS:-33.898533960820906,151.18087649345398]]. 


12/2008: gate by the street has been bolted shut 


sheet 
metal. good luck. 

Newtown 

NSW 

Australia 

Guard dogs! They have freedom of building and vacant land. 
-> not appear to be on watch when Neptune and 


went by. 
Secs may be present. 
Signs, stating, secs, workers (no sign of so 
So be quite. 

Dry = Dry 


Decent for the age 
Found in 2001 by Wagonman/Maddog and Drac. 
Send to the Gone in 2002. 
Refound in 2008 by Anakaine and Neptune who had 


it was in 
Gone. 
Resuscitated with care by Bastion 


To-Do: 
Notes: 


Found: 
Rating: 
Update: 


Ln. 


Created: 
Modified: 


Name: 


Description: 


other in 


Features: 
Access: 
Weston 


missing. 
to 


Locality: 
Region: 
Country: 
Care: 
Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


been 
laying 


Features: 
Access: 


Explore more, take photos. 
This may not be around for a long period of time... 


so do whilst one can. 
2001 Wagonman/Maddog/Drac. 
2.0/5.0 
2017-02-02 11:28:08 (Scarecrow) - Update Access: Currently 
(01/02/17) a walk-in from the corner of Angel St and Angel 


Info from Oriface. 


1995-12-31 13:00:00 
2004-07-07 14:00:00 


St Clair Silos 
Two silo structures, one ruined and inaccessable, th 


use along with a heavily graffitied warehous 
View from top of silos, interesting graff. 
Access from the railway leading off Junction Rd and Old 


Rd, [Mapart: 114N13] follow round back to where fence is 


To climb operating silos a bit of acrobatics are required 


reach from the small crane structure to the ladder. 
The Junction 

OR 

United States of America 

In use during the day. 

Ladders have been removed from the abandoned silos. 
2003 

2 5/320 

1995-12-31 13:00:00 

2007-01-06 13:00:00 


St Mary's Coptic Orthodox Church 


Two story Orthodox Church. Apparently heritage listed. Has 


mostly gutted with a few chairs and other small objects 


around. 
Stained glass doors inside, other function rooms. 
[GPS:-33.918186,151.168088] 


been 


snipped. 


Locality: 
Region: 
Country: 
Care: 


the 


LO=DO% 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Access: 
UBD:233D09, 


alley 


into a 
alarmed. 
Short 


Locality: 
Region: 
Country: 
Care: 

the 


Nice red 
levels. 


History: 
under 


later 


Vater Level: 


Railway Rd: Front door was broken open. Door has since 


fixed. 


UPDATE Evilcowgod 2015: 
There's a spot where the barbwire on the fence has been 


A door is open on the Stewart Lane side of the building. 
Sydenham 

NSW 

Australia 

Signs of Homeless 


UPDATE Evilcowgod 2015: 
The second floor is starting to warp and collapse in on 


first. No longer signs of anyone living there. 
Dry - Dry 

Find new access point. 

Phelonius 2012 

2.0/5.0 

2012-07-15 14:00:00 


Stage Fright 

Midnight Star. 

Old theatre. Lots of chairs. 

55-57 Parramatta Rd, opposite Knight St [Sw:274M17, 


Grg:341D09, GPS:-33.8647906366,151.085933856]. Go down the 


in Powell St (E) opposite motorbike dealers. Small window 
(sealed) besides stage doors (the 2 sealed doors) leads 


shower recess. First area (with the chairs) is not 


Stairs on R lead to upper levels which were never visited. 


stairs on L lead to theatre which is alarmed. 
Strathfield 

NSW 

Australia 

The actual theatre is alarmed. Crossing to the middle of 


stage set off a PIR at the back of the audience section. 


light. Alarm is not silent, but not too loud. Try upper 


Used 2002 by squatters. Entered while apartments were 


construction, with alarm being activated. A driveby 30mins 


To-Do: 
Found: 
Rating: 
Update: 
seems 

Update: 
Powell 
sg hi tees 
only, 


Created: 
Modified: 


Name: 
Description: 
shop. 
Features: 


room. 


Access: 


windows 


Drain). Open 
Locality: 
Region: 
Country: 
Care: 

Water Level: 
Found: 
Rating: 
Update: 


instead), 
coincide 


above. 


Saw no seccers or police. New neighbours may phone police. 
Get a flock of swallows and let them loose in there. 

2004 Prowler/dTrog. 

3.0/5.0 

2016-04-18 12:22:47 (Zizek) - Update Status: Thought I'd 
mention that it's all boarded up just as in 2010, as there 


to have been an expo inside in 2013. 


2010-11-07 13:00:00 (Cryogenic) - All windows / doors on 


St (E) side of building are bricked/boarded/sealed up 
Doors on West side of building are secured by padlocks 


access may be possible with tools. 


1995-12-31 13:00:00 
2010-11-09 13:00:00 


Stanno Garage 

Basement of Stanmore McDonalds, the remains of a mechanics 
cavities, 

old tool 


Ramp and staircase up to nowhere, retaining wall 
McDonalds grease trap sump and converted rooms, 


Not a bad smell - it totally stinks. Fluro lit. 

Go into the Strathfield Car Radios Carpark off Cardigan St 
[Sw:296M06/064M06, UBD:255F02/013M04, Grg:374F02/017B04, 
[GPS:-33.8880166122,151.172453962]], climb thru fence to 


in alleyway (you'll be standing on the roof of Loaf 


window and contort thru. 


Stanmore 

NSW 

Australia 

Who knows what's coming out of the grease trap (Pandaman). 
Shoe 

2002 Mr India/Siologen. 

320/'5:.0 

2014-09-17 14:00:00 (Delo) - (Delo, Ratter, Lentil, Cyborg 
2014) Brand new metal grates have been bolted across all 
‘windows', bar one (which has a welded metal plate 


making the location currently inaccessible. This may 


with some new construction taking place at the McDonalds 


Update: 


resturant 


Update: 
over 


hole 


in 


Created: 
Modified: 


Name: 
Alternate: 
Description: 


Features: 


Switchgear, L. 


Access: 
Leichardt St 


Locality: 
Region: 
Country: 
Eek!: 

Vater Level: 
History: 

by 


storage 


flushing and 


Bridge. 


triangular 


converted the 


2012-07-30 14:00:00 (Ghost) - 
Features: Fr McDonalds wifi internet at usefull speed is 
available inside the large cavity directly below the 


above. 


2011-06-25 14:00:00 (Diode) - Closed up with steel plates 
windows since 2004-ish. 
Now accessible again, Nth end of Loaf covered section. 


Cavity has two large sections, separated by a tight pipe- 


squeeze. 
Overall, 


probably the finest example of putrescent decay 
Sydney. Gumboots highly recommended. 


June 2011 Ratter, Ghost, Diode 


1995-12-31 13:00:00 
2014-11-03 13:00:00 


Static 
The Tank 
Water reservoir converted in *active* underground 
substation 
Pillars/arched roof, 


Transformer w/ wheels, 11kV 


V. 


Distribution Panel, Hazemayer Ring main units 
Locked hatches in traffic island, cnr of Wickham & 


[GPS:-27.462160,153.021159] 
Spring Hill 

QLD 

Australia 

Entrance at busy intersection, 
Dry = (Dry 

Originally an underground salt water reservoir constructed 


substation is active 


Brisbane City Council between 1916 and 1917 to provide a 


of river water to be used for street cleaning, drain 
public 
baths. The pump for the system was near the William Jolly 


From above ground all that was visible was a small 


park opposite St Andrews Hospital. In 1970 Council 


SEQEB 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


disused 
there is 
fenced 


Access: 
settling 


easy to 


follow 


Locality: 
Region: 
Country: 
Care: 
soon due 


Eek!: 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
a 


all over 


Access: 
Lane 


Water Level: 


disused reservoir into an Electricity substation and under 


it became Substation No.194. Now on Council’s heritage 
register. 

11-2003 Dsankt, Ekweleks & Quantum-x 

52:0/5...0 

2015-05-13 14:00:00 


Concrete storage tanks and associated structure at long 


water treatment plant in west Dunlop. The area around 
now a cattle ranch, and the cows tend to hang out in the 


area around the tanks. 
There's an 8ft fence with razor wire surrounding the old 


pits, but the actual gates tend to be unlocked, or are 


squeeze through. Park along Hollows Cres 
[GPS:-35.208170,148.998621] 
walk north to the fence around the settling pits and 


fence east to the tanks 

[GPS:-35.203807,149.00142] No need to climb fence. 
Dunlop 

ACT 

Australia 

It's is/was an active cattle ranch, but that may change 


to new suburb development. 
Cows. Try not to spook them. 
Dry - Dry 

Majestic and Squid 2008 

23.0 /5%0 

2010-05-15 14:00:00 


Stephens Crown St Tunnel 
Short but very old train tunnel, built 1827. 
Partially filled in, so its only about 14ft high. Ends at 


fenced off rockpile. Contains thousands of stalagtites, 


5ft in length, like a forest. 
Theres a railway siding in a park, between where Smithdown 


twin 
Overbury 
the far 


[AA:90C5] 
Locality: 
Region: 
Country: 
Care: 

are 


trains. 


Water Level: 


History: 
St 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Many 


Features: 
Access: 
around 


Locality: 
Region: 
Country: 
Care: 
night. 


To-Do: 
security 


Found: 
Rating: 
Update: 


misleading for 


and Queensland St join and Overbury St. Climb over the 


fences and follow the tracks thru the short tunnel under 


St to the Edge Hill cutting. Stephens Crown St tunnel is 


left from the live track, Wapping being in between. 


Edge Hill 
North West England 

United Kingdom 

Fences surround siding are 8ft high steel pike fences that 


dangerous to climb over. Siding is in use by freight 


Puddles 
Built when trains were pulled by winding motors, before 
locomotives became popular, it ran to now long gone Crown 


station. 

Sub-Brit 

4.5/5.0 

1995-12-31 13:00:00 
2004-08-11 14:00:00 


Strictly Covertland House 
trickland 
Old historical house. 52 Vaucluse Road, Vaucluse NSW 2030. 


n 


buildings. 
Internal wooden window curtains. Many rooms. 
Park at Neilsen Park, walk to Shark Beach. Follow bushwalk 


to house [Sw:278012/058012, UBD:237L04, Grg:348A04, 
[GPS:-33.856329,151.26887]. 

* Climb stairs at back to roof. 

* Enter house via basement toilet at rear. 

Vauclause 

NSW 

Australia 

May have live-in caretaker, otherwise security patrols at 


Do at your own risk. Explore extremely covertly. 
Take hammer, chisel & glue and swap electro-magnetic 


check points. 

2003 dTrog. 

220/540 

2010-10-17 13:00:00 (Red) - This place was a bit 


GPS 


had a 


either 


is 


short 


from the 


Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 


Climb 


Locality: 
Region: 
Country: 
Care: 
supports 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 


Access: 
33.903568, 


here 


they 


someone unfamiliar with the area such as myself. A better 
location would be at: [GPS:-33.856329,151.26887]. House 


astern side; 


Kombi and a new sedan parked on the house's 
the house carpark is being used by neighbours or someone 


care-taking and living on site, although the visit was too 


and late to determin 


Entry is also just a walkthrough 


road running south of the property. 


1995-12-31) 1.300200 
2010-11-09 13:00:00 


Sugar Cube, The 

Old Cast Iron water tower. 

Awesome noise as walls rumble with passing freight trains. 
Across the railway from the Town Bypass Rd & Central Rd 
intersection [NDR, GPS:-33.9365234003,147.221424495, RDI]. 


support girders then ladders to roof. Near The Prow. 
West Wyalong 

NSW 

Australia 

Is still in use so is sometimes full of water!. 


Also all 


are cast iron, many are cracked. 
2003 Mr India. 

3..0/5:%3.0 

1995-12-31 13:00:00 

2006-08-25 14:00:00 


Super Centa 

Moore Park Super Centa 

Super Centa rooftop 

Usual rooftop stuff 

TV antennas 

Air con units 

Skylights to the shops below 

Head to top level of carpark to first ladder here GPS:- 


151.214988. Stick to the edges as there's two cameras 


-33.903505, 151.215211. They shouldn't be a problem and 


your 
new 


Locality: 
Region: 
Country: 
Care: 


of 


Water Level: 
Notes: 
about 


initially. Nice 


(?) 


Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 
Access: 
easiest 


side of 


Pyrmont 


Locality: 
Region: 
Country: 
Care: 


Eek!: 


of 


Water Level: 


can't actually see you as you climb. 


For a limited time only you can also climb around the 
construction fencing here -33.902322, 151.215785 and make 


way up the scaffolding stairs to access the roof of the 


levels being built. 

Moore Park 

NSW 

Australia 

Play it safe and only walk on the mesh walkways 

Usual common sense should prevail about trying to stay out 


view where possible. This is one of the cities busiest 
intersections. 

Dry - Dry 

The security guard has a screw loose. I heard him rambling 


"killing them all" when I checked this place out 
guy though when you talk to him. Complete with scottish 


accent :-) 

2010 - Sledgy 
2.0/5.0 

2010-11-13 13:00:00 


Super Slide 

The Ian Thorpe Aquatic Centre rooftop. 

Smooth sloping rooftop, with external support trusses. 
Corner of Harris St and William Henry St, Ultimo. The 


place to access the rooftop is climbing from the northern 


the building. Go towards where the elevator goes down to 


St. 

Boost up to rooftop. 

[GPS:-33.877021,151.198815] 

Ultimo 

NSW 

Australia 

BDAN. Might still be cafe staff cleaning up. 

Check to make sure the dome camera is facing the elevator. 
Certain injury or death if you fall off. 

Don't do if there's any moisture on the roof. 

Valk along the seams and ridges of the roof, there's a bit 


flex in other parts. 
Dry - Dry 


Cond: 
History: 


being 

To-Do: 
Notes: 
Found: 


Rating: 
Created: 


Name: 


Description: 


interest 


Front, 


Features: 


Access: 


property 


Region: 
Country: 
Care: 
moving 
front 


Front 


entered.) 


Water Level: 


Cond: 


TO= DO; 
not? 
Found: 
Rating: 
Update: 
of 


hours. 


Created: 


Modified: 


Locality: 


Brand new 
Formerly called the Ultimo Aquatic Centre. 
A free form wave shape roof shape, with the highest space 


over the largest pool. 

Design/Completion 2001-2007. 

Slide down from the apex of the roof, so much fun! 

This $40 million facility was designed by Harry Seidler & 
Associates. 

22-03-2010 -Rascal, Scarecrow 

2.0/5.0 

2010-03-22 13:00:00 


Supertex 
Large abandoned fabric factory, mostly stripped, some 


value left. ‘Expressions of interest' real estate sign out 


so the place may not last long. 

Heath-robinson linear baking oven. Space. Space. Space. 
UBD 82/N3 Over gate at W end of building front, Wattle St, 
between Mt Lewis Rd and Waterloo Rd (dog in adjacent 


barks.) 

Or, hole in fence at end of Cooeeyana Pde. 
Punchbowl 

NSW 
Australia 

Basement in use by construction company to garage earth 


plant, and heaps of earth. Recent security co cards in 


gate. Some building wiring is still live, lights on, etc. 


office still in use, has PIR in corridoor (seen, not 


Dry 

Has been mostly stripped of machinery in last year or two, 
dammit. 

Sheds in front yard. Is front office actually alarmed, or 


2007 Diode & Ghost 
2.0/5.0 
2010-11-25 13:00:00 (Ghost) - Lights are now on in front 


building and side roller doors. 


Cars seen entering and leaving premises during evening 


1995-12-31 13:00:00 
2010-11-26 13:00:00 


Name: 
Alternate: 


Description: 


Trust. 
Features: 
in 


Access: 


Locality: 
Region: 
Country: 
Care: 
follows you 


Eek!: 
Cond: 
History: 


Squadron 


Drydock now 


the 

had 

pump 

dock 

clear 
worry 
times gone 


mysterious 


To-Do: 


Found: 
Rating: 
Created: 
Modified: 


Vater Level: 


Swimmin' Hole 
Voolwich Graving Dock. 
Old Army Marine workshop/base now part of Sydney Harbour 


Empty workshops, mess and offices. And the oldest drydock 


Sydney. 

Clarks Point Reserve [Sw:276M06/044M06, UBD:215F14/005L11, 
Grg:314F14]. 

Woolwich 

NSW 

Australia 

Seccer who is afraid of being sued by the world so he 


everywhere! Go in the night. 

Meddlsome seccer! Oh and asbestos in the workshops. Cough. 
Dry 
Excellent!. 

Built in 1901 to repair ships. Also former Army Marine 


workshops until 1997 when they moved to Townsville. 


flooded and the remains of the caisson are at the end of 
dock. Workshops are all empty. Interestingly when the army 


the place ther 


was a proposal to rebuild the caisson and 
out the dock. A sonar scan of the bottom was made and the 


was mapped. Army clearance divers wer 


to go through and 
the bottom where the caisson was to go but they started to 
about what they would find. Items thrown overboard in 

by include lots of tools, assorted boxes with unknown 


contents, a box of grenades and an automatic rifle. It was 
decided to just let it be. 

Dive the bottom of cours 
there!. 
2005 Syme/Blakjak/Rodent/Flossy/Beachbum. 
2:20 /'5 2:0 
1995-12-31 13:00:00 
2005-12-05 13:00:00 


There's heaps of cool shit down 


Name: 


Description: 


compacting 


Features: 
recycling 


Access: 
Climbe 


door is 


Locality: 
Region: 
Country: 
Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Beenleigh 
Features: 
Region: 
Country: 
Notes: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


of the 


due 


Easy 


the 


Next door 


metal 


Also has a 


Symes Transfer Station 
Built in the 1930s, as a small refuse sorting and 


facility. 
Large compactors, huge refuse pit, cranes, storage for 


bins and an old tractor. Nice view from roof. 
On the corner of Symes and Glen Scarlett Rd (#150 Symes). 


rear fenc 


near gate, enter via busted garage door. Front 


sometimes unlocked. [Mapart: 114 M12] 
Runnymede 

OR 

United States of America 

Bit mangy. 

2004 

35/520 

1995-12-31 13:00:00 

2007-01-06 13:00:00 


T-Line (Tash-Line) Desc: 


Old freight line, Beaudeset - 


Wooden bridges 

QLD 

Australia 

Do on mountain bikes. 
2002 Niks/ekweleks/dsankt 
2 9195.0 

1995-12-31 13:00:00 
2030-05-24 14:00:00 


Tales of ropes 
3 story disused commercial building that used to be part 


Thales defence force sit 


Currently unoccupied, I'd guess 


for demolition as the sit 


is becoming residential land. 
access through 2 holes cut in the fence, but be aware of 


neighbours as they can easily see inside the building. 


is another set of buildings, these ones are secured with 


sheets, but accessible some how (haven't done it yet). 


and an 


Features: 


Access: 
use the 


Locality: 
Region: 
Country: 
Care: 


like 


= 


To-Do: 
Found: 
Rating: 
Update: 
park is 
have been 
slim 
150.776380 
150.769637. 


car to 


Created: 


Name: 
Alternate: 


Description: 


Access: 
Pitt St. 


the 
Locality: 


Region: 
Country: 


Water Level: 


20m staircase to nowhere. Residential drain also nearby, 


abattoir also. 
Huge building, note that the roof lining has been removed, 


suspect it was asbestos... 
Through one of the holes in the fence, probably safest to 


side not facing the houses. [GPS:-33.7316737,150.7779368] 


Ropes crossing 

NSW 

Australia 

Nosey residents 

Right next to active site (Avoid driving towards the jail 


gate, it has cameras and security...oops) 

Dry - Dry 

Nearby abattoir [GPS:-33.741452, 150.779361] 

Timdole 2013 

220/550 

2017-03-01 08:49:07 (Tim Dole) - Update To-Do: Wianamatta 


now open to normies. Whilst most of the army buildings 
demoed, a few remain. Access is feasible but requires a 


figure. Most interesting structure is at -33.725723, 


whilst 2 other sheds are located at -33.724043, 


Note 


the gates are locked at 6pm, and a ranger is posted with a 
keep an eye out. 


2015-08-11 14:00:00 


Tank Rooftop 

Willyman's Rooftop 

Rooftop of the Grand Hotel. 

Hotel is located on 30 Hunter St, between George St and 


Access rooftop by sliding under gate around the side on 


unnamed alley-way, and up the exterior stairs. 
[GPS:-33.865552,151.208275] 

Sydney CBD 

NSW 

Australia 


Care: 
not to 


Eek!: 

Water Level: 
History: 

in the 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
supply 


Features: 
10 x 20 


Access: 
for 


Locality: 
Region: 
Country: 
Eek!: 
park 


Cond: 
History: 


place=600174 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Large 
Features: 
obtainium. 


Access: 


we left 


The fire-escape stairs have a PIR at the first landing, 
worry, just go past it. Don't loiter around. 

Don't stand in front of the satellite dish on the rooftop. 
Dry = DEY. 


The Grand Hotel is heritage listed, and one of the oldest 
city. 

09-07-2009, Scarecrow & Willyman. 

20/9 1.0 


2009-07-11 14:00:00 


Terminal Dogma 
Wickham Terrac 


Service Reservoirs Desc: 2 Disused water 
reservoirs 


20m x 20m x 6m with arched brick baffles, other resevoir 


x 6m with weird equip. 
Behind windmill on Wickham Terrace. DONT force access, ask 


keys. [159 N9] 
CBD 

QLD 

Australia 


Syringes in one chamber under hol 


in roof. people in the 


will approach with intent to seduce. 
Good, fairly clean 
Built in 1871 and 1882. See - 


http://www.epa.qld.gov.au/projects/heritage/index.cgi? 


2003 dsankt/ekweleks 
0.0/5.0 

1995-12-31 13:00:00 
2005-01-04 13:00:00 


The Aristocrats 
Two sets of buildings spread over two blocks. 


Former Aristocrat poker machine factory and offices. 


warehouses with some offices, mostly gutted. 
Rooftop access, 50+ fire extinguishers. Miscellanious 


Building A through two firedoors on 85 Dunning Ave 
GPS:-33.916826,151.202294. You may need to card them but 


Dunning 


carding. 
Locality: 
Region: 
Country: 
Vater Level: 
Cond: 

To-Do: 

time to 


Found: 
Rating: 
Update: 


boarded/welded 


Created: 
Modified: 


them open. 


Building B through firedoor on Hayes Rd, which joins with 
Ave. (GPS:-33.918049,151.202418) Same story with 
Rosebery 

NSW 

Australia 

Dry = Dry 

Gutted but pristine, no graph 

Some offices locked with combination padlocks - take the 


crack the codes/windows. 
Jevil and Nancy 2011 


3.0/5.0 
2011-08-09 14:00:00 (Jevil) - All access now 
shut. 


Shiny new cameras covering all entrances. 


2011-02-05 13:00:00 
2011-08-15 14:00:00 


Name: 
Alternate: 
Description: 
level), 
views 

used as 
Several 
Features: 
fireplaces, 
cavities. 


rituals 


Access: 


-33.7134748,150 


fence and 


Some 


The Eldon 

The Elrington Guesthouse 

A large, heritage listed 4 storey building (plus basement 
cut back into the sandstone on Lurline St, Katoomba. Nice 
out over Kingsford Smith Park across valley to Leura. Was 


an inter-war era guesthouse and has a lot of history. 


buildings, 
Many, many rooms 


attached by corridors and basement levels. 
(63 in fact), ballrooms, kitchens, 


old wooden staircases, amazing views, lots of sandstone, 
basement level with some small utility tunnels and 


of the rooms have obviously have been used for Satanic 


and such. 
Located at 9, 
:3125569 


Lurline St, Katoomba. 


Best accessed from the this alleyway on 
Katoomba St: -33.7135417,150.3118327 then jumping back 


sneaking around and crawling into the basement 


a 


Locality: 
Region: 
Country: 
Care: 
squatters and 


Eek!: 
trying to 


checking on 
seen her 
the 

Water Level: 


Cond: 
History: 


http://www.envi 


x?ID=1170405 
Notes: 


window here: -33.7135551,150.3124604 
Katoomba 

NSW 

Australia 


Broken glass, 


rotten wood in parts, possibility of 


Huge bloodstain in one of the hallways too. 
is being watched closely by the neighbours, 


Satanists. 
The plac 


keep out squatters and vandals. 


The lady in the block of flats next door is always 


the place out her windows and will call the cops, have 


floating around nearly every time I've attempted to visit 


place. 
Dry - Slimey 


Rough, the place is on its last legs in parts. 


ronment .nsw.gov.au/heritageapp/ViewHeritageItemDetails.asp 


http://www.bluemountainsgazette.com.au/story/2994485/no- 


plans-to-turn-eldon-guest-house-into-a-halfway-house/ 


Found: 
and 


Rating: 
Update: 


there isa 


Created: 
Modified: 


Name: 
Alternate: 
Description: 


books of 


Features: 
of 


masks, 


2014 DC, Timdole, The Pope. First explored 2015 DC, Stoony 
Cactua 

4.0/5.0 

2016-06-19 21:53:07 (Rodent) - Update Eek!: 20/6/2016 


Watch out... Power is on, Some lights are left on & 


caretaker squatting on site! 


2015-08-10 14:00:00 
20 L7202215:-0 72 595 27 


The Facaulty Fuck Den 

Thespian Bongers 

Attic spaces and some kind of small storage room in the 
university Teaching Faculty building. 

First room is full of shit old dead props but boxes of 


old plays and such. 


Room full of crap, didn't go through it, plenty of copies 


books by Tennessee Williams and other writers, some old 


spend 
other 
Access: 
hopeless, I 


just look 


circle as 


staircase 


is bi 


door 


up in 
area, but 
- also 
space 


roof in 


and you 


for ages 


Locality: 
Region: 
Country: 
Care: 
likely 


Eek!: 


Cond: 
To-Do: 
door, I 


Vater Level: 


bits n pieces. Actually plenty of old books but I didn't 


time looking, about four or five boxes worth and some 
stuff. 

Go into Old Teachers College building 
[GPS:-33.886654,151.186208], security on site is shit 


spent the last week going just about anywhere I wanted, 


like a student (which is shit easy) and just go for it. 
Head to top floor, the whole top floor goes in a large 


building has big quadrangle in middle. 
Keep fucking around until you find a small six foot 


with a dwarf sized door at the top. This is ya shit. Door 


locked but unlocked - handy. 
Close door behind you, light switch is immediately above 


itself inside. 


From this firs room there are small wooden stairs leading 


attic space, this goes above a hall below. Modest sized 


not much else to do but walk on the rafters and get about 


another small set of wooden stairs go up into more attic 


but ultimately just goes length of building inside the 


various directions. 


Recommend trying around 5pm when the place chills a bit 


could go unnoticed - I went at 7pm and I walked building 
with not a soul anywhere. 


Camperdown 

NSW 

Australia 

Walk on beams, keep quiet. Best not to fall through roof, 


to end badly. 

Asbestos signs, but then isn't there always? 

Dry - Dry 

Old 

Go to 'Pharmacy Building’ head to top floor, find roof 


more fun. 


hear the roof spaces and access ar 


outside 
roof, 


spaces, 


play 


from 


could fit 


From 
staircase 
western 


center. 


Go to Holme building, go to top floor, from one of the 


balconies near Student Union is open accessible ladder to 


followed by additional ladders leading higher up to other 


not sure where. 


Get drunk at Manning Bar, take date to attic, use ropes to 
suspension games. 
Delo: Looks like there might be a cavity here: 


[GPS:-33.884918,151.186854] 
You can see pipes and all sorts going through the wall 


parramatta road when riding the bus. Looks like a human 
through there.. 

Trioxide:There is a similar space in the Madsen building. 
very vague memory it is accessible again by a similar 
with dwarf door from the top floor (3rd?) in the south 


corner. Again the building is a loop with courtyard in 


The lower basement levels of Madsen are equally 


interesting. When 


there 


by 


university 


information on 


working in 
codecracking 


sources that 


I used to spend a lot of time in the building circa 2000 


was an electron microscope unit down there. I was able to 
literally walk into the lab where I was eventually asked 


someone if they "could help me" and simply told them I was 
"having a look" and they just shrugged. 


$50 for someone who opens the door in the graffiti tunnel. 
Security is abysmal but then again securing a 24hr 


campus would be a difficult undertaking without draconian 
measures. Don't abuse it. 


Bullwagon:I open a bounty for anyone who can find 


a escape tunnel that led from the Madsen building to the 
Blackburn building, that was allegedly built for staff 


the Madsen when it was the CSIRO during WWII for 


enemy intelligence. Have been told from two separate 


Notes: 
how to 


in my 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


beleive 


Features: 
Arcade and 


roof that 


Access: 


see 


carded. 
Locality: 
Region: 
Country: 


Cond: 
History: 
across the 


To-Do: 
them, from 


Notes: 
gets dark 


cool lil 


Vater Level: 


this did exist at one stage. 


Some of the older buildings are quite cool, as I work out 


map it better I'll point out some other shit 


travels. Plan to go back and stuff around there a bit more 


Must be service tunnels somewhere, I plan to find them. 
2014 Hatsumi 

0.5/5.0 

2014-10-16 13:00:00 


The Fletch 
Rooftop Squatage 
Seven storey totally empty retro office tower...hard to 


these things can go unnoticed for so long. 


Nice lil rooftop with views over George st, the Strand 


neighbouring buildings. Has a little appartment on the 


is empty !! awesome squat - 5star really. 
GPS:-33.869344,151.20673 


Opp strand arcade George st or next to Fletcher jones shop 


black foyer through open glass door. See stairs. Go good 
explorer. Door to rooftop and apartment needs to be 


City 
NSW 
Australia 
Dry = DEY 
good 


Hats was standing on a yet to be indentified rooftop 


road and spotted this below him - decided it was next ;D 
monkey down across the neighbours rooftops or get onto 


here can see a lil playground of potential all around. 
Make the rooftop appartment into clan hq ? 
i rated it good, i think if this is open still when it 


then the rooftop pics would be cool and it would make a 


hang spot. 


came across 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
complete with 


DJ cage. 
Features: 
folders 


Access: 
st, go 


and 


presumably to 


door 


Locality: 
Region: 
Country: 
Care: 
Sign in. 


Hours of 


Eek!: 
pokie 


the 

mouth 

Water Level: 
Cond: 
History: 

the 


built 


Delltones 


2010 Hatsumi 
3.0/5.0 
2010-04-20 14:00:00 


The Glory Hole 
Land of the Lounge Lizards 
Seedy Nightclub hidden within active Leagues Club, 


tacky furnishings, lighting rig, bar, stage and elevated 


DJ cage, tasteless interior design, piles of footballs, 


and other stationery. 


Enter leagues club, use stairs or lift closest to Monaro 
to level one. Follow corridor around to left where toilets 
fire stairs are. 

At end of the corridor are two big sets of doors, 

function rooms. Use beige doors on left-hand side (basic 


persuasion skills required). 
[GPS:-35.352652,149.236119] 
Queanbeyan 

ACT 

Australia 

This is within an active leagues club. You will need to 


Holy fuck it's a nightclub! 


BDI 


Do not get caught, they already have your details! 


business. 
Location within a club, you may find yourself walking past 


lounges full of senior citizens donating their pension to 
government, bistros force feeding chicken parmigiana to 


breathers and other depressing phenomena. 

Dry. = Dry 

Good 

In December 1972 the Queanbeyan Leagues Club was burnt to 


ground and was rebuilt a year later. An auditorium was 
which brought headline acts to Queanbeyan including the 


and Johnny Od€™Keefe. 


In 1989 the Auditorium was revamped 


bring big 


such as 


them and 


Victor 


questions: 


To-Do: 


Didn't 


Notes: 
decorative 


the few 
Found: 


Rating: 
Created: 


Name: 


Description: 


South 


area. 
Features: 


nest. 


Access: 


bounds. At one point the club 


Easy access. Multiple rooftop sections. 
Enter the stairwell on the of the Goldcrest International 


and a nightclub was built. However the QLC continued to 


name acts to the region of another generation, and bands 
Cold Chisel, Australian Crawl played to a sold out crowd. 


In 1982 the Canberra Raiders were established, and with 


their early success the QLC continued to grow in leaps and 
ven received a visit from 


the Canberra Raiders Viking to answer a few pertinant 


Where does he Live?: Canberra stadium 
What is his Favourite food?: parrot 
Most hated food?: rotten fruit 


Likes?: winning 
Dislikes?: losing 


That was enlightening 


Explore properly! There's a few mystery doors withing the 
nightclub, also a space in the ceiling with walkways. 


check behind mystery door to the right. Possibly contains 
something equally as surprising. 


Rooftop of club also looks cool. 


"After seeing your photos I should point out that the 


style of this place is actually quite unique and one of 


examples I have seen in Australia of the Memphis Style." 
-Aeon floss. 


Aisha & Maggot 2013 


3.0/5.0 
2013-10-31 13:00:00 


The GoldCrest 
Large residential/commercial rooftop. Highest point in 


strathfield overlooking the hume highway and surrounding 


Small telecommunications room with lotsa different HF/UHF 


antennae's/dishes spread across the roof. Awesome view of 


surrounding suburbs (particurly towards the west). A crows 


2006 UBD 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


the 


and 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 
water 


Eek!: 


History: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
workbenches 


Access: 
it, down 


Vater Level: 


Vater Level: 


building on Holmwood Ave side. Climb stairwell to roof. 


== [253405] 
[GPS:-33.892130868086475,151.08434915542603] 
Strathfield South 

NSW 

Australia 

People living on lower floors may call cops. 
Danger of Radiation exposure! 


Dry - Dry 
2009 - Ghost Apr 5 
3.0/5.0 


0000-00-00 00:00:00 
2008-06-30 14:00:00 


The Internet 
A Series of Tubes 
A long history of pipes going up/down the cliffline above 


cokeworks. When on 


broke they'd add another. And another, 


another. And then another. 

Climbable. Lots of fun and great views at the top. 
[GPS:-34.24089,150.969223] 
High surrealism factor. 
Take the old road up the hill behind the Nth end of the 
cokeworks. At the old tanks, follow the pipes up. 
[GPS:-34.24089,150.969223] 

Coalcliff 

NSW 

Australia 

The newest plastic pipes on top appear to be the current 


supply for Coalcliff. Maybe. Don't break them. 
Do not slide down the pipes. Death. 

Dry DEY. 

A very long history of don't give a fuck. 

2015 Diode Jazmond Ratter 

2.0/5.0 

2015-02-01 13:00:00 


The Keyway 
Old keycutters workshop occupying an old house. 
An old safe, one or two old cutting machines, some 


and various cupboards and leftover relics of the business. 
Through front door,was opened on our visit but we locked 


verandah is a 


- you 


back 


with 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Cond: 
Found: 
Rating: 
Update: 
sale, 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


School. 
Features: 
Access: 
climbing up 


side of 


on 


side of house window is open or on overgrown front 


loosley secured door ( bit of wire easily removed by h 


won't see door until on verandah,mega over grownage), 
door is non existent from backyard so just walk in. 
Key cutters signage painted on front, clearly abandone 


overgrown weeds. 

Fitzroy St Marrickville opp Satisfaction. 
[GPS:-33.90718,151.168121] 

Marrickville 

NSW 

Australia 

Floorboards unstable in one half of house, 
Keep noise down, houses on both sides. 


you'll see. 


Dry - Dry 

Old, 

2010 Hatsumi, Ghost, Sledgy 

2.0/5.0 

2012-05-13 14:00:00 (Hatsumi) - May 2012 - went up for 


drove past today, has been sold. 
gone. 


was a gem. 


2010-01-15 13:00:00 
2012-06-04 14:00:00 


The King's School 
Bastion's Secret Hide-out 
The old campus and buildings of the prestigious King's 


Main 3 storey 
Located near the corn 
Parramatta. Main dorm 


building accessible by either 


through the gap on the boarded up archway on the north 


the building, or by climbing up and over a roof; this 


O'Connell St. Look for a single-storey structure again 


front of the main building and this is it. Opening in 
to get inside. Access to other buildings not achieved 
Parramatta 

NSW 


and 


or 


d 


r of O'Connell St and Victoria Rd, 


ern 
is 
st 
the 


yet. 


Country: 
Care: 
visible. 


Water Level: 


Cond: 
History: 
school and 
To-Do: 
building. 


looks 


Notes: 
can be 


Found: 
Rating: 
Update: 


were 


ants 


looks 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


when it 


Features: 


Access: 


Bridge), on 


Australia 
Both entry points require climbing, and are both quite 


dry 
Heavily boarded up. 
Founded in 1831, it is Australia's first independent 


forms one of the eight 
Enter and explore pool building, and the other 3-storey 


Also a machine room- this has 2 huge machines inside, 


interesting. 
Could be a higher rating, depends if the other buildings 


entered. 

18-06-2009, Bastion & Scarecrow. Jun 18 

3.0/5.0 

2011-04-14 14:00:00 (Bastion) - Bastion and Rogue, 04/2011 
We drove past there yesterday, and all the buildings which 


vacant and derelict are surrounded by scaffoldings and an 


army of workers. 
This might be the end of that. Didn't stop to check, but 


like it's being renovated. 
Might be a goner very very soon... 


0000-00-00 00:00:00 
2011-04-22 14:00:00 


The Last Headjob 
Indignation; The Imperial, Imperialism FTW 
Small hotel/pub which closed down in 2003. 


Re-discovered by accident on a Your Taxes expo in 2013 
was assumed that it was The Last Headland. 


Causer of controversy. 

Various rooms 

Awesome views 

BBQ with no plate 

Random pub-like bits and pieces 

Address: 315-319 Lawrence Hargrave Drive, Clifton 


About 800m south of Sea Cliff Bridge (Falling Rocks 


the left. 


on 


Park here: [GPS:-34.261216,150.967941] 


Access via window at first landing of exterior staircase, 


eastern side of building, here [GPS:- 


34.261142,150.968687]. 


hardcore 


Locality: 
Region: 
Country: 
Care: 
walking 


may be 


Eek!: 


Cond: 
History: 
baker, 


its doors 


which had 


Reschs 
large 
was Mr 
savage 


estimated 


when 


bar 


overlooking the 


To-Do: 
Found: 
Rating: 


Water Level: 


Alternate access next floor up through window. Requires 


characteristics. Be careful. 

Clifton 

NSW 

Australia 

Residents on either side of property. Don't be seen when 


on top floor southern and northern sides of building. You 


seen through windows. 

Watch your torches. 

Random holes in floorboards. 
Dry - Dry 
Gutted and graffed 
The Imperial was licensed by thirty year old Wollongong 


Alexander Osborne in April 1884. From the day it opened 


the bar was a sanctuary for coalminers. The Imperial was 
Clifton's second public house, joining the Clifton Inn 


been the village's original watering hole since 1879. 


The Imperial Hotel was purchased at auction in 1910 by 


Brewery Limited. It was then demolished and replaced by a 


two-storey brick structure. The architect of the new hotel 


Redgen of Sydney and work on the building began in 1911. 
storm ripped the roof off the hotel in 1913 causing an 


two thousand pounds worth of damage. 


A 


The Hotel remained essentially unchanged until the 1970's, 


the front timber balcony was replaced with an awning, the 


extended, and a concrete balcony was constructed 


ocean. (Illawarra Mercury 26/12/2001, 11/2/2000; City of 
Wollongong Heritage Study 1991; Roberts, 1991). 


Squat in sea view room... would be awesome at sunrise. 
Pandaman; 2013 
2.0/5.0 


Update: 
today 


Update: 

a 

on the 
upstairs is 
view to 


Created: 
Modified: 


Name: 
Alternate: 
Description: 


(most 


limited to 


Features: 
views 
Access: 


missing on 


impunity 


Locality: 
Region: 
Country: 


2015-03-20 13:00:00 (Booboo) - Property is up for action 


(21/3/15) set to b 


redeveloped -- get in quick! 


2015-01-02 13:00:00 (Kazman) - [Jan, 2015] This pub is in 


better shape than I originally anticipated. Easy access is 


north side of the building via a staircase, the door 


wide open and the trees pretty much block the neighbor's 
Pts 


2013-07-11 14:00:00 
2015-05-18 14:00:00 


The Last Headland 
Headlands Hotel 
Large Hotel boarded up and abandoned. 


UPDATE ELLIPSIS 2013: 
Well trashed with some floors missing entirely ! 
Doubt there is a non smashed glass panel left in the place 


are boarded up, so your visibility during the day is 


no boarded up windows). 

Sign up suggesting it's sold/leased or some shit. 
Temporary fencing surrounding th ntire place is quite 
foreboding too. 
Two wings of buildings some with spectacular ocean/beach 


[GPS:-34.301525,150.940475] 
1 Yuruga St, Austinmer NSW 2515 
Access to the northern wing via ground level window 


the side nearest the ocean 


UPDATE ELLIPSIS 2013: 

Entry through the temporary fencing can be found at 
-34.301416,150.940702 

Go south around the outside dining area for walk in entry. 
Can pretty much walk the entire internal site with 


(disregarding the slight floor issue naturally) 


Austinmer 
NSW 
Australia 


Care: 


Water 
Cond: 
To-Do: 
areas 


Notes: 
from 


what a 
Found: 
Rating: 
Update: 
gone : ( 
pretence 


erected! 


Update: 
"For 


wings 
up. 


some of 


inside the 


to the 


access 


Created: 
Modified: 


Level: 


would 


some dodgy flo 


UPDATE ELLIPS 


orboards 


Ss 2013 


Avoid the mayo 
Dry = “DEY 

Trashed inside 
Gain access to 


have been 
Quote: "What! 


Wollongong earlier last year! 


shit." -Trioxi 
2012 Woesie an 
2.0/5.0 

2016-04-11 13: 


Fu 


of a resort or 


2015-01-02 13: 


Sale" banner a 


of the building through parts of 


Also looks 


(mostly outside) 


most glass intact 
the southern wing where dining and bar 


No way, 


I had a parma here on my way back 


It was a beautiful pub.. 


de. 

d Vox 

24:10 (Ellipsis) - Update Status: Add to 

cking Mc Fuckity Fucking units under the 
some other stupid yuppified shit being 
00:00 (Kazman) - [Jan,2015] There is a long 

round the site. Access can be gained to both 


like the local kids got creative, 


the fence that don't meet 


pulled off 


the plywood boards and made a skate ramp out of them 


bar area. 
building that 
to both beache 


2012-01-02 13: 
2015-05-18 14: 


One things to be careful of is the car park next 


constantly gets used by the public to gain 


s on both sides of the site. 


00:00 
00:00 


Name: 


Alternate: 
Description: 


That was 


site. 


The Last Laugh 
Panjo Academy 


Was supposed to be a one stop shop for kids aged 0-16. 


until the developer went brok 


and walked off 


everyon 


Leaving it for us to play with. 


Features: 


still 


Access: 
you will 


covered 


more 


are 


till you 


levels. 
150.830 


explorer 


Region: 
Country: 
Care: 
keep you 


Water Level: 


Cond: 
No 


History: 
a one 


a one 


Locality: 


Check out www.panjo.com.au for full site info. 
Everything here is mid construction but features of all 


remain. 


50's themed diner 

Swimming pools 

Put put golf course 

Proposed ice skating rink 

Large glass facade to front and back of building 
Glass elevator shafts 


Off Rose Payten Dr is chainwire fence. Behind the bushes 


s a green power box (roughly here 
GPS:-34.046, 150.831 Jumpe fence here as it is the most 


spot. 
Additional entry point here -34.047, 150.830 but it is 


exposed. 


Walk around to front of building. Doors are open. If doors 
ever closed, walk down to basement carpark. Look around 
find fire stairs. These will lead you in. 

Ground floor does not have fire stair access to other 
Need to take fire stairs back outside to here: -34.046, 


and "convince" doors to open. All were locked when this 


visited and could not get them open. 


Try harder than I did. 

Leumeah 

NSW 

Australia 

Parts of site a exposed to main road. Common sense will 


out of trouble. No alarms present within building. 
Dry - Dry 
Other than construction materials, really good condition. 


damage and no graff anywhere. Surprising given the area. 
Long story short. Anthony Panzarino had the idea to create 


stop shop for children and teenagers and set out to create 


of a kind location to house his dream. 


project 


baby Mr 


S2m to 


forced 


2 years later and after many battles with councils the 
began. lLavishing in the bragging rights of his now $50m 


Panzarino attempted to pull out all stops to make this 
destination centre happen. 


Fast forward to 2010 and Mr Panzarino now owes just under 


creditors as well as workers and other staff and has been 


to pull the pin on the project. 


Full story here: 
http://macarthur-chronicle- 


campbelltown.whereilive.com.au/news/story/panjo-destination-centre-4- 
children-in-limbo/ 


to lease 
deadlines 
his own 


infront of 


be mine. 
To-Do: 
Notes: 
to 


the 


facility’. 


sell. (As 


entrance, may 
again. 
Found: 


Rating: 
Created: 


This explorer worked with the developer to find business 


the building for him but after many consultations and 


not being met, better judgement set in and I left him to 


devices knowing better than he did what fate loomed 


him. 
Hence the name, "The Last Laugh". I always said it would 
Gain access to upper floors. Its where the goodies are. 


Rating should be higher but access to upper floors needs 


happen first to get full enjoyment out of the location. 


(UPDAT! 


Cl 


) 20111213. Drove up the back (Grange Rd) and past 


front. Sign out 
front says For Sale, '90% complete entertainment 


Expression of interest by Aug 2011. Meaning, it didn't 


if 

it would have.) 

Site doesn't look any different to a year ago - still no 
landscaping. An old car parked on grounds at back 


be a pretense of presence. Might be worth checking out 


(Diode) 

2010 - Sledgy 
30/5510 

2010-03-26 13:00:00 


Modified: 


Name: 
Alternate: 
Description: 
one, he 


Features: 
rooftop 
is 

copter or 


Access: 


Locality: 
Region: 
Country: 
Care: 
support 


Water Level: 
Cond: 
History: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 
Description: 
stockmarkets 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 

Water Level: 


2011-02-06 13:00:00 


The Lone Graffer 
Ds OVS 


Two storey fomer something now graffers hangout, we found 


was friendly enough. 


carpark full of spraycans, rooms full of spraycans, 
access via second floor door, 
fairly good, big open spaces outside to land the clan 
hold a concert 


via smith street - site lays between smith and denison 
smith street side has walkaround or through fencing 


{GPS:-33.949003,151.225348] 


find a fence 
Kingsford 
NSW 
Australia 
roof top, stay to small platform, rest of roof will not 
much more than a puppy 

Dry - Dry 

thrashed 

who knows, make your own 

design the madzor piece and graff it up 

2009 Hatsumi, Ghost, Scarecrow 

T5750 

2009-09-23 14:00:00 


The Old Stock Exchange 
An old building in neogothic style. One of the first 


worldwide. 
the main hall, the tower 
[GPS:51.219609,4.406215] 


On your right hand side, the window is open. Push it. 
Antwerp centre 

Flemish 

Belgium 

security. 

Dry =- Dry 


lots of graff some of which 


Cond: 
History: 


mall 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
in 


This 
system 
thats 


Access: 


section on 


tiled 


must 


carpark. 


door 


brown 


Locality: 
Region: 
Country: 
Care: 
Easily 


in renovation 

15314° bua Le 

1583: burned down 

1858: burned down again 

1872: current building. Soon to be turned into a shopping 


and luxury hotel 
Various 
320/550 
2011-12-12 13:00:00 


The Peleton 
Large Rooftop and Airconditioning machinery room. 
Small control building on rooftop. Large aircon plantroom 


operation, access to secured lifts. chemical storage room. 
plantroom is the blower room for a large open-air ducting 


in operation a few floors below. Nice view. Large Rooftop 


enclosed. Large vertical Turbofans, pipes and pumps 
1, Go to the floor 4A of the carpark on Quay St, via the 
external stairwell closest to the toll booth. 

Access the floor that is directly above a wire meshed 


the Western side of the building. 
Climb over wall just immediatley above the brown sloping 


roof. Climb down wall. 


If Access #1 and #2 are locked, to access plant room you 


card door at access #2. 


2, Enter the carpark on Thomas St, go to level 3 of the 


Walk to the eastern side of carpark, see 
large horizontal ventilation ducting. Look for the blue 


marked "PELITON", it is unlocked. The door is 
directly next to a open section that overlooks the angled 


tiled roof. 

GPS:-33.88167,151.203144 

Sydney 

NSW 

Australia 

Onsite 24hr manned Toll at bottom of carpark on Quay st. 


visible from nearby buildings. Active 


Eek!: 
roof. 


Water Level: 


Cond: 
Notes: 
access 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


study 


Features: 
side. 


Access: 
follow 


Locality: 
Region: 
Country: 
Care: 
buildings. 


Water Level: 


Cond: 
History: 
nurses 


which 
murdered or 
Notes: 
here. 

first 
Found: 
Rating: 


Update: 
quite the 


appartment overlooking both carparks. 


Do not climb down wall onto the northern face of the tiled 


Dry = Dry 
Good 
If locked, card door at access point #2 and leave door at 


point #1 unlocked and slightly ajar. 
2009 - Ghost 

3.0/5.0 

2009-10-11 13:00:00 


The Quarters 
Haunted Housing 
Old accomodation on Milson island for nurses, sent here to 


with the mentally unstable 
100m central corridor with single occupation rooms to each 


Some rooms had beds and an old sink. Very atmospheric. 
Catch Terrys Ferry from Brooklyn on the Hawkesbury rivrer, 


track around island, easy to find. Or hire boat. 


[GPS:-33.516904,151.182326] 
Milson Island 

NSW 
Australia 

island in use as sport and rec camp.don't go in main 


Dry - Dry 
Aged and mildly trashed. 
Island was an institution for the mentally challenged, 


were sent her 


to study. These were some of the quaters to 


they were assigned. Rumour has it several nurses were 


attacked during their stay..place is very creepy at night. 
rated on atmosphere and history, otherwise not much to see 


assume it would be a long time before anyone found this. 


xplored when i was sixteen and stoned. 

1990 Hatsumi 

2.0/5.0 

2015-08-25 14:00:00 (Intrepid) - This place used to be 


shape, was 
avoiding 
Sadly 
visit 

in the 
smashed in 
access 
through 
shows 
wouldn't 
the 
Update: 
perimeter 
hole 


in 


torn open 


allegedly 
Staff are 
worried. 


Created: 
Modified: 


Name: 


Description: 


Features: 
pools, 4 


be the 


spooky old joint and, despite it never being in great 
a cool explore - a boat ride, a bash through the scrub, 
staff and the macabre historical association made it cool. 


[ was able to 


though it has been trashed quite a lot since 


in 2011. Whereas all the access points apart from a hole 


wall were sealed the northernmost wall has had holes 


it and the southern most door torn from its frame - so 


details are now 'look for the massive holes and walk 


them. Go good explorer’. The fence is still there but 


obvious signs of climbers in many places. You really 


think there would be that many people interested in making 


effort. 


2012-05-30 14:00:00 (Intrepid) - Wire fence around the 
of structure. All doors and windows are sealed. Access via 


m 


in NE corner of building. Two Cautions: 1) open trap door 


first room you enter, 2) unused asbestos sheeting inside 
building; most still in plastic wrap but some has been 


and damaged. 
Each bedroom has a trap door in the centre of the floor 


for nurses to hide in if an attack or escape occurred. 


aware of people visiting this site and don't seem to be 


2010-01-04 13:00:00 
2015-10-19 13:00:00 


The Regal Constellation 

Immense, 700 room hotel, completely intact, yet abandoned. 
Excellent! 
More rooms than you can poke a stick at, 5 ballrooms, 2 


restraunts, gyms, conference rooms, bars. Highlights would 


big climbable glass pyramid above the lobby, the various 
rooftops, the Ali Baba Lounge on the 14th floor of the S] 


CI 


tower, 


all the staff quarters and the huge 'REGAL CONSTELLATION' 


sign on 
the roof of the SE tower. 

Access: Climb from the 3rd floor of the multi storey carpark on 
Carlingview onto the lowest roof of the hotel, then climb 


ladders 

up onto the roof of the conference centre, down the 
ladder on 

the SW end then thru the small door down on the lower 
roof. 

Situated on the NE corner of Dixon Rd and Carlingview. 

[Mapart:107H3] 
Locality: Woodbine 
Region: OR 
Country: United States of America 
Care: Security resides within the building and its fun avoiding 
them. 

You have to be careful to be quiet and discrete when 
exploring 

this place. You cant just wander around willy nilly. 
Cond: Pretty much damn near perfect for a place disused for 4 
years 

now. 
Found: 2003 
Rating: 0.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2007-01-06 13:00:00 
Name: The Rocks Warehouse 
Description: Massive Warehouse former use unknown for now. 

UPDATE Cummo and Bullwagon 2012: 

Admin building, warehouse and tunnels 
Features: Shear size is impressive. 

UPDATE Cummo and Bullwagon 2012: 

Large-ish warehouse with unusual underground array of 
tunnels 
Access: 1 [GPS:-33.772887,151.012520] park car here, bushwalk 
along 

unmarked track.Cross wooden bridge over creak head right 
to fence 


access here [GPS:-33.773794,151.014403]. 


Proceed to hole in building. 
[GPS:-33.774162,151.015439] 


UPDATE Cummo and Bullwagon 2012: 


Locality: 
Region: 
Country: 
Care: 
sight, 


building at 


Water Level: 


Cond: 
History: 


their 


To-Do: 
SEG 


Notes: 
rocks 


Found: 
Rating: 
Update: 
done. 
be 


remain. 


Created: 
Modified: 


Name: 


Description: 


condition. 
lovely 
Daytona 


Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 
street, 


221a North Rocks Road - Over front fence 

North Rocks 

NSW 

Australia 

Neighboring businesses. development proposal planned for 


on first visit there were contractors in main admin 


front. 

Dry - Dry 

Good/ Graf 

UPDATE Cummo and Bullwagon 2012: 
Ex Unilever now sold to a church who intend to make it 


place of worship. 
Play a game of ultimate frisbee and indoor cricket with 


members 
Your in the area, bring abseiling gear and head to north 


dam 
2010 Smalls 

2.0/5.0 

2011-11-14 13:00:00 (Red) - Going. Walls have been pulled 


Machinery 


verywhere. Piles of building materials ready to 


taken away. Only pillars, roof and some interior walls 


2010-11-25 13:00:00 
2011-11-20 13:00:00 


The Scone Scor 
The Civic Theater, an Art deco cinema in very good 


Original projectors, hundreds of trailer film reels, 


auditorium with original seating on the upper deck. 


racing game, antique appliances and tools. 
See above 
Most fire doors are open, back door is open. 


[GPS: -32.049398,150.86782] 


Scone 

NSW 

Australia 

On the new England highway, foyer is open to the main 


To-Do: 


Notes: 
to visit 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
roman 


(perfect 
Cross 
suspicious 


Access: 


wooden 
path. 
of the 
of the 
is to 


entrance) 


Vater Level: 


borders on locals. 

Dry - Dry 

Hold a film night, clannies and gtas using the original 
projector. 

Only a 7 due to its distance from Sydney. Make an effort 


it if you get the chance. 

Meekrat, Chameleon, Bastion, Blakjak and Scarecrow 
4.0/5.0 

2011-07-09 14:00:00 


The Sound of Mucus 
The Purple Onion, Ken's of Kensington 
The sauna's alive with the sound of mucus 


It squirms with the sperm of a thousand 
men 


Through the 
walls they fill their arse with a throbbing member 


And the unknown man shall come in 
his glory 
Indoor pool, spa, sauna, 70's smokers lounge, canteen, 


bathhouse themed steam room, glass floor on second story 


for up-towels), torture chamber complete with St Andrew's 
and dungeon door, used condoms, bang rooms, a cage, 


stains and so many glory holes! 

Located at 81-85 Anzac Pde Kensington 

Access via 

the gentleman's entrance in the rear. Find the unmarked 


gate between 59A and 61 Boronia St. Walk up the garden 


Beware of the voyeuristic neighbours who have a full view 
yard from their enormous windows. The door at the bottom 


stairs is unlocked and can be pulled open. The alternative 


deal with the padlock on the front door (Anzac pde 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 


dressing was 


legendary 


the 
queens and 


often be 


pool. It 


mats' and 
Ken's 


Peter's of 


when 


Vater Level: 


Kensington 

NSW 

Australia 

Nosy neighbours 

This building has a high sperm count 
Dried out. 

Impeccable condition 

This place is oozing with history. 


Originally known as the Purple Onion, it opened 
is 1963 as Sydney's first gay bar. This was at a time when 
homosexuality was still illegal in Australia. Cross 


legal as long as you wore men's underwear. 


Beatrice (David) Williams took over in 
1965 and staged glitzy, lavish drag shows. Including 


show, The Sound of Mucus. How fabulous! Less fabulous was 
local police's penchant for violently arresting drag 
(Thes 


punters as they left the venu same police could 


found, off-duty, in the club enjoying a show...). 


In 1972 it was converted into a 
gay sauna, with the stage being replaced by a swimming 


was known as Ken’s Karate Klub and also Kensington Karate 
Klasses, in an attempt to explain all the vinyl 'crash 


any strange noises that escaped. Later on, it was known as 
of Kensington (being right next to other gay haunt, 
Kensington). 

In 

2010, transport minister David Campbell was famously outed 


Channel 7 broadcast footage of him leaving the venue. 


More info can be found here: 


Purple Onion history 
- http://heapsgay.com/1090-2/ 


Ken's of Kensington history - 
http://www. starobserver.com.au/news/national-news/new- 


south-wales-news/kens-at-kensington-to-close/76482 


off-at-kens/story-e6freuy9-1225869831191 


To-Do: 
club’. 


cubicle 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


and 


Access: 
Locality: 
Region: 
Country: 
Eek!: 


Notes: 
Found: 
Rating: 
Update: 
found 


there's 


coords are 


Some 


Water Level: 


Ken's of Kensington 
"expo report! - 
http://www.dailytelegraph.com.au/all-bets-and-towels-were- 


Take an unsuspecting victim and tell them it's a 'health 


Enjoy their face when they discover weird holes in the 


walls. 

Oriface, Scarecrow & Maggot 2016 
5.0/5.0 

2016-10-05 07:59:49 

2016-10-31 17:18:20 


The Strand 
Abandoned train station topside with Three large platforms 


two buildings 
Just walk in; The Strand. [GPS:-36.848404,174.779643] 
Auckland CBD 
AUK 
New Zealand 


Sometimes the lines are used.. be careful 

Dry - Dry 

Surrounding area is used as a carpark. 

2004 Elfen 

2.0/5.0 

2014-02-08 13:00:00 (Kazman) - Looked through the site but 


no evidance that this building is no longer used. Also 


rzaor wire fence and cameras all around where the GPS 
given for this location. Access to the tracks will require 


tools. 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


a 
Features: 


The 


doors, 


bathtub, 


with 


the 


up, 


a close 


the 


locked 


building. 


to the 


side 


Access 


rusted 


2010-01-07 13:00:00 
2014-03-30 13:00:00 


The Toothless Horse 
Tooth and Cie Malthouse 
2 massive buildings and a house on a nice grassy hill with 


river in a middle. 
The first big building at the entrance is composed of an 
alignment of several structures attach together. 


first one 
contains on its lower level piles of wooden 


broken chairs, 
and all collection of various object (piano, 


lights, 
cabinet, games) Up a level, a nice perspective 


many pillars, 
and then the higher level with a nice view to 


entrance. 


The next attachment is almost empty. If you look 


you will see 
a set of stairs hanging in the air, stopping at 


door. 
These stairs will give you access to the top of 


sillos. you 
can access those stairs by climbing over the 


door (through 
the roof) on the top of the first part of the 


The following attachment is the sillos. Access 


top, ct 
above, access to the bottom of the sillos by 


window at 
ground level. 
Then comes a long room of sandstone and pillars. 


to its 
roof by the dodgy stairs. 
Then comes to warehouse full of equipment, 


leading to 


(railroad 


structures, 


entrance). 


give way 


Nice 


rail. Have 


the 


on the 


ping 


Access: 
Train Line, 
walking, 


old 


A 


conveyor belt, 
big gears, and all industrial st 
separated by the 


tuff. The two are 


remain of a train line, with a 


turning point 


n 
É industrial scale by the side of the building 
side). 

Before crossing the Bridge, remains of two 
only the 

beams remains. 

Cross the bridge (the first one near the 
small 


building stands, the bush toilet. 


Up the hill stands the second massive building. 


Careful of the stairs, some steps are ready to 


under the 
inattentiv xplorer. 


Access to the far top gives a wonderful view. 


round window 
on on side. 


On the lowest level stands a big bucket on a 


fun, you 
can climb in:) 


Finally, on the same level of the hill, facing 


round window 


is the house. Little gazebo in the garden, sofa 


veranda, 


lovely stove in the kitchen, if 


pong balls, 
you can enjoy a game. 


you bring your 


From the Old Hume High Way going south, at the entrance of 
Mittagong, turn left onto Ferguson Crescent. Pass the 


and park on the field on the left. Retrac 
pass the wobbling wooden bridge and there 


road opens. take it, walk about 25 meters 


your path 


on your left an 


you are at the 


entrance. No fence to climb, no sign of trespassing... 


[GPS:-34.447521,150.459512] 


Locality: 
Region: 
Country: 

Care: 
Especially when 


(look at 


Eek!: 
one 


wet 

pools:) 
Water Level: 
Cond: 
History: 
1835; 

1905 

& Tank 

(if we 


Architect: 


Sons In 


Breweries. No 


plan 


up the 


will 


are 


was 


was 


To-Do: 


the 


Notes: 
middle 


Mittagong 

NSW 

Australia 

Some floor are a bit rotten, and could give way. 


you reach the upper level. Some stairs are very dodgy 


the support timber if you have a doubt) 
Some rotten steps, especially one in the man building (the 


with the name of the company set in stone)... The chest 


indication is if you are brave enough to dive into the 


Dry - Waist 
Quite untouched and almsot no graphs. Keep it that way. 
Use to belong to the Tooth & Company Ltd. Established in 


Tooth & Co was incorporated in New South Wales in 1888. In 


the Company acquired the Mittagong Maltings. The Malthouse 
for Messrs Tooth & Company at Mittagong was built in 1914 
trust the stone of the Company on the main building). 


Mr. Timothy Honnor F.R.I.B.A. Builders: Robt. Wall and 


1983 Tooth and Cie was acquired by Carlton & United 
mention of when the building was abandoned. Nor of what is 
for its future. 

Additional Info by Scarecrow: The main building (the one 


hill) was under redevelopment for housing (you 


notice on the 
lowest level the new layer of bricks, some beams 


pretty new, 
iron staircase with no steps, etc) The project 


abandon. 
Also, there was a 3rd building on the site taht 


destroyed by 
fire in 1965 
Find access to the pictures of the active site that are in 


archive of the PowerHouse Museum. 
Perfect place for a romantic date, with the river in the 


Found: 
Rating: 
Update: 
are 


buildings 


night 


called 


2) 


Update: 


and the bridges... 

Bastion, 08-2008 

5.0/5.0 

2015-02-21 13:00:00 (Vox) - A few local kids warned there 


three homeless folks in residence at present in the 


nearest the train line. Be careful if visiting alone/at 


etc. Heard them, and saw a couple of them briefly from a 


distance. There’s also a really nice café & craft place 


“Sturt Gallery” about one block closer to Mittagong inside 
Frensham Private School. Many items worth >S1K.. a little 
highbrow, but a very pleasant place to stop in for coffee 


2011-02-18 13:00:00 (Hatsumi) - 
http://www.realcommercial.com.au/cgi-bin/rsearch? 


a=0éag=COLécu=fn-realcom_COL&id=5508068 


Created: 
Modified: 


Name: 


water 


Features: 
twin 


into a 


leads 


2008-08-28 14:00:00 
2015-05-18 14:00:00 


The Widow Maker 
This is a long abandoned and severely left to rot 4 story 


slide ride with two steep 5ft fiberglass slides/pipes. 


located behind Panthers/Cables in Penrith, one slide is a 


multi turn corkscrew shape. The other will break your 


This place is so overgrown, it's 
literally hidden in its own little jungle! 
A very, very rusty 4 story tower leading up to a deck with 


5ft slides. Some steps completely rusted through. 
Ladders, shit to climb, and pipes to crawl 
through. 


The right pipe takes a 
sharp multi turn corkscrew descent before throwing you out 


lantana bush, left pipe has been removed near the top and 


top with 


part 


Access: 


to a 3 story fall. Both slides are poorly blocked at the 
tin sheeting. 


Also has its old 
pumping gear room/first aid building next door, but this 


was a bit to visible to attempt during the daytime. 
Water slide is located here: [GPS:-33.756917,150.673730] 


To get to it, park in parking area at Tench 
Reserve on the Nepean River here: [GPS:- 


33.758768,150.669079) 


the 
leftover 


gate. 
Locality: 
Region: 
Country: 
Care: 

are a few 


connected 


Eek!: 


step. 


corkscrew 


edges at 


Water Level: 


Walk 170m along Jamison Road till you 
find the locked heavy duty white gate on your left here: 
[GPS:-33.7589241,150.6711468] 


Head through gate, and follow the path around the back of 
water ski park till you see the overgrown area with the 
pipe sections scattered around, head through the hole in 
Penrith 

NSW 

Australia 

The top of tower is visible from Cables/Panthers. There 


brick pits scattered around where tension cables were 


too, some quite deep so definitely watch your step.. 
**Left slide leads to a guaranteed broken neck** 


Some of the steps leading up the tower are 
completely rusted through so be VERY careful where you 


Some of the fiberglass pipes are 
looking pretty dodgy also but I 


made it halfway up the 


without any issues, although there are some sharp/jagged 


bottom of the corkscrew pipe where it has been damaged. 


The place is a jungle, heaps of spider webs 
and probably snakes too. 
Dry - Dry 


Cond: 
To-Do: 
pumping 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 


ladder to 


Locality: 
Region: 
Country: 
Care: 

on 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
its 


Niagara 


pond; its 


basement, 


Beneath 


Poor, this can definately not be salvaged. 
Actually slide down this thing from the top! Access the 


rooms next door too. 
2015 DC & Cactua 
3107540 

2015-10-16 13:00:00 
2017-02-15 08:07:11 


Tin Can, The 

Water Tower. 

Awesome view of town!. 

Tower St, between Church & Wilga St [NDR, 
GPS:-33.930254475,147.206293049, RDI]. Shimmy up folded 


first landing then up caged ladder system. 
West Wyalong 

NSW 
Australia 

Small mobile phone microwave transmitters and radio masts 


roof, also very visible from neighbouring houses!. 
2003 Mr India. 

30/550 

1995-12-31 13:00:00 

2006-08-24 14:00:00 


Toronto 
ToPCo 

Amazing old plant, built in the 1890's in a neo classical 
fashion. 
It looks like an Art Gallery rather than a power station, 


Power Co. Hydro Power Plant 


rear half housing a deep intake forebay, fed by the 


river, with archways out to the external river penstock 


front half houses the generators, control rooms and other 
ancillerey areas. Beneath the Generator Hall is the 


switching gear, transformers and the generator bases. 


this lower level is the 8 storey deep wheel pit which sits 


rather scary testament to the detrimental effects of 


The plant sits aside the Niagara River, 100m north along 


window on 
present, 
may be 


Locality: 
Region: 
Country: 
Care: 
Vheel Pit 


and the 


Water Level: 


Parkway from Dufferin Isle Rd. Entry is via a broken 


the river side at the most upstream end. However at 


renovation works are in progress so numerous other ways 


found to enter. [Mapart: 748 Y48] 

Niagara Falls 

ON 

Canada 

Theres a security guard onsite during renovations. The 


is potentially dangerous, most carwalks have rusted thru 


staircases are slowly following suit. Be VERY careful! 
Lower levels of Wheel Pit vary, ankle to knee 


Cond: 
however is 


LO=DOs 
through! 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
pools. 


Access: 
the 


and 


Locality: 
Region: 
Country: 
Care: 
over. Be 


Water Level: 


Cond: 
History: 
basically 


remodel, 


Upper parts are in very good condition, the wheel pit 


very unsound, rust having utterly devastated pretty much 
everything. 
Hope the plans to convert it into something useful fall 


Do Confluence... 
2002 

0.0/5.0 
1995-12-31 13:00:00 
2007-01-06 13:00:00 


one day. 


Treasure Island Resort 
11 storey resort on the beach. 
2 penthouses. Gorgeous roof view. 


Massive and gorgeous. 
On the beach. Several 


Cabanas near the pools. Bar, kitchen, lobby, etc. 
600 South Atlantic Avenue, Daytona Beach, FL. Park across 


street and walk around the chain link fence. Walk to back 


then through one of the many open doorways/windows 
[GPS:29.218292,-81.004225] 
Daytona Beach, Florida 

FL 

United States of America 
Ground floor windows facing th 


street aren't boarded 


careful with your torches. 

Dry - Dry 

surprisingly good 

Massive resort was hit by a hurricane in 2004, and it 


ruined it. There's evidence everywhere they tried to 


but they must've run out of money. It's riddled with 


concrete 
cancer, so it will probably never be fixed back up. 
To-Do: Smaller hotel next door is also abandoned. 
Found: Floridians, listed by Annapurna 2012 
Rating: 530/540 
Created: 2012-11-19 13:00:00 
Name: Trilogy 
Alternate: simsmetal recycling 
Description: Gigantic group of three workshops. Trilogy smash repairs, 
Sita 
recycling depot and Simsmetal recycling depot. 
Features: Pretty bare inside and cleaned out. Trilogy smash repairs 
workshop. Sita depot smells like trash not surprising. 
Abandoned 
offices in the Sita depot. Simsmetal workshop is like 


being in 
one of those train stations in paris. About to be demo'd 


soon - 
place surrounded with red tape. 
Access: Go through door next to real foods. Use a card if door 
locked. 
33 Burrows Rd 
st 
Peters NSW 2044 
https://goo.gl/maps/72P8kZBH8uA2 
Locality: St Peters 
Region: NSW 
Country: Australia 
Care: Abacus Secca outside sitting in unmarked silver daewoo in 
grounds 
but never seen him go in - stay inside and should be fine. 
Also 
spotted Abacus pickup truck on Campbell rd near entry 
point 
before driving to the alexandria landfill. Best time to go 
is 
Sunday am. 
To-Do: Sneak past the secca to check out the Mega truck wash! 
Found: Theedge 2016 
Rating: 3.0/5.0 
Created: 2016-09-28 12:39:27 


Modified: 2016-11-01 22:45:21 


Name: 
Alternate: 


Description: 


Features: 
posters. 
Access: 
Street is 


the 


window, the 


here; 


Locality: 
Region: 
Country: 
Care: 
damage 


Water Level: 


Cond: 
History: 


Trio Mansion 
The Shithouse 
Abandoned historic house 


Multiple rooms, working tap, working lemon tree, 70's 


South end of Tarlington Pl, Prospect near M4 Motorway. 


closed, so park where you cannot be immediately seen from 


nearby pub and walk up the street. 


There is one open 


rest are boarded up tight. [GPS:-33.805697,150.923031] 


UPDATE SWIM 2013: 
Alt entry - Entry to Trio 


Mansions's land can be obtained 


-33.805697,150.923031 via lack of fence. 

Enter via front door, You may need to remove the padlock & 
shackle temporarily, or some magickery of locks may be 
required. 


Prospect 

NSW 

Australia 
Historic building, 


probably important to locals. Don't 


anything. 
Dry = Dry 
Original condition but somewhat trashed 
UPDATE SWIM 2013: 

Trio Mansion was the 


(Former) Prospect Post Office 


http://www.baseline.nsw.gov.au/heritage/heritageProperty/35; jsessionid=F0 


BA84467A0C1 


B 


ECF52527611529 


EE DE 


LO=DOs 
Found: 
Rating: 
Update: 
of the 


left 


Created: 
Modified: 


Take more lemons 


Bastion, Sputnik & Trioxide 2008. 

2.0/5.0 

2009-12-17 13:00:00 (What) - Alt entry - Walk to the end 
street you will see a hole in the fence - go through.Turn 


and about 25M up you will see a hole low down entering the 


Mansion's land. 


1995-12-31 13:00:00 
2009-12-18 13:00:00 


Name: 
Alternate: 


Description: 


and all 


Features: 
Access: 


style. 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 
To-Do: 


Notes: 
7 as 


lose 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


rooms, 


Every 


Features: 
steel bed 


coming 


Vater Level: 


Tubby's Lair 

Tubby chaser, @Tubby 

Part of Caringbah High School, the southern part of it, 2 
buildings, trashed, tagged as, roamed by copper strippers 


that jazz. 

Not much to speak of. 

Broken windows, broken furniture, broken walls, broken 
everything, graphed walls, graphed doors, graphed windows, 
graphed everything... 

Much Tubbyl graff, for the fans. 

Valk in, from Willarong Rd, opposite Daniella St. 

Hole in the fence, or over the fence, whatever suits your 


Then a broken window, or door... 


Building 1 
Building 2 
Caringbah 
NSW 
Australia 
Glass everywhere. A few needles. 

A few needles. 

Dry - Dry 

Trashed 

Was part of high school. Now left to rot. 
Find all of Tubbyl graph. Count them. They ar 


[GPS:-34.036960,151.119851] 
[GPS:-34.036426,151.120205] 


legion. 


Find Woezie's piec 
Rating is 1. But for the Tubbyl fan, then it is a 7 (only 


some of those amazing pieces have been tagged, making them 
value...) 

2015 - Bastion, Jevil, Sledgy 

0.0/5.0 

2015-01-04 13:00:00 


Twinkle Toes 

Loretta Hostel 

Boarded up nursing home in the suburbs split across two 
buildings. Contains around 40 bedrooms, kitchens, common 


nursing rooms, and a chapel with stained glass windows. 


room is graffed, though some less than others. U2. 
In the southern building the second floor bedrooms have 


frames, but there is no other furniture. The ceiling is 


log 
House", and 


Access: 
Murray St 


of 
window 
boards. There 
of the 
Locality: 
Region: 
Country: 


Care: 
hostel, 


Water Level: 
History: 


from 


grass in 


ceiling 
Found: 
Rating: 
Update: 
hostel 
building 
Update: 
repainted 


from 


demolished or 


down in places, but mostly structurally sound. Maintenance 


near the front entrance lists the place as "Loretta 


has entries from 1997. 
Building is 60m SEE from the roundabout where Gipps St, 


Rd meet. Between that roundabout and the corner 


and Bront 


Bronte Rd and Gardyne St. 


[GPS:-33.902971,151.260656]. A 
in the north western corner of the courtyard has no 
is also a door without a latch on the north eastern corner 


building. U2 can find more access points. 

Bronte 

NSW 

Australia 

High visibility from the apartments on either side of the 


though once in the courtyard it's fairly private. 

Dry - Dry 

As of November 2011, Google maps shows cars parked in the 
driveway, but the building now appears obviously abandoned 


the street. There's graff all over the front facade. The 


the courtyard is still maintained. Construction fence went 


couple of months ago. 
Find out what is behind the sealed door on the second 


Someone has liquid nailsed the frame and stuck the door to 


couple rooms over there ar 


some suspiciously missing 


tiles where they probably climbed out. 
2011 Majestic, Red, Raptor 

3.0/5.0 

2016-02-02 10:03:32 ( 


ajestic) - Update Status: Gone. The 


has been demolished and there's now half an apartment 
the old site. 


already constructed on 


2012-11-11 13:00:00 (Majestic) - Front facade has been 


to cover the graff. The window glass has also been painted 


the inside to cover graff. Still no sign of being 


rebuilt. 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


"weird" 


Sheehan. 


that like 


Features: 
and 


1930-40's 


Access: 


and 
from 
enter so 


Locality: 
Region: 
Country: 
Care: 
Sunday 


Eek!: 
entry 


Cond: 
History: 
until 


development 


Found: 


2011-11-11 13:00:00 
2012-12-04 13:00:00 


Uncle August's Hideout 
Former Irwin and Sheehan Packaging Site 
Medium sized packaging plant and office building with 


contraption inside which was formerly used by Irwin and 


Currently owned by Crown Group 
who are planning to develop the site into apartments. 


Name taken from George Grosz's "Remember 
Uncle August the Unhappy inventor" to reflect the fact 


the machine, I also no clue what this painting represents. 
Big machine in room as you turn left after entering. Large 


more modern warehous 


spaces to the right. Office with 


decor, but they are pretty trashed now. 
On 20 O'Dea Avenue Waterloo. -33.9034629,151.2099472 


To access, gently pry open the left side of the 
double fire doors located on the right of the roller door 


behind the white demountable office which has been ripped 


its hinges. Make sure you bang it back once you leave or 


no one knows. 

Waterloo 

NSW 

Australia 

Area is quite busy during the day. Recommend doing on 


morning or night. Not sure about activity on other days. 
Evidence of possible squatters (??) and tagging near the 


point. 
Good. 
Irwin and Sheehan has had a long occupation of this site 


Sydney's drive for urban renewal via residential 


forced them to move on. 
theedge 2016 


Rating: 
Update: 
about to 


if you 
down 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
may go 


still 

that 

name. 
Features: 
ends, 

isa 

knows where 


Access: 
track 


further 


visited ) Go 


Locality: 
Region: 
Country: 
Care: 
away. 


didn't 
entry. 
may be 


you're 


3.5/5.0 
2016-07-17 01:49:31 


(The Edge) - Update Notes: This is 


go. Boardings and signs have gone up. Still ways in though 


look hard enough. They aren't doing well locking the site 


2016-04-25 09:49:20 
2016-08-11 01:21:19 


Unknownst 
The Coal Room 
MPL = 30M TEL = 30M - not including 


tunnel which 


scap 


further. A strange room/tunnel thing with old machinery 


attached to the roof. Seems to be part of old colliery 
existed in area but its function is unknown, hence the 
some odds and 


Old machinery attached to roof, a bike, 


lizards, escape tunnel ( read 2ft high heading upwards ) 


crawlable possible for the hardcore amongst us....who 


it goes ?! 
Upwards yonder hill above entry to Your Taxes, follow bush 


up to old road that has wooden beam across it, a little 


up see concrete structure sticking out of hill. Thence see 
bricked up entry with small iron gate ( open when we 


good explorer !! 

[GPS: -34.271297,150.954262] 

Vombarra 

NSW 

Australia 

New house built in area just above structure, read, 40m 


Entry is from bush and they won't know you're there...we 


there 


know they wer ither until walking further up from 


Make sur Bek! : 


to return whence you came. Escape tunnel 


confined for some distance....be awar 


of air quality if 


hardcore enough to attempt 


Water Level: 
Cond: 


Rating: 
Created: 
odified: 


Name: 
Description: 


Access: 


Locality: 
Region: 
Country: 

Care: 
-33.934076,151. 


block, was 
Water Level: 
Cond: 
History: 
To-Do: 


Found: 
Rating: 
Created: 


Name: 
Description: 
gutted, 


An abandoned courthouse undergoing restoration. 


Dry - Slimey 

Excellent machinery not so 

Be a nutter and check around bend in escape 
lect 

lizard for pet. 
Hatsumi, Dori Dori, 
2.0/5.0 

2008-06-27 14:00:00 
2008-06-30 14:00:00 


Scarecrow, Agonie 2008 


Unsecure Doors 

Consists of Four Abandoned factories 
Big block 

Reception area - Very Trashed 
Factory area - Empty 

332933751, L51L.056775 
-33.93416,151.05692 
-33.934036,151.056555 
-33.933973,151.056303 


20 Belmore Rd North Punchbowl Jump Front fence 
[GPS:-33.933709,151.056449] 

Punchbowl 

NSW 

Australia 

don't be seen by the house at the rear 

05751 


their backyard looks onto the block 


The front of block (22) is in use (not apart of the 


subdivide) 

Dry - Dry 

Trashed 

use to make security door - now it doesn't 

see if Number 26 (South) looks with these factories 


GHOST / WHAT - 
2.0/5.0 
2011-02-12 13:00:00 


2011 


US Courthouse and Post Office 
Mostly 


but signs say they are restoring it because it has 
historic 

value. 

Four stories plus a basement. Literally next door to a 

well-known urbex location. 
Features: Best stuff on the top floor: two old-timey courtrooms and 
a 

library. Construction evident; hopefully they'll add more 
cool 

stuff as the restoration continues. Rooftop easily 
accessible. 

The courtrooms are really cool. Straight out of a movie, 
with a 


little touch of abandoned added on for fun :) 
Access: So easy I feel silly explaining it. 
Corner of Julia and Monroe St, Jacksonville. 
Multiple broken windows provide easy access, but if you 


can't be 

bothered, there's a stairwell going down to the basement 
to an 

entrance which has no door. Seriously. Nothing. You 
just walk 

in. 

You do have to jump a fence before getting to the broken 
windows 

or open doorway, sadly. 
Locality: Jacksonville, Florida 
Region: FL 
Country: United States of America 
Care: Some large holes which will let you fall all the way 
through the 

building if you climb over the guardrails and jump. 
Eek!: Americans. Oh God, so scary. 
Water Level: Dry =. Dry 
Cond: abandoned/being restored 
History: Appears to have been abandoned because they built a 
bigger, 

better version next door. Signs claim they are restoring 
it, but 

since I only got here yesterday, I don't know how quickly 
they 


are going about it. 
To-Do: Get into the Ambassador Hotel, which is directly next 
door. It's 


a more famous urbex location, and that's where we were 


originally 
going when we spotted this. At the time, the Hotel was 
completely boarded up. I'll try again later, to see if 
any 
helpful graffers have opened it for me 
Notes: I took some video. I'll edit it, upload it, and include 
the link 


here. 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Features: 
Access: 
Locality: 
Region: 
Country: 
Eek!: 

and 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
great 


Features: 
Ltd. 


units 


Billions. 
Access: 


Annapurna and Hank 2012 
4.0/5.0 
2012-11-11 13:00:00 


Victoria Barracks Desc: Military barracks 

View, graff, small spire on top, can get inside roof 
However you can. Petrie Terrace [159 K9] 

Paddington 

QLD 

Australia 

Camera on new section of barracks and traffic, squatters 


junkies. Apparently dangerous after dark. 
OSBC 

0.0/5.0 

1995-12-31 13:00:00 

2005-01-04 13:00:00 


Venturi 
Centennial Park Reservoir Water Meter. 
Brick building with old water meter for the reservoir and 


big valves etc for metering. 
Mechanical 'Venturi' Water Meter manufactured by Geo. Kent 


Dial readouts - one dial per unit of measurement. Measures 


up to 100,000,000,000 gallons - yep, that's 100's of 


Carrington Drive within sight of Paddo gate 


[Sw:298C07/067C07, 


Locality: 
Region: 
Country: 
Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 


UBD:256P03/016M06, Grg:376J03/021G06, 
GPS:-33.8913999158,151.23436144]. May be padlocked. 
Centennial Park 

NSW 

Australia 

Heaps of cobwebs. 

2003 FeNix. 

4.0/5.0 

1995-12-31 13:00:00 

2005-09-21 14:00:00 


Vet, The 
Closed down Vet Clinic. 


Features: 
random 


Access: 


Locality: 
Region: 
Country: 
Care: 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
multiple 


Access: 
Perkins St. 


opened from 


Locality: 
Region: 
Country: 


History: 
retail 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


abandoned 


Features: 
North 


Vater Level: 


Water Level: 


Animal cages, operating table, portable X-ray Machine, 


other things; cleaning supplies etc. 
373 Nepean Hwy, Frankston, VIC. Walk around the back. 


[GPS:-38.136759,145.124255] 
Frankston 

VIC 

Australia 

PIRS in operating order. 
Dry - Dry 

Jan 2010- Jevil & Scarecrow 
0.5/5.0 
2010-01-18 13:00:00 


H 


Victoria Theatre 
Theatre, backstage, foyer and changing rooms. 
Wooden gallery, ornate stage and ceiling, basement, 


store rooms. Collage of various eras and styles. 
Small hole in the bottom of door in Theatre Lane, off 


This is a tight squeeze but the door can probably be 


the inside. 
[GPS:-32.926982,151.778510] 


UPDATE BATOU 2013: 

Door has been mended, no current access. 

Newcastle 

NSW 

Australia 

Dry - Shoe 

1890 - 1966. Oldest surviving theatre in NSW. Used for 


1966-1997. 

Batou 2012 

3.0/5.0 

2012-03-02 13:00:00 


Villawood Wastelands 
Orica Pesticide Plant 
Disused Pesticide Plant formally used by ORICA. Been 


for 5 years and a pharmaceutical company processing plant 
A thr level water distillery plant in the centre, at the 


East section of the premises there is a building 
containing the 


still present Dangerous chemicals of the site (level 7 
Poison). 

At the front of the premises there are four Laboratories 
nearly 

untouched. Two very large Two story buildings to the West 
Unable 

to get entry. 
Access: [GPS:-33.880263,150.989384] 

2 Christina Rd Villawood 

I made a hole in the fence here - 

-33.881131,150.992188 

Please try and put back up the gate used to hide the hole. 
Locality: Villawood 
Region: NSW 
Country: Australia 
Care: Security Comes at Night had a very close encounter, seems 
to be 

some activity during the day not sure why. 

Don’t eat the Dirt 
Eek!: You can be seen from the street from the multiple 
driveways. 

Place once had very very hardcore Security 

Beware of cameras from other buildings about. 
Water Level: Dry = Dry 
Cond: Excellent 
History: "Way cleared for Villawood pesticide plant clean-up 

Posted Tue Apr 26, 2005 11:38am AEST 

The Orica pesticides plant at Villawood in Sydney has been 

declared a remediation site by the New South Wales' 
environmental 

regulator. 

The Department of Environment and Conservation says 
chemical 

contamination may have spread beyond the boundary of the 

company's pesticides plant and poses a danger to nearby 

waterways. 

Craig Lamberton from the department says the declaration 
allows 

the Government to order a compulsory clean-up at any time. 

"We want to have a framework there so we can be confident 
that 


we're not talking about this in another five years' time 
and we 


allows us to 


on 200 


honouring 


avoid 


Notes: 


to 


Found: 
Rating: 
Update: 
passed by 
land has 
Romanus 
that large 


Update: 
the 


getting 


Created: 
Modified: 


haven't progressed far enough," he said. 
"So this is going to put in place the framework that 


encourage Orica for a mor 


timely clean-up." 


Last September the department made a similar declaration 


Port Botany properties after criticising Orica for not 


its voluntary promises to clean-up the area. 


Gain access To the Two large Two story buildings on the 


of th 


Premises. The buildings seem to be alarmed. I heard 
screamer going off inside that had been going off for afew 


patrol didn't seem to care or reset it. 
a CCTV camera is located at the front of these buildings 


the area come in from the rear 

-33.881171,150.989705 LABS 

-33.879871,150.991555 building with active Poison 
-33.879795,150.989683 Water Distillery 
-33.880646,150.987988 large building unable to gain access 


-33.88122,150.990279 security control room not active 


-33.881492,150.992264 underground room 
WHAT 2010 
3.07520 


2016-04-19 12:43:19 (The Edge) 


- Update Notes: I just 


here last week after seeing this on my map. Most of the 


been remediated. I think there's still security though - 
security. Some of those buildings/structure except for 
two storey building have gone. 

2010-06-29 14:00:00 (What) - Direct Thermal Desorption on 
contaminated soil will be starting soon.Security are 


quiet hardcore. 


Nearly ran into personal testing soil. 


2010-05-24 14:00:00 
2010-07-01 14:00:00 


Name: 


Alternate: 
Description: 


view. 


Features: 


labs, 


etc... 


Access: 


harder & 


door 


fora 


active. 


the 


wall 


flights 


onto 


one 


patched up 


security 


wall, 


go 


Vincent Tower 

St Vincents Hospital 

Hospital building, wards fairly empty, wicked rooftop 360 

13? levels, wards, reception, theatre, bed, crutches, 
lights, various random medical tools/utensils 


Tricky. The window was smashed recently making entry 


it's boarded. Security now patrols to the door. 
Near intersection of Burton & West st there is a 


at the rear 
of this building which you cannot see but look 


light 


walkway between two buildings, the other is 


Entry #1 from 
barcom road below, over green fence, walk under 


pedestrian 
walkway, along back wall of substation, hole in 


where you 


will arrive on ground level then up three small 


of stairs 
to door. Entry #2 over fence right on burton st, 


air con 


duct which is starting to crumble and advise is 


person on it 
at a time, up stairs to door. 
#3 get someone inside, open blue door at side of 
building right 
under the cross. 


[GPS:-33.87988439374242,151.22204840183258] 


Ea 


UPDATE: Hole in the whole seems to have been 


by wooden 
plank. Avoid breaking it in fear to find more 


on site. 
From top of the walking path, climb down the 


you go. 
Locality: 
Region: 
Country: 
Care: 
this 


door an 


one via 


"Construction 


middle which 


to! 


the 


been 


Eek!: 


quite 


Water Level: 
Cond: 
History: 

as yet. 
To-Do: 

have a 


Notes: 
Found: 
Rating: 
Created: 


over pipes 
on your right. Then straight to stairs and up 
Darlinghurst 
NSW 
Australia 
Security patrol N.B 30/12 7.17pm, 


31/12 no patrol around 


time. 
LEVEL 14 or was it 15? alarmed, 


upon opening 


alarm sound 
went off, we left immediately. 
Another (active) building is connected to this 


a walkway 

which you can see from outside. However 
site' 

notices hang on several floors nearing the 


hook up 

with a stair well to the bottom exiting at the 
construction site 
N.B has not been done/used and probably not best 


UPDATE: Feb 2009: no security patrol observed on 
few times 
this was done. However, signs of passage has 
observed. 
Smaller groups preferable, sound travels in empty hospital 
buildings; you can hear people on the street 
clearly, quiet 
on the lower levels in case patrol happens. 
Dry - Dry 
Excellent, fairly empty, rooftop view. 


Built around the 50's but unable to find much info on it 


There is a room with boxes of shirts on level 12 1 think, 


shirt throwing fight with them. It's fun. 
Awesome view of the fireworks on NYE. 
10/2008 Bullwagon & Nivelo 
5.0/5.0 
2009-07-14 14:00:00 


Wang Dam 


Alternate: 
Description: 


Features: 
Access: 


across the 


Locality: 
Region: 
Country: 
Care: 
before. 
Water Level: 
Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Features: 
Equally 


rooftop. 200m 
with nice 


Access to 


Extractor. 
Access: 


back of 
canal, 
climb 

of 

fence and 
Locality: 


Region: 
Country: 


Cox's Cavity 

A 2'5 story cavity inside the dam 
Wallace. 

Hatches, levels, ladders, pumping equipment and pipes. 
Hatches at side of dam here: [GPS:-33.424485,150.079068]. 


on the Cox's river/Lake 


eastern 
here: 
to nosey neighbour 


Park on Forest Ridge Drive on the 
side of Coxs River, past the dam, 
[GPS:-33.424521,150.081365], (due 


street). 
Wallerawang 
NSW 
Australia 


A house overlooks this dam, and he has chased me off once 


Dry - Dry 

Good 

2014 DC and Cactua. 
2.0/5.0 

2014-08-03 14:00:00 


2017-02-16 17:13:44 


Wangi Wangi Power Station 
Massive disused structure, twice the size of White 
Totally gutted, enormous Boiler house, 


Bay. 
18 stories high. 


large Turbine Hall, huge long conveyor tunnel under 


with lift rooms. 


long roof, 3 climbable chimneys 70m+, 


easy tiered ladder system and circular platform at top. 


Admin and Dust 


roofs of Boiler house, Turbine Hall, 


Wangi Point Rd, [Sw:NDR, UBD-Nc:176P04, 
GPS:-33.0662915881,151.574507025]. 


Grg:NDR, 
Follow fence around to 


under fenc Walk towards 


Power Station land, Squeez 


either find bridge, or wade thru it (its only ankle deep), 


side 


fence on other side of canal. Walk around to other E 


building to base of S chimney. Remove bricks from under 
squeeze under. 

Wangi Wangi 

NSW 

Australia 


Care: 
Dog lives 


anyone he 
level. 
chimney. 
switches. 
car. 
middle 
gate) when 
movement 


anything. 
Cond: 


as 


History: 


* Security reside there & inspect site. Terry the Guard 


inside the Main Power station, but he is shit scared of 


sees in there. 


He can't get onto floors above ground 


* Be careful of loose floor plates on balcony at top of 


* Admi 


n building is well alarmed with PIR's and reed 


* Security are hardcore, 


will try to run you down with 


* A PIR with alarm and floodlight has been set up on the 


landing 


the PI 


of the lower staircase (just beyond the locked 


R is activated the alarm and light goes off until 


ceases. Its purely deterrent and is not connected to 


Totally gutted but completely free of graff or civilian 
vandalism. In a worse state than White Bay but not as bad 


Balmain was. 


http://en.wikipedia.org/wiki/Wangi Power Station, New South Wales 


Found: 
Rating: 
Update: 
via 
the 


station 


and 


on 


pic). From 


2001 Oriface. 
5.0/5.0 
2015-09-06 14:00:00 (The Edge) - Do not recommend going in 


Donnelly road as it is hard to s whether th 
maintenance/grounds worker/caretaker will appear and check 


fences. All the fences along donnelly road from the fire 


up to where the colliery starts are now checked regularly 


there are no holes as far as I can see. 


Better and more obscure access is around the water tower 


corner of Donnelly Road and Wangi Wangi Road (see the 


here, 


transmission lines 


along 


blocks. 


start 


the tree line till you ge 


Hop on these blocks to get 


walk down to the colliery gate where the 


and squeeze under the gate. Then take long walk down 


to the creek and the concrete 


to the other side of the creek. 


been 
untwist 
another 
Update: 
site out 
around the 
Update: 
perimeter 
Take a 

go 

traps, 


that 


under 


right to 


Admin 


Created: 
Modified: 


Name: 
Description: 
Features: 

in 
tunnel. Leads 


Access: 
Lane 


twin 


Overbury 


The hole in inner perimeter fence near the shed has also 


repaired with a woven wire patch but may be possible to 


it and get in. This is about as far as I got as I had 


place to check. 


2014-04-21 14:00:00 (Kazman) - (April 2014) Checked this 


but didn't go in, could not s 


any evidence of dogs 


perimeter. Best access is still around the back fence. 


2011-11-26 13:00:00 (Batou) 


- Dogs now in use within 


fence. 
Can access station by kayaking up cooling water canal. 


small light craft with shallow draft as you will need to 


through a hole in a fence, over several 


floating litter 


over a small wall and finally over a foot bridge. Canal 
branches off to the right is too shallow to navigate. Go 


the part of the station that is built over the canal, 


the end of canal. Assess through Swiss cheese wall. 
PIR was set off walking along the ground floor towards the 


end. No dogs seen inside the building. 


1995-12-31 13:00:00 
2015-11-30 13:00:00 


Wapping Tunnel 
Large brick/natural rock train tunnel. 
Huge, nearly 7m tall. Has five huge chimney vents, 


over 4m 
diameter and 15m high. Is intersected by noisy live 


to a flooded lake section. 
Theres a railway siding in a park, between where Smithdown 


and Queensland St join and Overbury St. Climb over the 


fences and follow the tracks thru the short tunnel under 


left 


Locality: 
Region: 
Country: 
Care: 

are 


trains. 


Water Level: 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Access: 
McEacharn 


Locality: 
Region: 
Country: 
Care: 

lit and 


Water Level: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
(Ward 21). 


Description: 


Features: 
Spikes 


Access: 


St to the Edge Hill cutting. Wapping is the tunnel on the 


side of the main track. [AA:90C5] 

Edge Hill 

North West England 

United Kingdom 

Fences surround siding are 8ft high steel pike fences that 


dangerous to climb over. Siding is in use by freight 


Numerous streams run thru it 


Becomes flooded and muddy. 
Get waders. Go for a dook. 
Sub-Brit 

4.5/5.0 

1995-12-31 13:00:00 
2004-08-11 14:00:00 


War Memorial Warehouse 
Rusting gun turret from a warship in the back lot of what 


suspect is a warehouse for the Canberra war memorial. Lot 
contains other rusting military debris, fairly unique for 
Canberra. Good for a photo-op. 

Walk to the end of the grassy alley at the end of 


Place, then over the fence on the left. 
[GPS:-35.213444,149.139970] 

Mitchell 

ACT 

Australia 

The warehouse is still active, but the back lot is poorly 


fairly secluded. 

Dry - Dry 

Majestic and Squid 2007 
2.0/5.0 

2010-05-15 14:00:00 


Ward 21 
Morrisset Psychiatric Centre for the Criminally Insane 


Medium-sized prison in the middle of the bush. 
The Car pool. Trioxide's Sewage Vent. The Lookout. Roller 


of Doom. Electric fences. 
Approximately 3.5km SE of Morisset (45km SW of Newcastle) 
[Sw:NDR, UBD-CC:011D03, Grg:NDR, 


the 

easy. 

eye out 
wall 
250m 
which 
Locality: 
Region: 
Country: 


Care: 
ental 


Cond: 


collapsing. 


History: 
to take 


Later, in 


of 


designation was 


GPS:-33.1369400561,151.504938503]. 4WD vehicles can access 
location from one of the many dirt trails. Getting lost is 


2WD vehicles with medium to high clearance should keep an 


for the black triangles marked in various places. A brick 


(approx 7m high) runs for th ntire perimeter (approx 


sides) so the only entry is through main (rusted) gates 


should always be open. 

Morisset 

NSW 

Australia 

Don't make too much noise if passing near the current 


Hospital grounds. 
Fairly run down. Buildings are well trashed and 


Perimeter walls are completely intact. 
Morisset Hospital for the Insane opened in September 1909 


the overflow of mental patients from Sydney asylums. 


the 1930's, the first prison specifically set up for the 
criminally insane was created. Isolated in a cleared patch 


bushland and "walled like a medieval city", its 


"Ward 21". 


* Being diagnosed insane after bashing another 


Jail, 


Serial 


enough 
since 
and is 
that he 
he 


date 


prisoner almost to death with a slops bucket in Long Bay 


William 'the Mutilator' MacDonald, Australia's Most Feared 


Killer, was moved to Morisset Psychiatric Centre for the 
criminally insane in 1964. In 1980 McDonald was found sane 


to be released back into mainstream prison society and has 


been in the protective custody section of Cessnock prison 


known as 'old Bill'. He has spent so much time locked up 


is convinced that freedom would kill him. In December 2000 


declined to attend a court hearing set down to grant him a 


when he would be eligible for parole. 


* In December 1990, 


to Long 


Services formerly housed within Ward 21 were transferred 


Bay Gaol. The facility was being used by the NSW Police 
Dog Squad 

as a training site in 1993. Other expressions of interest 

regarding the facility were received from the NSW Fire 
Brigade, 

Department of Sport, Recreation and Racing and the Toronto 
YMCA. 

Discussions were held with various Government bodies in 
relation 

to the use of the Ward 21 buildings. The Health Service 
has also 

discussed with the Department of Conservation and Land 
Management 

a land claim lodged by the Aboriginal community. 
*~ 2005; 

Buildings reported more damaged by fire. 
Notes: Ikm from anywhere so making noise there isn't an issue. 
Fireworks 


not recommended. Notable SCC events: 
* Ward 21 Party, Feb 2004. 


* conFusion, Jul 2004. 


Found: 1995 Infectoid. 
Rating: ENE E 
Update: 2014-04-21 14:00:00 (Kazman) - (April, 2014)Site is just 
walls 

and a pool now, great location for a camp-out or laser- 
tag. At 

first I went through the active mental hospital to get to 
this 


site and was greeted with some abandoned buildings 
(although most 
buildings are still active) shit loads of kangaroos and 


mentally 

ill people stirring at me. 
Update: 2009-10-15 13:00:00 (Goretex) - Copper thieves have taken 
a small 


digger in and pulled down 90% of the walls, The place 


looks like 
a bomb has hit it literally, No longer can you trawl the 


dark 


musty halls and fall through rotting floor boards as the 
roof is 
all but a memory. 


If its metal, its gone or they'll come back for it. 


Still good to go see for nostalgia and some photography, 
especially at night. Around 3 rooms are still intact. 


The pool is still good with "lilypads of slime" 


so if 


(very 


to 1M 


Created: 
Modified: 


Name: 


Description: 


spaces, 
station, 
the 

yet. 
Access: 
the dam 
base of 
like tool 
bottom, go 


you 


Kangaroos and other animals call this place home at night, 


you camp, keep your food in your tent or car! 


Vehicle access in dry months can include lowered vehicles 
slowly), wet months however will require 4wd access. 


A few other trails leading into this place have ruts close 


deep. 


1995-12-31 13:00:00 
2014-07-22 14:00:00 


Warragamba Dam 
Mega massive dam, honeycombed with service passages, huge 


enormous pipes, vertical shafts, a hydroelectric power 
gallery tunnels. There are also access tunnels that follow 


pipelines though the mountains, but haven't been in these 


1,UA: You didn't hear it from us. Walk to the W side of 


[Sw:283F08, UBD:241B04, Grg:353B04, 
GPS:-33.8819863979,150.594673227], follow road down to 


spillway. Go to S most set of white hatches. Use spike- 


to pop mechanism, Climb down into enormous cavity. At 
thru triangle shaped tunnel to hatch. Open and make sure 


close it behind. 


#9,AX: Hither back the way you came (close 


and 


Keep 


topside hatch either way) or find ladder shaft inside dam 


make your way up through all 50 levels to lift hut at top. 


an eye out for reed switches and PIRs. 


*Update Nov 2006: Dam no 


before. 


Locality: 
Region: 
Country: 


longer accessible to public, can only be seen from viewing 
platform. Entry point requires even more trespassing than 


Security patrol VERY regularly, checking gates, etc. 
Warragamba 

NSW 

Australia 


Care: 
open 


from 
about 
probably 


Notes: 
Orthophoto: 


tunnels, 


tunnels. 


+ 


* 2001 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
Access: 
Climb up 


a piece 


Locality: 
Region: 
Country: 
Care: 


Eek!: 


Cond: 
History: 


bridge 


Found: 
Rating: 
Created: 


Water Level: 


Round hatch in closing gap gallery has switch, hatch was 


21/03/93. Power station has IR sensor at top of stairwell 


surface. This sets off a standard alarm immediately, then 


30 sec later, a totally earth-shattering klaxon that is 


heard for miles. Oops!. Security do drive overs. 
Maps: Recommended: 1:25000: Penrith, Warragamba. 


Warragamba U5545-6. Also have some plans of dam internal 
though these don't seem to correspond well with observed 


Log: 


07/03/1993 Preliminary scout: Diode as tourist. 


21/03/1993 Diode & Predator: Into Power Station. 


Siologen/Mr India/Trioxide/Fishie/Maddog into actual dam. 
1993 Diode/Predator. 

5.0/5.0 

1995-12-31 13:00:00 

2006-11-14 13:00:00 


Water Shed 

Dubbo Water Supply Pump House 

Tin shed on pylons next to the rail bridge. 

Original pump equipment and well. 

Northern end of Bligh St, Dubbo, under the rail bridge. 


one of the pylons next to the rail bridge, and slip under 


of corrugated iron that's been pulled back. 
[GPS:-32.244057,148.6003] 


Dubbo, NSW 
NSW 
Australia 


Loose pieces of the pylons may fall. Check your hand- and 
foot-holds. 

Full of pigeons and pigeon waste. 

Dry - Dry 

Not much graff. 

Part of Dubbo's Railway Heritage. 


Vater Supply Pump House - corrugated iron attached to 
(c1881). 

2013 Scarecrow 

2.0/5.0 

2013-03-30 13:00:00 


Name: 


Alternate: 
Description: 


and 


Features: 


chemistry 


stacked 


this has 


Access: 


Sydney 


glass. 


unlocked. 
main 


unlocked 


of 


Locality: 
Region: 
Country: 
Care: 


signs of 


from 


Water World 
Seaforth TAF 
3 Storey TAF 


Cl] GI 


site currently unoccupied, but still owned 
"protected" by the Teachers Union. 


Huge assortment of gear left behind. 
Science labs with store rooms full of electronics & 


gear/animals in jars etc, Photograpghy labs/darkrooms with 
enlargers and JOBO processors, Art Studios, Classrooms, 


Library (trashed) too much to list! All explorable to a 
soundtrack of constant torrential running water (unless 


been stopped). Crib is flooded Yo. 
Cnr Sydney Rd/Frenchs Forest Rd/Kempbridge Ave. 


Park in Kempbridge Ave, s hole in fenc If not go up to 


Rd. See small libray. Jump fence behind this. 


1. Nth side of build has door halfway along with smashed 
Unlocked. 

2 East (Kempbridge) side in "inner Quadrangle" door 

3 West (FF Rd) side see small set of stairs leading into 


build (kinda behind a wall, but before main entry), 


(leads). 
Failing these try any of the smashed windows on any level. 


2010 UPDATE: previous lower accesses have been recently 
boarded/locked, as with most broken windows. Still plentry 


access. 
[GPS:-33.796713,151.25044] 


Seaforth 

NSW 

Australia 

Neighbours. High vis area. 

Doesn't seem to be alarmed anymore. 

Has been fully explored by a few for hours n hours. No 


seccers in daytime. BDID. NO TORCHES. Would be easily seen 


main roads and surrounding houses/shops. 


Eek!: 

Vater Level: 
Cond: 
History: 


bans that 


Federation 


anniversary/ 
Found: 
Rating: 
Update: 
gone. 


have done 
broken 
now 


Created: 
Modified: 


Name: 
Description: 
between. 
Features: 
fright 


mattresses 


last 
tyres 


Access: 
Edge 


and Mall 
dumped 
Locality: 


Region: 
Country: 


Getting busted with obtainables. Not recommended. 

Dry - Ankle 

Trashed-Excellent. 

Opened in 1962. Closed 1999. 

Much sort after land for redevelopment. The picket and 


were placed on the site in 1999 by the NSW Teachers 
and Unions NSW preventing any redevelopment, still remain. 
Re: Redevelopment plans Dec '09. 

http://manly-daily.whereilive.com.au/news/story/symbolic- 


Pandaman - Explored by Fl@sh March '09 
4.0/5.0 


2013-03-30 13:00:00 (Red) - 2013 (Bastion) - Very close to 


The place still stands, but construction and removalist 


their job. All exteriors have been cleaned up, no more 
windows. The inside have been stripped clean. The place is 


for lease. Nothing more to see... 


2010-01-05 13:00:00 
2013-03-30 13:00:00 


Waterloo Tunnel 
Two long train tunnels with a brief open section in 


First 300m has tracks. Numerous vent shafts, old mangled 
cars. Open section is a deep trench FULL of garbage, 


in trees etc, mouth of second tunnel has a 5m high pile of 
garbage in it. Second tunnel runs to a ramp of dirt as the 


200m is half filled in. The tunnel ends at a huge pile of 


that almost fill the portal save a 4ft gap. 
1: Head off the west end of the most northern platform of 


Hill Station. Head into the wide arch tunnel on the right. 
[AA:90D5] #2: Head into carpark on the cnr of Lanyork Rd 


Pall, head north to the partially fenced area full of 
tyres. Climb down tyres thru gap. [AA:08A2] 
Liverpool 
North West England 
United Kingdom 


Care: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
old 


Access: 


Locality: 
Region: 
Country: 
Care: 
Cond: 
Found: 
Rating: 
Update: 
more and 


remains is 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
depth 


chamber 


Access: 
here 


Try not to be seen running off the platform. 
Numerous puddles/streams 

Sub-Brit 

34.0:/5%0 

1995-12-31 13:00:00 

2005-03-01 13:00:00 


Wattle Street Depot 
City Engineers Dept Operations Group Wattle St Depot. 
Old, mostly torn down, council depot. 

Old weighbridge station. Sprinkler Valve System. Various 


t ct 


buildings. 

Over any one of a number of fences on Wattle street or off 
pathway leading to Wentworth Park tram stop (recommended) 
[Sw:277D20/055D20, UBD:235P12/012M08, Grg:345D12/012G08, 
GPS:-33.8750134959,151.193801745]. 

Pyrmont 

NSW 

Australia 

One building squatted by non-hardcore/permanent squatters. 
Some buildings burnt out. Many torn down. All graffed. 
2003 FeNiX/Willow. 

2.0/5.0 
2009-09-15 14:00:00 (Scarecrow) - Wattle St Depot is no 


should be sent to Gone.Doc. 
Site overtaken by a construction firm and what little 


junk and almost entirely inaccessible. 
Ghost- September 2009. 


1999-12-31) 13300200 
2009-10-08 13:00:00 


Weiry Rabbit 

Mowamba Weir and aqueduct 

Weir and aqueduct on Mowamba River 

-Small hut filled with useless junk. 

-6' high by 10' wide, 20m long chamber parallel to river, 


unknown. Sandy bank along river where you can view inside 


through bars, access via hatch above. 
-very noisy aqueduct 
Heading south-east along The Snowy River Way, turn right 


over 


of the 


unlocked. 
Locality: 
Region: 
Country: 
Care: 
Eek!: 

to the 


runs 


horse. 

Water Level: 
History: 

via the 


is part 


2006, 
occurred 
dam wall 


To-Do: 
weir is 
Notes: 


up due 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 


with no 


Environmental 


[GPS:-36.468474,148.633422] before crossing the bridge 


Mowamba River. 
Access to chamber here [GPS:-36.469475,148.631941] 
There is a fat padlock on the hatch which is at the base 


first ladder on the western side of the weir. 
Small hut is here [GPS:-36.469311,148.631995]. Door is 


Jindabyne 

NSW 

Australia 

Do not fall into river or risk death. 
Second ladder on western side of weir is dangerously close 


aqueduct and slippery when snowing, one slip on the ladder 


and risk death. 
Ensure gate to paddock is closed to avoid a very angry 


Dry - Death 
Vater from the Mowamba River is diverted to Jindabyne dam 


Mowamba weir and aqueduct. The Mowamba Weir and aqueduct 


of the Snowy Mountains Scheme. 
On the 28th August 2002, the Mowamba Weir was "turned out" 
allowing environmental water to over top the weir. 


water releases occurred until January 2006. Since January 
environmental water releases to the Snowy River have 
from Jindabyne Dam as the infrastructure upgrades to the 


had been completed. 
Unlock the padlock and go into chamber, see if inside of 


accessible from here. 
I was unable to take many photos as my camera was fogging 


to it snowing while I was here. 
2012 Rabbit 

2.0/5.0 

2012-07-04 14:00:00 


Wenty World 

Wentworthville Leagues Bowling Club 

Abandoned bowling club. Main building with two greens and 
greenskeeper's shed. Main building is in good condition 


Features: 
storage 


rooms, 


Access: 
the 


north 


carpark, 


graffiti. 
Large open spaces, a stage, a bar, dart board cupboards, 


rooms with wooden shelving, and public toilets. Various 


nooks and crannies to explore. 
Park on Garfield St, Wentworthville, and enter from either 


southern driveway, at [GPS:-33.809992,150.969056], or the 
driveway, at [GPS:-33.809557,150.969207]. Once in the 


walk through hole in the fence, at [GPS:- 


33.809887,150.968399]. 


northwest 
plenty 


Locality: 
Region: 
Country: 
Care: 
“EOurist,! 


Water Level: 


Cond: 
in 


TODO; 
Found: 
Rating: 
Update: 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


massive 


etc 
Access: 
Southern 


to an 80 


Follow 


Main building can be entered via a broken window in the 


corner, at [GPS:-33.810054,150.967634]. However, there ar 
of other open windows and access points to choose from. 
Wentworthville 

NSW 

Australia 

Surrounded by houses. Best done during the day as a 


rather than at night with torches. 
Dry - Shoe 
Disused, and falling apart, but no graffiti. Waterlogged 


areas. 
Gain access to locked rooms. 

Red, 2015 

3.0/5.0 

2016-04-26 13:02:45 (Intrepid) - Update Status: Gone 


2015-11-06 13:00:00 
2016-04-26 07:52:52 


West Cliff Colliery 
Vent 2, 3 
Huge land mass around 600 - 650m long and 300m wide. Two 


towers which held the old ventilation conditioners. Random 
concrete slabs, H20 holding bay and outlet, mini dam etc 


Follow Princess HWY towards Wollongong south onto the 
Freeway. After approx 15km in the 110 zone you will come 


zone. There will be a sharp turn off to Appin, turn right. 


will see 
these, go 
going 
off on 
Sings" 
sign "NO 


Appin road for approx 7-10km. On the right hand side you 


two turning bays (hard to see at night). If you pass 
back. You need to take the 2nd turning bay on the right if 


inland. If traveling towards the ocean take the lst turn 


your left. (there will be a sing anyways). Follow the dirt 
"ragidy" track for approx 2km, there will be "corner 


follow is to a curvy right. After 700m there will be a 


ENTRY COLLIERY TRUCKS ACCEPTED ONLY" 


Drive than. And walahhh! 


Here are some hybrid maps: 


http://maps.google.com/maps? 


f=q&hl=en&time=é&date=&tt ype=&g=Coalcliff+Nsw, 
+Australia&ie=UTF8 &cd=1 &égeocode=0, -34.243453,150.976081é11=- 
34.215697,150.877883éspn=0.00621,0.010042&t=héz=17&iwloc=addr&om=1 


http://maps.google.com/maps? 


f=q&hl=en&time=é&date=&tt ype=&g=Coalcliff+Nsw, 


+Australia&ie=UTF8 &cd=1 &égeocode=0, -34.243453,150.976081é11=- 
34.215883,150.879235éspn=0.024841,0.040169&t=h&z=156iwloc=addréom=1 


Locality: 
Region: 
Country: 


TO=Do: 
Notes: 
Found: 
Rating: 
Update: 
location 


carpark, 


main 


gate and 


remove the 


Vater Level: 


check them out. 


Vest Cliff 
NSW 
Australia 

Dry = Dry 

Explore more 

Good Photography when full moon 

Neptune 

4.0/5.0 

2007-12-25 13:00:00 (Trioxide) - I would add to the 


details that if you follow a road with the main mine 
wash-house etc you are on the wrong road and need the next 
road (heading north) to the east. 

Also to note is that the track appears locked by a metal 


huge locks - this is cosmetic only as you can simply 


chain. Not sure of the real legality of driving on this 


land as 

there are many signs that say "Walkers / Riders and 
Authorized 

Vehicles only" 

You need to follow this track until you come to a junction 
of 

many bush tracks and follow Track "10C" from here. 
Created: 1995-12-31 13:00:00 
Modified: 2008-01-04 13:00:00 
Name: West Ryde Power Station 
Description: Small power house that once supplied power to the West 
Ryde 


Pumping Station, since gutted and left to disuse. 
Features: Big hall with extensive tunnel system running under it, 5 
chimneys, roof access, huge rail shed in rooftop hall, 


above 

massive coal bunker. 
Access: 1,UE: Attached to the West Ryde pumping station 
[Sw:254P12, 

UBD:193F16, Grg:281F16, GPS:-33.8088797498,151.09194494]. 
On the 

W side of the building there is a boarded up door the most 
RH 

board is loose. Pry open. You can get onto the land either 
by 

jumping a fence or following the rail lines along till you 
find 

the hole in the fence. If doors blocked climb up onto rail 
bridge 

leading tom rooftop chamber. 
Locality: West Ryde 
Region: NSW 
Country: Australia 
Care: Floor above coal bunkers is dodgy. Watch out for water 
board 

workers in Pump Station. Rail viaduct is rotted out, walk 
on 


concrete sections only. 
Eek!: UPDATE DoriDori 2009: Site is permanently alarmed and has 
security cameras scattered around it. 
Security patrol it at night. 


Found: 2001 Diode. 
Rating: 4.0/5.0 
Update: 2007-11-05 13:00:00 () - railway fence has been replaced 


which 


theres 


bars 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


when it 


Features: 
small 


Access: 
heading 


and 


Locality: 
Region: 
Country: 
Care: 
along the 


was 
Eek!: 


Cond: 
Notes: 
Found: 
Rating: 
Created: 


Name: 
Features: 
Access: 


Locality: 
Region: 
Country: 
Cond: 


Water Level: 


includes some type of wire alarm system, signs stating 
cameras, double bars across some sections of the base and 


across the rest, and razor wire on top of the fence 


£995-12=31>.13300':00 
2004-08-14 14:00:00 


Wettenhalls Logistics Yennora Branch 
Zero Truckies 
Former Wettenhalls logistics branch in Yennora. Not sure 


was last used. Right next to Alcoa Yennora factory. 
Really really huge empty warehouse 3-4 storeys high and 


office at the end of warehouse. 
One office/admin building next to warehouse. 
Access via pine road. Enter by going to God's will and 


west to other side through the fence. Walk past checkpoint 


enter through the gap in the gate. 
[GPS:-33.865240,150.965517] 

Yennora 

NSW 

Australia 

Look out for security from alcoa site which could drive 


road next to the warehouse although none was seen when I 


there. Hide among the trees. 

Long knee-length grass around the admin building 
Dry - Dry 

Good 

Cameras outside gate appear to be old and inactive. 
2015 - Theedge 

2.0/5.0 

2015-10-10 13:00:00 


Whartons Desc: Topside, shopping building 

Relics, incinerators, good basement 

Over rooftops from Brunswick St Station. See Subnormal for 
details 

Fortitude Valley 

QLD 

Australia 

Good 


LO=DO3: 
Found: 
Rating: 
Update: 
patched 


rooftop 


Created: 
Modified: 


Name: 
Description: 
Features: 
Access: 
Through any 


Alternate way 


routes 


bash 

4m 

thru hole, 
coal 


floor!). 


old cafe 
change 
you will 
hall to 
Locality: 
Region: 
Country: 


Care: 
and 


caught. The 


explore it 

2002 Subnormal 
0.0/5.0 

2011-02-16 13:00:00 


(Meekrat) - Rooftop access has been 


in a more permanent fashion, please contact me for new 
access info, it's becoming delicate 


1995-12-31 13:00:00 
2011-02-16 13:00:00 


White Bay Power Station 

Disused coal fired power station. 

Huge machinery, etc. View from roof, flyover coal loading 
conveyer bridge, underground coal bunker, cable tunnel. 
Robert St [Sw:276N17/054N17, UBD:235G09/011P01, 
Grg:344G09/011D01, GPS:-33.8665882424,151.175840617]. 


gap you can find - they are regularly patched up. 
in is near pedestrian overpass on Victoria Rd. Most common 


are: 
*Hardcore: Go thru fence on L end of cooling pond, bush 


round the back of pond to a small tree. Climb tree up onto 


high wall. At L end of wall pull back corrugated iron, 


climb onto vertical girders, climb down, go up steps to 


loader, head up coal loader (walk on conveyor frames-not 


Climb over fence at top. 


*Softcore: Go to far L end of turbine hall, up steps to 


building. Climb thru window above wooden steps. Ways in 


all the time. Very actively used these days. Once inside 


need to go across turbine hall roof to get from turbine 


boiler house 
Rozelle 

NSW 
Australia 

On site security who watches out the window. 


(or vice versa). 


All asbestos 


operating constituents removed, danger is now getting 


ants. 
Commonly 


Clan 


"you've never 


History: 
60's, 


sheared off. 
2000. 
eventually 


"Gone". 


floor of the conveyor bridge has been honeycombed by white 


Very unsafe. Walk up actual conveyor belt, its stronger. 


in use for filming, very active Security who *HATE* Cave 
Personnel, so if you get caught, for your own sake: 


heard of us". 
Built in 1912, secondary boiler house demolished in late 


which is why a whole section of the turbine hall is 
Shut down in 1986. Decommissioned in 1996. Sold to HFSA in 
Seccer instated. Used for filming purposes often. Will 


be refurbished for other purposes meaning a transfer to 


http://en.wikipedia.org/wiki/White Bay Power Station, New South Wales 


Found: 
Rating: 
Update: 
Fence 


Update: 
PIRS 


point, hard 
up once 

the 

would 


entry 


1989 Diode. 
50/560 
2011-04-26 14:00:00 (What) - New 10Ft Palisade Security 


erected around perimeter. 


2010-11-15 13:00:00 (Cryogenic) - There have been several 


installed recently, all external to the building. 


One on South wall of Turbine Hall (pointing at entry 


to avoid without going down cutting & then climbing back 
inside); two on wall of admin building - one pointing up 
stairs to Victoria Rd, one pointing South (i.e. where you 


of the 


probably be coming from); and one on the other sid 


point on the wall of the Switch house (near the 


transformer alley 


walkway 


responding 
the 


Upon 


between the switch/turbine buildings pointing towards the 
to control room. 

The good news is that security does not appear to be 

to them - the alarms went off approximately 4-5 times in 


space of 45 minutes while we were inside the building. 


security 


the 


update. 


Update: 
water 


lowest 
motors at 
the eye'. 


boats to 


there may 


there's 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
spaces, some 


interstate 
bea 


Features: 
jetty...fishing 


internal 


Access: 
access and 


Locality: 
Region: 
Country: 


exiting, we watched to check the response time of the 
guard and the alarms were switched off remotely, without 
security guard making a patrol. 


Otherwise, no changes to access since Sledgy's last 


2009-10-04 13:00:00 (Diode) - Surprise! There's a cooling 


tunnel that runs the length of the turbine hall, under the 


floor. Access via hole in floor at water-gate control 


Sth end of Turb.Hall. See gallery pic 'more than meets 


Tunnel is BIG, part-filled with water. Needs wetsuit or 


explore. It obviously extends to the Nth and Sth from the 
building as well, and both ends must join the Bay. So 


be much more to explore, especially to the Sth - if 
airspace in the extensions. 


1995-12-31 13:00:00 
2011-05-02 14:00:00 


Voodleys 
Berry Bay Marina 
Former Woodleys Ltd marina, numerous sheds, some odd 


jetties, dry dock..plenty of space to camp out for 


guests. Not much else redeeming qualities except it would 


nice fishing spot with a lovely outlook. 
Not much, fantastic views though and private 


much? big empty warehouse style sheds. Some little 


balconies, stairways and odd additional spaces. 
follow private road past signs that so no entry and no 


stuff. rest is self evident. 
GPS:-33.844244,151.194868 


Balls Head 
NSW 
Australia 


Care: 
such 


Water Level: 


Cond: 
History: 
google. 
Found: 
Rating: 
Created: 


down, 


Old 


Bit further around is active marina so keep th 


i don't think they'd really care 
Dry - Dry 


noise and 


'that' much though. 


Google Woodleys pty ltd and berrys bay marina - thankyou 


Sledgy and Hatsumi 2012 
2.0/5.0 
2012-03-03 13:00:00 


Name: 


Description: 


Orl 
Features: 
crude 


Access: 
substation. 


Grg:346C09/0041 


8 seg 


Locality: 
Region: 
Country: 
Care: 
strong. 


Water Level: 


Notes: 
has been 


location 
and 
Found: 
Rating: 


Created: 
Modified: 


Woolloomooloo Reservoir 


Massive twin reservoir, 


8.5m 


oil, 
Near 


h, 50m square, 


littered with old pipes, 
Eastern Distributor tunnel, 


empty, previously used to store 


filled with condensation, stinks of 


walls are black. 
next to enclosed 


Elevated park between Lincoln Crescent & Art Gallery Rd 


[Sw:277N17/029N17/056N17, UBD:236H09/003Q901, 


E01, 


GPS:-33.8676313448,151.218755385]. 


pizzas, 


Woolloomooloo 


NSW 


Australia 


Water is a mix of detergent and oil. 


Shoe- 


2008 


Waist 
(Aeon floss) 


installed over the access hole, 


inaccessible. 


diffrcuült ito 


1998 


reach. 
Siologen. 


5.0/5.0 
1995-12531 -13100700 
2004-09-05 14:00:00 


painted yellow, 


Entrances are two heavy 


in middle of elevated park. 


Oil smell is very 


- A large heavy double padlocked grate 


making this 


Padlocks are underneath the grate 


Name: 


Description: 


Features: 


Woolworths 
Rooftop / Plantroom of the George St Woolworths building. 
Approx 13 stories high. 

Good views of The Town Hall and QVB buildings. 


Access: 


stairs 


bra wire 


doors to 


Locality: 
Region: 
Country: 
Care: 

at 


Eek!: 


History: 
Found: 
Rating: 
Created: 


Name: 


Description: 


Includes 


and 


rooms to 


taps, 
outside 
includes a 
you at 
tour 


Features: 


Vater Level: 


Aircon systems resembling giant Lego blocks 

Building is on Corner of George and Park streets. 
[GPS:-33.873384,151.206963] 
Enter through glass sliding doors on South west corner of 
building. Stair well door is 15m inside on the right. Take 


to the top where you'll find two plant room doors. Use a 


etc to manipulate door on the RIGHT. Enter plant room and 
navigate to the left until you find door to the roof. 
Exit is the revers xcept you use the other of the two 


re-enter stairwell. 

Sydney CBD 

NSW 

Australia 

Building was accessed on a Saturday 6th of Oct 2012-10-06 


16:55. Be alert for office workers etc on weekdays. 


Usual caution when on rooftops 

Dry - Dry 

Built in 1955 in the chicago school style. 
2012 Wizard 

3.0/5.0 

2012-10-28 13:00:00 


Wyeth Pharmaceuticals 
Semi-abandoned pharmaceuticals facility and warehouse. 


three hollow-tiered buildings interconnected both inside 


outside by steel staircases (one of these tall, hollowed 


buildings used to contain two internal silos). Several 
explore. Middle building has a helipad (see 
[GPS:-33.819524,151.014616])! Science labs with benches, 


cupboards, etc.. Highest point gained via ladder on the 


at the highest internal point of the structure and 


free* panorama of Parramatta CBD. *Security may interrupt 


this point and escort you off the premises, giving you a 


along the way. U2. 
Helipad! Science labs! Ladders! Rooftops! Catwalks! Steel 
staircases! 


Access: Hole in fence in canal here, at [GPS:- 
33.819236,151.013222]. Fire 
door here, at [GPS:-33.819225,151.014494] can be 'hand- 


opened' by 

placing fingers within door frame and using friction to 
pull the 

door open (dodgy latch). Once inside said fire door, have 
one or 


two people lift large hanging door (door is heavy and 
hanging off 


several bolts at the top of the wall) immediately to your 
right. 

Squeeze through and open other fire doors for 'friends' to 
enter. 

Start exploring. Other fire doors around the rear the 
property 

would also be openable with a shovit or other equivalent 
tool. 
Locality: Parramatta 
Region: NSW 
Country: Australia 
Care: Front of site occupied by Hallmark Construction Pty Ltd. 
First 

warehouse (immediately behind this company's office) used 
for 

temporary storage of BBQs, alcohol, and various other 
random 

pallets of goods. 

PIR in main front warehouse. Do not activate it like we 
did. 

Bottom line to avoid getting caught: Stay the hell away 
from the 


storage area, lots of pallets loaded with various goods. 


Eek!: Security. 
Vater Level: Dry - Dry 
History: Wyeth Site, Parramatta City Control Plan, 2011, p. 180, 


http://www.parracity.nsw.gov.au/__data/assets/pdf file/0016/60370/6 - 
DCP 2011 part 4B pl172 to 234.pdf 


The Wyeth site, No.2A Gregory Street is being considered 


for 

increased density. PCC’s recent Housing Target’s study 

identified potential for an additional 1 112 dwellings by 
2011, 

approximately 3 200 persons. Development yields of the 
Vyeth site 

may be reduced, as the site is located adjacent to 
Hambledon 

Cottage, which is a listed heritage item within Parramatta 
LEP. 

(Feasibility Study for Community Hubs - Supporting 
Document, 


Parramatta City Council, May 2008, 


http://www.parracity.nsw.gov.au/_ data/assets/pdf file/0003/19470/Feasibi 


= 


[To-Do 


Notes 
for 


current 


approximately 


and 


heritage 


of the 


incongruous 


site 


tO 


sensitivity 


first 


for the 


process of 


2006, 


lity Study for Community Hubs Supporting Document Final May 2008.pdf) 


Find direct access to the helipad! Explore rest of rear 
warehouse, legitimately. 
This site contains a large warehouse-style building used 


light industrial purposes, which is consistent with the 


Light Industrial zoning of the land. The site is 
20,100 sqm and is surrounded by open space, residential 


heritage properties. This site has documented constraints 
associated with flooding and is located in a sensitive 


setting given its proximity to Hambledon Cottage, 


Experiment Farm 


and Elizabeth Farm all of which have National heritage 
Significance. 


Notwithstanding these issues, given the size and proximity 


site to the Parramatta CBD, a significant opportunity is 
presented for redevelopment to residential. The use and 
configuration of the existing industrial building is 


with its setting and form, and the relationship of the 


its surroundings could be vastly improved. Given the 


of this setting, the site should not be rezoned in the 


instance until detailed planning guidelines are developed 


site. This work could commence as soon as the current 


amendments has been delivered. (Parramatta City Council, 


http://www.parracity.nsw.gov.au/_ data/assets/pdf file/0004/9076/Part 4.3 
.3.pdf) 


Found 


Rating: 
Update: 
corner of 


TE 


site. 


sections 


2012 Devos / Raptor / Red 
4.0/5.0 
2012-09-15 14:00:00 (Red) - Door at the south-western 


the property, at the rear, is alarmed, presumably because 


connects along a long corridor to the active half of this 


This alarm rings throughout both the front and the rear 


and the security response is (presumably) fast, due to an 


thereafter. 


Created: 
Modified: 


unidentified car pulling into the driveway minutes 


2012-04-05 14:00:00 
2012-09-19 14:00:00 


Name: 
Alternate: 


Description: 


stroll away 
luxurious 
out by 


cabin. 


choice of 


stroll 


thrills and 


relaxation, 
to 


Features: 
intercom, 


door. 


ball 


exclusive 


access 


Access: 


Parramatta Rd 


Xanadu 


Yasmar Juvenile Justice Centre & Day Spa 
Parramatta Road's best kept secret. Just a 15 minute 


from the hustle of downtown Hashfield, Xanadu is a 


haven where you can kick back and relax - just chilling 


the resort pool, or relaxing in your spacious, luxury 


Here you will 


find cells less crowded, a mouth-watering 


prison slops and a stylish sports-ball court a 2 minute 


away - yet still close enough to experience all the 


excitement that Haberfield is world-famous for. 


So whether your idea of a great holiday is total 


action-packed 


adventur Xanadu is perfectly positioned 


give you both. 
Multiple cabins for "guests", each with en suite, panic 


playful Sydney 2000 Olympics mascot theme and security 


Luxurious grounds with resort style swimming pool, sports- 


court, thriving gardens and unassailable walls. 


For those wishing to relax, you may "unwind" in the 


isolation chamber, complete with leering window and easy- 


toilet facilities a mere step away from your bed. All 


conveniently located right next to the security office! 
Xanadu is located at the coveted address of 185-193 


Haberfield NSW 2045 
[GPS:-33.880796, 151.133545] 


entry on 
from main 


provided 


of our 


for your 


Locality: 
Region: 

Country: 
Care: 
guests be 


Eek!: 
a safe 


may 


Water Level: 


Cond: 
History: 
the 


To-Do: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 
smokestacks. 


visitors as 


the 


Guests may enter discreetly through the concealed garden 
Parramatta Rd. Look for the double trees about 10m away 
gates. An easy access hole in the paling fence has been 
for lesser mobile guests. 

To reach our main reception just stroll towards the corner 


relaxation centre and pass through the passageway in the 
chain-link fence. 


We welcome guests at all hours and our doors remain open 
convenience. 


Haberfield 

NSW 

Australia 

Being an exclusive resort we request that our revered 


discreet while entering and exiting the premises. 
Ve at Xanadu Resort and Day Spa are committed to providing 


and comfortable atmosfear. Please direct any concerns you 


have to the concierge. 

Dry - Death 

5 Star rating 

Our extensive history is available for your interest at 


following address: 


http://www.dictionaryofsydney.org/entry/yasmar 
Get pampered by one of our many professional "relaxation" 
experts. 


Enjoy a secluded swim in our luxury pool. 

2014 Pandaman. Explored by Maggot and Scarecrow 
320/50 

2014-05-11 14:00:00 


Yarralumla Brickworks 
Inner Strength 
4 explorable large brick kilns, catwalks, machinery, 


Semi active site but they don't care too much about 


long as you're not bouncing on machinery or running along 


catwalks. 


Features: 46m smokestack! named Inner Strength for the support 
scaffolding 

erected inside it. Climbing it is fun fun fun! and 100% 
rewarding 

with breathtaking views of the lake, city and hills. 
Access: Park on Lane Poole Rd (nearest cross st is Bentham Rd), 
walk 30m 

through laneway along security fence, jump that...walk 


across the 
field toward the miniature chimney where there's a hole in 


the 
fence. 
Exit the same way. 
GPS:-35.308309,149.090406 
Locality: Yarralumla 
Region: ACT 
Country: Australia 
Care: semi-active site but say hi..they're friendly 
Eek!: Rotting catwalks, asbestos in upper levels of kilns.. 
Rotting wooden planks inside the smokestack, climb on the 
support 
beams instead of the wood, also not a lot of lighting in 
here so 
bring a torch 
Water Level: Dry - Dry 
Cond: Ageing Gracefully 
History: One of the earliest construction projects in Canberra, 


this site 


spawned the foundations for many of our historic 
buildings...like 

Old Parliament House. The support scaffolds inside the 
tower were 

introduced after it was deemed unsafe in the case of an 


earthquake 
Found: Rascal 09 
Rating: 3.0/5.0 
Update: 2014-04-27 14:00:00 (Delo) - The long talked about 


security fence 
has now been installed. 3m high and spiked type. This 


takes the 

total number of fences to bypass to gain access to 3. 1x 
Spiked, 

1x Razor wire and 1x barbed wire. A new method of access 
will be 

ascertained soon. 
Created: 2009-12-30 13:00:00 


Modified: 2014-07-22 14:00:00 


Rooftops 


Name: 


Alternate: 
Description: 


since 


umbrella on 


Signage was 


EAS 


apartments 


floors. 


Features: 


and 


Access: 
fencing, 


enter 


Region: 
Country: 
Care: 


floor 
agent 
looks 


head for 


distance but 


Locality: 


Umbrella Building 
Legal and General Building 
Have always known this as the "Legal And General" Building 


my high school years. Most familiar feature was the 
the side of the building next to the Telstra exchange. 
Over time the company left the building and the 


removed. Not sure who else occupied the building, but now 


being used as the sales office for the new "Landmark" 


despite all the demolition going around on the bottom 


Great rooftop with views of North Sydney out to Sydney CBD 


harbour bridge. 

Apart from that not much. All 

floors gutted. 

From nicholson street find through the gap in the temp 


and go into the hole that goes up 1st set of fire stairs 
-33.824134, 151.196485. 

Once at top of fire 

stairs, find next set of fire stairs by turning left and 


the red fire door. This goes to the rooftop. 


-33.823762, 151.196209 

St Leonards 

NSW 

Australia 

Demolition going on. Lots of signs with "Live wires" so be 
careful. Need to walk up 10 floors of fire stairs. 


Do not enter the main lobby area. Be real quiet on the top 


and do not enter through the curtain (that is the selling 


office for new Landmark apartments). Lobby and top floor 


live and is still used by the selling agent. Best just 


the rooftop. 
Rooftop also has warning about 
Hutchison/Orange microwave antennas and safe walking 


when I walked out I didn't see any. 


Eek!: 
just as I 
selling 


Couldn't tell 


Saw a lady looking out on the Landmark top floor window 
exited??? Sunday around 8:30 am. Maybe she's one of the 
agents up there for a special viewing appointment. 


if I was spotted as it was too far up to see. 


To-Do: Do the other buildings marked for demolition. 
Redo 
building once Landmark top floor office disappears. 
Found: theedge 2016 
Rating: 3.5/5.0 
Created: 2016-10-09 09:02:28 
Modified: 2016-11-01 09:07:44 
Tunnels 
Name: 14th Arrondissement Quarry 
Alternate: The Catacombs 
Description: Rather like describing every house in a suburb, but here 
goes. 
380kms of tunnels, created in the 17th-18th centuries to 
maintain 


Paris was 
District 
purposeless 
traverse 
Features: 
and 

*least* 


full of 


kilometres 
old 
graffiti 
of the 


explore, 


the integrity of the massive limestone mine/quarry that 


built from in the 1600s, interweaving under the 14th 


(Arrondissment) of Paris. These days they are mostly 


save as a wonderland for Cataphiles, the explorers who 


them. 
Its an underground city of sorts. Tunnels of every shape 


size, averaging between 7-8ft high. They weave and wander 
inexplicably and to see most of the sites you'll need at 


= 


Theres the famous Ossaries, the bon 


12 hours. chambers 


500 year old human remains; the old Telecom tunnels, 


of them; the German Bunker, a huge maze like complex with 


toilets, signs, kitchens, staircases, pressure doors, 


and other remnants; the tomb of Philibert, the graveston 


first Cataphile, a Parisian man who wandered in, had an 


years 
large 


you go 


their 
everywhere, 
completion 


Access: 
Heres 


hole in an 
old 

the back 
Follow it 
the arch 


climb 


of 


Locality: 
Region: 
Country: 
Care: 

YOU 


this 
and the 
unless your 


overalls. 


tunnel 
get very 
batteries 


Its 


got lost, died and whose body wasnt found until eleven 


later; the reservoir tunnels, a grid of tunnels under a 


water reservoir; dozens of grafitti and party rooms. If 


down on a weekend you garranteed to find a party happening 
somewhere in the quarries. A lot of cataphiles spend half 
waking life down in the quarries, there is graff 


mixed with dates etched onto every tunnel wall stating 


time, ranging from the mid-late 1700's to the late 1800's. 
There are reputedly only seven entrances to the 14th. 


three: #1: The easiest way is via Petite Centure, ana 


abandoned train tunnel. From Rue Brillat Kuss go into the 


railway yard on the south side of Pl. de Rungis. Head to 
of the yard and turn right into the big square tunnel. 
till it opens out then becomes an arch. About 200m into 


there is a big hole in the floor on the right hand side. 


down into the Quarry. [PdP:143(14)S19]-Rail Yard, 
[PdP:143(14)S18]-Tunnel entrance. #2: Manhole in pavement 


Manhole on 


Boulevard du Montparnasse. #3: 
14th District 

Île-de-France 

France 

1: Dont explore without a Cataphile guiding you or a map. 


WILL GET LOST OTHERWISE!!! This isnt like anything else on 


list, its fucking gargantuan in scale and given its scope 


lack of exits, it is dangerous to explore by yourself 
experienced. #2: Its suggested you wear a helmet and 


Treat the Quarries like you would a cave system. The 


ceiling height rises and falls constantly. You will also 


dirty. #3: Take supplies. Food, sleeping bag, torches, 


etc. A favorite of cataphiles is a carbine lantern. #4: 


follow 


discreet. 


Quarries. Most 


are 
advantage 
into 

to light 
which 

by 

the 
Exploring 


this 


Ranges 


Cond: 
History: 
14th and 


started to 
A 

the 
contribute 
over the 
too 

LO=DO# 
Found: 
Rating: 
Update: 
are 


western 


of 


Water Level: 


illegal to go into the Quarries. Police have been known to 


explorers down into the quarries and arrest them. Be 


5: You will almost certainly meet people down the 


of them are cool, but be aware. #6: Quarry Manhole covers 
very heavy. Fortunatly they slide and this is a great 


when opening and closing them. #7: You will often come 


tunnels that are smoke filled. Its a habit of Cataphiles 
Potassium Nitrate and other harmless smoke bombs, one of 


smells of spearmint. They do it for the atmosphere created 


Obtanium from 


exploring in smoke. Be aware of this. #8: 


Ossaries is VERY illegal and equates to grave robbery. 


under Paris is very different to exploring anything on 
list. 

Mostly dry... So theres about 40 kilometres of wet tunnel. 
from damp to knee deep. Take Gum boots/wellies 

Old, vast, Graff riddled, wet, amazing. 

Paris was built from the limestone mined from the 13th, 


16th Quarries. 200 years or so later sections of Paris 


collapse because of the massive open space 20m beneath it. 


decree was made that tunnels were to be built to reinforce 


The decr stated that each landowner had to 


quarry. 


to the process, thus the differenc 


in tunnel style all 


The Ossaries were created when cemetaries became 


quarry. 


fart 1, 
Go back, explore more! 

Early 1800s-Philibert 

0.0.50 

2014-12-31 13:00:00 (Intrepid) - The entrances through PC 


currently closed or modified as of about 2 weeks ago. The 


portal is bricked up and the eastern portal has a series 


manhole. 


Created: 
Modified: 


Name: 


Description: 


and vent 
twin 


Features: 
Square 


Access: 
courts at 


north 
the 


it down 


station 


courts 


Nothing 


Locality: 
Region: 
Country: 
Care: 
none seen 


Dunno how 


camera 


train 


Eek!: 


fences to climb and a gate at the portal. Best to use a 


1999-12-34, 13-0.0':00 
2015-05-18 14:00:00 


ir 


Airport 
Airport 


Link Railway Tunnels 
ink City Rail Tunnel, 8kms long, with stations 


CT CT 


shafts. Mostly a single two track tunnel, but contains 


tunnels in places. TEL=8.0km 
Big lit up tunnel, vent shafts just before & after Green 


station (see 'Green Sgquairvent North and South' in KD). 
In 2007 it was over the tall fence behind the tennis 


north east side of Prince Alfred Park (take patch from the 


side of junction between George and Cleveland Streets) On 


other side of the fence there's a sloping ledge... follow 


to track-side level. Exit same way, or via 1 of the 


platforms, but need to check for station staff. 


*Current access (2013). Follow the fenceline between the 


and rail corridor from the north in Prince Alfred Park. 


to climb. 


[GPS:-33.888297,151.203107] 
Strawberry Hills 


NSW 
Australia 
Area is still well graffed in 2011. No cameras in 2007, 


from passing train now. Those wishing to push through the 
stations past Green Square will need to exercise car 


wise visiting the Airport stations would be. 
Do after train service obviously... 


2013 Update. There is a CCTV camera facing the portal. The 


is located on the corner of the old rail building by the 


line. 
Tunnels safety alcoves are rather badly spaced. 


Water Level: 
Cond: 
History: 
To-Do: 
Notes: 

Siolo 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
construction 


pits. Has 


Features: 


Access: 
Campbell rd. 


buildings. 


Locality: 
Region: 
Country: 
Care: 
both 


burrows 


Water Level: 
Cond: 


Dry: > Dry 

Annoyingly blue metal laden. 

Opened in 21 May 2000. 

Do more of it, get past Green Square station. 

This should have been entered into KD back in 2007 when 


first explored it. 
2007 Pandaman 
30/920 

2012-01-10 13:00:00 


Alexandria Powerlink 
The power tunnel 
80 meter long cable tunnel currently in advanced 


stag 15meters below ground. centered between two big 
lighting. 

Lights. Water taps installed in pipe sections. 

Big pits with dodgy scaffolding. 


TI L=80m 
MPL=80m 


CT] 


Jump fence at the corner of corner of Burrows rd & 


Alexandria. Watchout for traffic and people in nearby 


Only doable after 8pm. 


Climb down scaffolding into pit and enter tunnel. 


Exit back the way you came. 
at & long [GPS:-33.915900,151.185637] 
Alexandria 

NSW 
Australia 

Security monitors the site via patrols. Care needed as 


entrance points are Extremely visible. 


Camera mounted on side of Integral Energy building nearby 
rd entrance. 
Big drop - dodgy entry points 


Dry - Ankle 
Brand new 


Notes: 
making 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Line, 


safety 


Features: 
time as 


the 
at 


Access: 
from The 


High St 
the level 
you pass 
then 
railway 


of the 


are many 


Locality: 
Region: 
Country: 
Care: 
lines, in 


There were crates of construction materials in tunnel 


exploration difficult as of mid september 2010. 
2010 - Ghost 

3.0/5.0 

2010-11-25 13:00:00 


Ardglen Tunnel 
Glenard Tunnel 
488m single-track LIVE rail egg shaped tunnel. Main North 


from Sydney to Armidale via Tamworth & Werris Creek. 
has workers alcoves for refuge every 15m, but no yellow 


lights. Beware of trains. In daily use. 
Historic steam era tunnel, similar to & built at the same 


the Illawarra tunnels (Cawley, Helensburgh, etc). Part of 


former northern mainline to Brisbane, (line now terminates 


Armidale). 
Take the (left if heading north) turn off onto Main St 


New England Hwy at Ardglen here... 
[GPS:-31.730727,150.783792] 
Then follow this road for 400m & then then turn left onto 


(which soon becomes a dirt road). Follow this road past 
railway crossing. 400m past the railway crossing, after 
2 homesteads on your left, you can park the cars there & 


climb down the (very steep yet safe) embankment to the 


line. Portal is 40m south from here & visible from the top 


embankment from here... 
[GPS:-31.739071,150.79078] 
You could also find another way down if you wish, there 


to pick from. 

Ardglen, NSW 

NSW 

Australia 

Nearby homesteads may or may not be occupied. Live rail 


daily use. No warning lights. Use care. 


!!! Beware of trains. In daily use !!! 


Eek!: 
oree & 


your view 


Water Level: 
Cond: 
History: 


name=NSW:Ardglent+Tunnel&line=NSW: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Features: 
chamber and 


Access: 
Grg:NDR]. 


Locality: 
Region: 
Country: 
Care: 


building when 


Eek!: 
main?). 
Water Level: 
Cond: 
branches. 
To-Do: 
Found: 
Rating: 
Update: 
large 


(We 
stable 


accessing it 


As above, in daily use by Countrylink Explorer trains to 


Armidale, & freight trains. 
approaching trains. 


No yellow warning lights for 
Track through tunnel is parabolic & 


through it is impeded by the elevation. Take care! 
Dry - Dry 

In use steam era tunnel, 
Opened in 13-Aug-1877, 
Read more about it 
http://www.nswrail 


part of the Main North Line. 

been in use ever since. 
here... 

.net/locations/show.php? 

main _north:0 
akjak, Chameleon, 


2011 - 
0.0/5.0 
2011-07-09 14:00:00 


Bastion, Bl Meekrat, Scarcrow 


Bacongrinder 
Fletcher Park tunnel. 
4'-6' hand-cut sandstone tunnel. 

Awesome shape and construction material changes. Nice 
pit. 

1,UA: Fletcher Park 


[Sw:NDR, UBD-Nc:146C06/-Nc:002H08, 


Jump fence, scale cliff face on the R of tunnel. 


c 


2,PX: Twin mesh grilles in Hospital Car park. 
Newcastle 
NSW 
Australia 
Cliff face is EXTREMELY UNSTABLE - sandstone is soft and 
footholds crumbles easily. 


* Watchout for large window behind you in adjoining 
exiting u/s. 


Bowing roof under Cop shop pissing out water (cracked 


Shoe 
Dodgy - partial 


collapse in areas, silted in side 


Find out history of tunnel!!!. 
2001 Bullwagon. 

3s 0750 

2009-09-14 14:00:00 


(Goretex) - Cliff face has had some 


sections fall and others that move while you are on them 
didn't stick around to test how long they would remain 
with it crumbling under our feet). If you plan on 


this way, 


I would do so with the aid of a harness and rope 


landing 
someone 


up 


Created: 
Modified: 


Name: 
Alternate: 
Description: 


Features: 
white 


Access: 
a tree 


Locality: 
Region: 
Country: 
Care: 
trackwork on 


site). 


where 
not 


Eek!: 

Water Level: 
Cond: 
History: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


attached above on the handrail. If you fall here, You are 
on a bunch of very unforgiving jagged rocks. Please let 


local know if you plan on doing this and arrange a check 


DO NOT ATTEMPT SOLO! 


call/sms on exit, 


1995-12-31 13:00:00 
2009-09-23 14:00:00 


n 


Bay Road Rail Tunnel 
Vaverton Rail Tunnel 
Short, live double-track rail tunnel underneath Bay Road 

north-west of Waverton railway station, located underneath 
[GPS:-33.8360,151.1972]. TEL=144m. 


Late 1800s rail tunnel with 2-3 alcoves. Two super bright 


lights on either side of each tunnel entrance make for an 
interesting approach into the tunnel. 
Jump the fence here, at [GPS:-33.83365,151.195841], where 


has fallen onto the rail fence, making accessing the rail 
corridor relatively simple. Enter tunnel here, at 
[GPS:-33.835444,151.197212]. 

Waverton 

NSW 

Australia 

Do only after trains have stopped running or during 


the North Shore Line (providing there are no workers on- 


There ar 
tunnel. 


no yellow LED warning lights to help you in this 
The old tungsten lights inside appear to indicate 


the alcoves are. One of the alcoves has been filled in. Do 


shine torches through the tunnel towards the station. 
Trains! 
Dry - Dry 
Same as Lavender Bay Rail Tunnel. 
Opened 1 May, 1893, along with Lavender Bay Rail Tunnel. 
Pandaman 

2.0/5.0 

2011-06-12 14:00:00 


Bellbird Tunnel 
Death Tunnel 


Description: 


lines at 
Said to 

tunnel. 

been 


Features: 
flying 


Access: 


Locality: 
Region: 
Country: 


Vater Level: 


A short but high (12ft) brick tunnel under th 


railway 


Emu Plains. (MPL=40m). Named after the birds in the area. 


be an old mine of some description in gully on N side of 


= 


There is an old flying fox here as well. This tunnel has 


graffed up pretty hard. 
Large brick tunnel with unusual angled ends, bellbirds, a 


fox, graffiti, a geocache and apparently an old mine. 
Park on Barina Cres (southern end, near Koloona Dr) here: 
[GPS:-33.747843,150.645790] 


Follow 

creek up to th 
Emu Plains 

NSW 

Australia 


tunnel her [GPS:-33.748526,150.643988] 


Cond: 
History: 
LO=DO% 
Notes: 
here. He 


the old 


Located in 


[Knapsack 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


after 


Features: 
Access: 


houses, on 


on: it. 


Slimey - Shin 

Graffed 

My mates brother was murdered here. 

Find the mine. 

The ruins of John Whittons house is in the Reserve near 


was the architect was for NSW railways, and designed all 
viaducts and many of the tunnels on the original line. 


John Whitton Reserve on the old Highway/Mitchells Pass 
intersection. Has its own parking area and path to 


Viaduct] (http: //www.expobase.cc/known/location/1101). 
1996 DC. Listed 2015 DC and Timdole. 

0.5/5.0 

2015-04-23 14:00:00 

201 7=02=15 07:16:15 


Big Red 
Dombarton Tunnel. 
Never completed 4km single-track railway tunnel that ends 


50m. TEL=50m. 

BIG red gates!. 

*1: Requires 4WD vehicle. Follow Farmborough Rd (12mins?) 
[Sw:NDR, UBD-Wg:033H13, Grg:NDR] until there are no 


your L about 200m there is a white gate with a SRA padlock 


Drive through and follow rail tracks (via dirt road) 


of you 
climbing 


*2, 


Grg:NDR]. Use 


from 


criss-crossing railway tracks until it is right in front 


which is approx a 10min drive on gravel. Access is via 
the gate and squeezing through hole on top LH cnr. 


unconfirmed: Devised looking at SD map. Cordeaux Rd Kembla 
Heights to Kembla Lookout [Sw:NDR, UBD-Wg:033F10, 


Bridle Track. Follow to railway line. Calculated distance 


end of track to SE entrance is 6.6kms. 


*3, unconfirmed: Devised 


Kembla 
you to 


Locality: 
Region: 
Country: 
Found: 


Name: 


Description: 


allowed 
Darling St. 
Features: 
Access: 

end of 

Use 

10m of 
helps. 
Locality: 
Region: 


Country: 
Care: 


immediately 


looking at SD map. Use gated road off Cordeaux Rd W of 


Lookout [Sw:NDR, UBD-Wg:033D09, Grg:NDR]. Road will take 


900m from tunnel entrance. Gat 
Dombarton 

NSW 

Australia 

2002 Trainman/Millsy. 

20/520 

1995-12-31 13:00:00 

2006-08-20 14:00:00 


type unknown. 


Bishop, The 
Old 5'h tunnel that used to house the counterweight that 


trams to safely travel up and down a steep section of 


Now a drain. The tunnel runs between the embankment and 
intersection of Darling and Nicholson Sts. TEL=115m. 
Rails and mini GPTs. 

8,UE: Two wrought iron doors in small grassy embankment, 


Darling St [Sw:277D12/055D12, UBD:235P04/010N08, 
Grg:345D04/008H08, [GPS:-33.8570726847,151.195866061]]. 


manhole key to open, climb down into room, and squirm thru 


2' dia pipe to get to the tunnel. Lying on a skateboard 


The return journey on skateboard is goodah!!!. 

Balmain 

NSW 

Australia 

Tunnel is now a drain and all gutter boxes on that part of 
Darling St feed into it. Avoid using it during or 


after rain, as access pipe will not be useable. Very 


Photos: 
Notes: 
access 


Darling St. 


Found: 
Rating: 
Update: 
of 


area to 


Update: 
been 


Weston St 


Update: 
been 


Created: 
Modified: 


Vater Level: 


claustrophobic. 


If you don 
squirming 
On display 
Developmen 


't use a skat 
through the pipe 
at nearby Commercial Hotel. 
t plans for 


the site wil 


leaving the only access the manhol 


Do it while you can. 
1998 Siologen/Ogre. 


4.0/5.0 
2017-01-14 0 


Darling St has b 


turn in. 


0:46:46 


(Scarecrow) - 


n redeveloped to allow buses a 


teboard, you will get soaked while 


ll wipe the current 


les in the middle of 


Update Access: The end 


larger 


Iron doors and grassy embankment no longer exist. 


New grilles and gutter boxes may provide access. 


2010-03-25 13:00:00 


backfilled. 


(Rascal) 


Enter via gutterbox on Darling St, 


and squirm through pipe. 


Alt. 


Nicholson St or iron manhol 


Darling St. 


entry via 8 seg manhol 


Never us 


th 


se manhol 


- Area underneath hatch has 


cnr of 


le in road at cnr of Darling St 


le in road near Thornton Park 


les as exits. 


2007-07-08 14:00:00 (1 


installed. 


1995-12-31. 13700400 
2010-03-26 13:00:00 


Trioxide) 


- New, 


locked hatch has 


Name: 
Alternate: 


Description: 


Features: 
Place 


you 


blast 


the 


live 


Blowjob 2000 
BJ, BJ2000, 


Station. 


stand at the alcove in the Sth tunnel, 


hurricane strength winds at you as they go by, 


BJ2K. 
Termination tunnel 


Graffed but rarely 


same in reverse, 


used for designed purposes. 


siding. TEL=150m. 
Dead end tunnel used for trains that terminate at Martin 


If 
the passing trains 


then exert 


sucking air out of the siding into the 


Access: 
of rail 


LH 
with 


Locality: 
Region: 
Country: 
Care: 

out 10-15 


nearest 


and 
run. 


seen by 


Bondi 


seen by 
Bondi 


Found: 
Rating: 
Created: 
odified: 


tunnel. 
Under spiked fen 


ce on west side John Young Cres to the S 


viaduct [Sw:277N18/029N18/056N18, UBD:236H10/003004, 


Grg:346C10/004E0 


tunnel for 30m o 


staircase leadin 
Woolloomooloo 
NSW 

Australia 

* Keep an eye on 


seconds before a 


4, [GPS: 


n the R 


-33.8703480146,151.217682729]]. Up 


side and you will find an alcove 


g to the tunnel. 


the orange LED warning lights: they go 


train hits you. Head directly to the 


alcove, don't lie down between the tracks. 
* Never do tunnels whilst scheduled trains are running, 


remember that ou 


* Help preserv 


tside scheduled times, trains may still 


location exploration status. Do not get 


drivers, as they will do the same as they did with the 


portal - cameras & sensors. 

* Hold on to brace bars when standing in alcove. Watch for 
terminated trains in actual siding. 

location exploration status. Do not get 


* Help preserv 
drivers, as they 
portal - cameras 


1999 Trioxide. 
5207 555.0 


1995-1231). 13300: 
2007-03-07 13:00: 


will do the same as they did with the 


& sensors. 


Name: 
Alternate: 


Description: 
(demolished). 


Features: 
wave 


rooms 


Massive 


dia 


Blub Blub 
Bumborah Pt Wate 


barrier near the 


Major concrete install 


r Cooling Tunnel. 


Cooling water tunnel to 


Botany 


Bunnerong Power Statio 


=) 


lation on waterline just E of tidal 


Bulk Liquids Storage area. Large 


(20'h x 40'w) half full of seawater at sea entrance. 


grilles made of railway lines (for good reason!). Three 6' 


Tunnel 


Access: 
Grg:436F09]. 


bottom 


in lid. 


shafts in perfect condition, about 30m deep, no steps. 


length about 1km by map. Diameter unknown. 
Sea exit installation: [Sw:337R05, UBD:296L09, 


Two 


shaft covers in reserve behind Bumborah Point. Water at 


rises and falls with sea, causing air to whoosh thru gaps 


* Tunnel: When the seas dry up, or scuba when sea VERY still. 


gap 

water. 

* Side room: 
into 

where 
massive 
side 
Locality: 
Region: 
Country: 


Care: 
If you 


as 
concrete, 
Water Level: 
Cond: 
probably 


Power 


To-Do: 
Notes: 


Can squeeze thru grille at sea exit, or thru cyclone fence 


and drop 4m into room behind grille. Tunnel entrance under 


via large 7' x 5' grille, on W side of main sea 


exit. Need crowbar to lift and slide it along. Ladder down 


room. Underwater tunnel 20m long joins to main sea exit, 
there is an underwater wooden grille. Inside room is 2nd 
steel grille, no access, don't know where room on other 


goes. 

Bumborah Point 

NSW 

Australia 

DO NOT risk being sucked into tunnel by surges from swell. 


lift shaft covers, MUST replace, or you'll kill someone, 


falling in is certain death. Covers are rectangular, 


takes two people to lift. Care dropping them in. 
Dive 
All completely under water, even at lowest tide. Tunnel 


still in good condition for full length, but shaft at 


Station end filled with rubble. 
Lift manhole covers near power station end shaft. 
Gone Acc: 


#1: On Military Rd, shaft cover outside fence opposite 


#2: Shaft at site of 


below 


of 


flower shop. Water at bottom rises & falls. 


old generator building, at base of S end of wall (cliff) 


Bunnerong Power station Switch building. This shaft full 


rubble. Sound of water moving. 


* This has never actually been 


explored. 


Found: 
Rating: 
Update: 

a 

into the 
all teh 
enter with 
in sea 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
100m 
is used 


right 


tunnels 


miniature 


Access: 


of 


tunnel 


Edgecliff 


the 


take 


installed in 


Locality: 
Region: 
Country: 
Care: 


1992 Diode. 
2.0/5.0 
2012-08-03 14:00:00 (Blakjak) - Somebody has recently used 


crow-bar to slide open the metal lid covering the shaft 


side room mentioned in KD, it has been put back but not 
way, looks easy for maybe 4-5 people to open enough to 


a crow-bar. Need rope ladder to decend 4m shaft, 3ft deep 


water in room. 


1995-12-31 13:00:00 
2012-09-09 14:00:00 


Bondi Ghost Tunnels 

Eastern Suburbs Line Part 2. 

Disused tunnels beyond Bondi Station. TEL=2.75km. 

Live rail tunnel Walleroy Ave to Bondi Station. Beyond the 
station the tunnels split off into three, the L most goes 


before becoming disused for the last 200m. The middle one 


its entire length and is similar in layout to BJ2000 The 


most is disused and mostly unlit for 300m. Both disused 
end with 20m of unlined rock with huge drill marks and 


lakes. 
30m Nth of Wallaroy Rd x Weeroona Ave [Sw:298F05/067F05, 
UBD:257B01/025D01, Grg:377B01/022D01, 

[GPS:-33.8858671764,151.24344977]], jump fence on W side 


Weeroona Ave. Walk along track to train lines. Head up RH 


going S. The tunnels to the N are the more boring 


section. Once you reach station, well, good luck and may 
Stoop be with you. Stoop under length of station, then 
trackless tunnel on R. Cameras and sensors have been 


the portal of this system. Other entry needs to be found. 
Woollahra 

NSW 

Australia 

Always watch out for trains, DONT explore before 1:15am 


involves a 
staff & 
Water Level: 
Found: 
Rating: 


Update: 
in 


inside 


08:55 


Siding, 


It stays 


Created: 
Modified: 


Name: 
Description: 
road 

now runs 
before 


the 


Features: 
across the 


Access: 
XWPT]. 


train 
Alt: 
between 


wall. 


weeknights, or 2am weekends. Getting past the station 


painful stoop under the station. Keep quiet. Avoid train 


security near usually parked train in the L most tunnel. 


Shoe-Ankle. Slippery mud near platform 
2000 Siologen. 
5.0/5.0 


2008-04-02 13:00:00 (Trainman) - All thr tunnels are now 


use. 


Eek! There are now cameras at Woolahra substation, AND 


the tunnel beyond Bondi Junction platforms. 


= 


Access: [ry and hide on an old silver type train at about 


M-F when it terminates at Bondi. When it goes to the 
jump out between the carriages after it stops and hide. 


there for 1 hr 23 minutes. 


1995-12-31 13:00:00 
2004-08-31 14:00:00 


Boronia Number 5 
74m disused double track train tunnel, now railway access 


tunnel. Massive cracks in structure. Active railway line 


alongside, just outside the tunnel. One wonders how long 


it collapses, one does. When it does collapse it will push 


live track off the cliff. Accident waiting to happen. 
Oldschool brickwork, several culverts. Excellent views 


river and bay from the nearby hillside 
Hawkesbury Cr [Sw:137H16, UBD:056C12/-CC:114C12, XED, XNL, 


Park at nearby Reserv At end of Hawkesbury Cr, cross 


tracks, follow service road up hill, taking lst and 2nd R. 


Opposite 39c Brooklyn Rd, Brooklyn there is spare land 


two properties. Head up the rather sttep looking retaining 


apparent. 


head up 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Notes: 
from 


"Long 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


off both 


Features: 
vents, 


gates, 
station. 


Access: 
of an 


the 
along 
may be 


Locality: 
Region: 
Country: 
Cond: 
Found: 
Rating: 
Created: 


In short order a zig-zag track leading up should become 


Once you hit the train line (not as high as it looks), 


and over. You cant miss the tunnel . Big, open space. 
[GPS:-33.55198063773987,151.20104536414146] 

Brooklyn 

NSW 

Australia 


Live train line. Do not be seen. 
Sydney, services are regular. 
Dry 

At some stage it appears that this location was removed 


Despite the distance from 


known doc. Original access was listed by Dtrog, as per the 


Island Tunnels - 'Nearby'" description. 
Vas refound without the aid of known. 
Relisted by Anakaine 2/11/2008 

Unknown - Refound Anakaine, Neptune, Squ 
3.07540 

2008-11-01 13:00:00 

2008-06-30 14:00:00 


pish 2008 


Botanic Gardens 
Long abandoned underground station with tunnels running 


ends. 
Ikm of tunnel, platforms are lit during day by huge steam 


remains of staircases and a few small rooms. Numerous 
remains of the underground section of the Kelvinbridge 


Lots of greenery. 
At the rear of the Botanic Gardens, there is the remains 


old railway bridge that used to cross over Ford Rd. From 


Botanic Gardens side of this bridge head into the gardens 


the trench to the tunnel mouth. Gates over tunnel mouth 


locked. [A-Z:62B5] 
Hillhead 

Scotland 

United Kingdom 
Overgrown. 

1995- Milk Crate Gang 
4.5/5.0 

1995-12-31 13:00:00 


Modified: 


Name: 


Description: 


Standard 
Colliery 


Features: 
literal 


about 
Access: 
here 

lhr and 
following 


and 


right 


turn 


Fire 


Locality: 
Region: 
Country: 
Care: 
rocks. Some 


Water Level: 


Cond: 
History: 
to 
southern 
cuttings 


literal 


cutting and 


2005-08-09 14:00:00 


Box Vale Tunnel 
MPL = 84 metres, TEL = approximately 10kms bushwalking. 


gauge tunnel cut through sandstone on the Box Vale 


branch line. Tunnel is 84 metres long. 
Also nearby is 40 Foot Falls track. Assuming that the 


names used on the tramway continue there is a waterfall of 


40 feet at the end. Find out in summer. 
First and longest walk is to turn right off Old Hume Hwy 


onto Box Vale Rd here: GPS:-34.439103,150.412181. 
Park at clearly defined carpark and follow track. It took 


7 minutes to walk in this way and 45 minutes back out 


firetrails which we had noticed on the way in. The second 


quicker way in is to turn right onto Wombeyan Caves Rd 
GPS:-34.435577,150.404662, then almost immediately turn 


onto Kells Creek Rd, GPS:-34.429518,150.401572. Finally 


right onto Morris Rd GPS:-34.426424,150.403632. 
Follow Morris Rd to the end and join trail at Box Vale 


Trail. The tunnel is just 30 minutes walk from here. 
Tunnel is here: 

[GPS:-34.4175,150.4296] 

Mittagong 

NSW 

Australia 

Some washouts along the cuttings - beware of falling 


creek crossings. 

Shoe - Dry 

Very good. 

Constructed in 1888 and closed in 1896. The line was built 
carry coal mined in Nattai Gorge seven km to the main 


Line at Mittagong. The line also passes through several 


and over embankment formations. The cuttings each have 


names e.g. Boulder cutting, Fern cutting, Casuarina 


from 


tons of 
strike. The 
1996. 


construction 


Mount 


Community 


To-Do: 
Found: 
Rating: 
Created: 


so on. 


the gorge. 


'The Colliery probably had its heyday in 


coal per week wer 


It ends at an incline by which coal 


1888, 


shipped to Melbourne during a coal 


last part of the line was opened as a walking track in 


Design and finance were by Nowra Lands Office. 


was done by wards of the State from Toombong School, 


Alexandra Committee and peopl 


Employment Programme.' 


The 


Taken from rail 


employed under th 


trail 


Descend the inclin 
Pandaman, 
32074520 


and explor 


2013-07-03 14:00:00 


the ol 


d col 


S.org.au 


was brought up 


when 100 


the 


liery workings. 


Listed by Intrepid 2013 


Name: 
Alternate: 
Description: 
cars. 


Features: 
dug. 
Access: 
River. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Boyd River Convict 
Dalmorton Tunnel. 
Convict dug tunnel 


TEL=80m. 


No lining what-so-ever. 
On back road between Grafton & Glenn 


Tunnel is just west of Dalmorton 
[GPS:-29.831393015,152.413580159], 


Tunnel 


for a single-track railway, 


Tunnel 


Glenn Innes 

NSW 

Australia 

1997 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 
2007-01-14 13:00:00 


appears the same as whe 


[NDR, 


RDI 


Innes, 


]. 


alongside 


now used by 


Boyd 


Name: 
Description: 
Features: 
Access: 
Locality: 
Region: 
Country: 
Eek!: 


Brunswick-Central 1 
Train tunnels 


[rain Tunnels 


3 tunnels (2 lit, 


unlit), 


Fortitude Vall 
QLD 
Australia 


ey 


No secca cameras... 


Behind K2 in the valley 


apparently 


train stuff + rooms 


been 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


steel 


Access: 
Reserve 


open. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 
of 


approved 
close 


could 


Update: 
clearly 


development 
some 
Update: 
Doors are 


tunnel 


tools. 


Update Wddim 2011: Have heard rumors that cameras have now 


added inside the tunnels. Have not confirmed. 
2003 Subnormal 

3.5/5.0 

1995-12-31 13:00:00 

2005-12-06 13:00:00 


Bulls Berruex 
Old twin access tunnels to Boral Quarry. 15'h corrugated 


tube 10'w. MPL=60m. TEL=120m. 
Park at bend of Rutherglen Place 


Walk thru Berruex 


towards M4. Tunnels appear to be sealed, but W one is 


[Sw:248P06, UBD:186010, Grg:271K10, 
[GPS:-33.7920668713,150.834105448]]. 

Minchinbury 

NSW 

Australia 

2002 Bullwagon/dTrog. 

2.0/5.0 

2015-12-29 13:00:00 (DC) - 30/12/15 Hatch on northern end 


western tunnel is currently open. We actually had a C/C 


lock on us too but door/latch was a bit bent and will not 


enough to put on the lock. With a few tools I'm sure this 


be straightened and locked. 


2015-12-29 13:00:00 (Intrepid) - Southern portals are now 
visible from the new road through the new industrial 

off Wonderland Drive. Probably doesn't matter but exercise 
caution. 


2011-01-04 13:00:00 (Red) - Neither tunnel is open now. 


welded shut. Can see inside from the south end of the west 


through the welded grate but cannot be accessed without 


merely 


would 


although 


Created: 
Modified: 


Name: 


Description: 


Features: 
squeeze. 
extension. 
Access: 
Military Rd 
behind 

wall 20m 
next to 
rope 


sited 20m 


end. The 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Welding on the south-west corner is pretty weak and would 


require a crowbar and little strength to bust off. A C/C 
certified padlock with several key copies for members 


probably go unnoticed and look fairly legitimate... 


probably not worth the effort for such a site. 


1995-12-31 13:00:00 
2015-12-30 13:00:00 


Bunnerong Tunnels 

5 cable tunnels (#A-#E) 12'h on the site of the demolished 
Bunnerong Power Station. 

A #B & #C: short & boring w laddered access. 

D: Longest. Access by rope down a shaft, or thru a 


Features: Staircase, 2 short side tunnels & Southbound 


E: Similar to #D but with a lower level extension 5'h. 
Walk thru the crematorium gardens on the W side of 


[Sw:338A03, UBD:296M07, Grg:436G07, 
[GPS:-33.9715764376,151.22848326]] towards the wasteland 


them. Once in this area, #A #B & #C are in the W facing 


E of the cliff edge. #D shaft is on the edge of the cliff 


where the pipe goes over. Climb under the fence, and use a 


to climb into the large rectangle shaft. The squeeze is 


NW from this near the area with indented concrete. 


E is next to the start of the E facing wall, at its N 


hole is next to the wall. 

Matraville 

NSW 

Australia 

Ladders in #A #B & #C are rusty and loose. 
D: Shoe. #E: Waist 


Notes: 
in?. 
Found: 
Rating: 
Created: 
Modified: 


Reports suggest that this set of tunnels has been filled 


2001 Dirge. 

3.0/5.0 

1995-12-31 13:00:00 
2004-09-12 14:00:00 


Name: Busby's Bore 
Description: First underground tunnel in Australia. Carried water from 
swamps 


(now Centennial Park) to Hyde Park. Dug by convicts. 
TEL=3km. Not 


explorable without breathing apparatus. 
Features: Many vertical shafts, side tunnels, and later additions. 
Access: 5,UA: Two manholes on Moore park Rd, either side of 
Driver Ave, 


in westbound lane near footpath. Requires witches hat, 

barricades, strong levers, car jack and sledgehammers 

[Sw:297P05/030P05/066P05, UBD:256J01/016B01, 
Grg:376D01/020G01, 


XED, XNL, XWPT]. There is a monument in Centennial park 
near Lang 
road entrance, with informative plaque. 
Locality: Surry Hills 
Region: NSW 
Country: Australia 
Care: Bad air! Need tanked air and wire ladder/rop 
Water Level: Dive 
History: * Construction was only monitored via word of mouth so if 
convicts got bored digging the main tunnel, they would 
start 
digging their own tunnel, thereby wasting the Civil 
Engineers 


time and money. 
* Reopened 03/08/02 by SCC. Proved to have toxic 
(CO2) atmosphere. 


Found: 1992 Diode/Mullet. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2006-01-05 13:00:00 
Name: Cahill Cable Tunnel 
Description: 6'h cable tunnel under the Cahill Expressway where it goes 
over 
Macquarie St. TEL=120m. 
Features: Lots of cables and pipes. 
Access: Domain Oval [Sw:277L14/024L14/056L14, 


UBD: 236F06/001L12/000dG07, 
Grg:346A06/002A12/000bG07, [GPS:-33.861505,151.213224]]. 


Hinged 


grille secured with one bolt, in grassed area between 
Macquarie 


St and embankment up to Cahill Expressway, sometimes 
padlocked. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


UPDATE Scarecrow 2015: 


Southern end i 
Sydney CBD 
NSW 

Australia 

1995 Predator/ 
2.0/5.0 
1995-12-31 13: 
2011-09-27 14: 


S missing padlock (May 2015). 


Diode. 


00:00 
00:00 


Name: 


Description: 


Features: 
Access: 
keep 


down 


Locality: 
Region: 
Country: 
History: 
Found: 
Rating: 
Created: 
odified: 


Carcoar Rail Tunnel 
Old style shaped single-track railway tunnel. TEL=281m. 


Fantastic metallic echo. 


Drive thru Carcoar turn L and cross the Belubula River, 


going until you near the rail line. Walk thru gate & climb 


embankment. Tunnel is off to L [NDR, 


[GPS:-33.61798 
Carcoar 
NSW 
Australia 


30372,149.136964941]]. 


One of the first tunnels in NSW to be lined with concrete. 


2002 dTrog. 
3.0/5.0 
1995-12-31 13: 
2007-01-16 13: 


00:00 
00:00 


Name: 
Alternate: 


Description: 


Features: 
SE one, 


This 

totally 
torch is 
into the 


Access: 


walk down 


Central Ghost 
Platform 26. 


Platform 


Incorporates 


Disused underground rail platforms at Central Station. 
No rails, tunnels that end after a short way, except the 


which goes ont 


o the "Lost Mine". Large pit with ladder. 


place was used for document storage by SRA. It is now 


empty and cam 


needed, unless 


Lost Mine. 


[Sw:297J04/028 
Grg:345J16/003 


stairs towards 


ra free. The platform is semi-lit so no 


you want to walk up the short tunnels or 


Railway Concourse, cnr Eddy & Elizabeth Sts 


J04/066J304, UBD:236D16/003H16/000gQ016, 
H16, [GPS:-33.8842228593,151.208192899]], 


Eastern Subs Platforms 24 & 25 halfway down 


tape, 


latch. 


August 


Locality: 
Region: 
Country: 
Care: 
Notes: 
the 


outside 
of the 


depth. 
Found: 
Rating: 
Update: 


camera has 


watching 


well. 


Update: 
area - no 


Update: 
doors 


there 


from the 


Created: 
Modified: 


staircase you'll see two doors. Use coat hanger or packing 
slide wire down behind anti "credit card" plate and behind 


Pulling from both top and bottom, yank wire outwards ona 
diagonal. 


UPDATE SCARECROW 2013: 
Entry door has a plastic seal linked to it now, as of 


2013. Entry will be noticed. 
Central 
NSW 
Australia 

See UPDATE above. 

The Lost Mine, an uneven cavity that runs along the top of 


Redfern bound Eastern suburbs train tunnel, between th 

of the tunnel, and the rock around it. can be found at end 
LH (S bound) tunnel. Muddy with water ranging in shoe-shin 
1997 Ogre. 

4.0/5.0 

2016-01-31 04:05:42 (Red) - Update Access: A new black 
been mounted directly above the door for the purpose of 
people coming and going. The lock has been upgraded as 
Access denied. 

2014-04-07 14:00:00 (Rabbit) - There was "construction 
entry" signs on central ghost doors on 08/04/2014 


2010-04-26 14:00:00 (Trainman) - The platform side lift 


have been removed and replaced by a locked wooden door so 


is no lift access. Photo: http://twitpic.com/liv68k 


The yellow seals have been missing for at least a week 
door too. 


1995-12-31 13:00:00 
2014-07-22 14:00:00 


Centre Management 


Description: 
2012} 
Features: 
Access: 

2nd 


left. 


is 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
ladders to 


50m 


and 

bowl 
wetter and 
shaft 
gassy 
chamber 
down the 


Access: 
Commonwealth 


Utillity tunnel under Erina Fair MPL=250m {updated Lb 


Walkway with lights and open canal drain. 
1: Enter Erina Fair Carpark from Terrigal Drive. At the 


round-a-bout (past McDonalds), go into the garden on your 


Cut the gate open. [Sw:NDR, UBD-CC:088K09, Grg:NDR, 
[GPS:-33.436455,151.395268]]. 
2,Unconfirmed: Grill in floor on th 


other side of gate 


possibly accessible from "Centre Waste Management". 
3,PX: Through Fire Door into carpark. 

Erina 

NSW 
Australia 

Erina Fair Security are FUCK'n C*NTS. 
Maybe a trickle 

2004 Dayv. 

0.5/5.0 

1995-12-31 13:00:00 

2004-12-06 13:00:00 


Chocolate Goldmine, The 

The Sump. 

Disused (?) sewer relief tunnel. MPL=250m. 

Two disused (mostly) sewers. Access is via one of two deep 
shafts, one being nearly 80m deep, with balconies and 


the bottom, the other, also with balconies etc is around 


deep. At the bottom of these shafts is a 6' RCP that leads 


ti 


large T shaped chamber, with ocean outlet tunnels to the 
the old main sewer tunnel running to the W. This tunnel is 
shaped, 9'h & leads to a tall vent shaft. Here it gets 


continues on straight a long way before reaching a second 


with dodgy balconies and ladders. Beyond this the air gets 
and the water dirty. Huge roaring sound ahead. The "T" 


also has balconies and a vent shaft. The light beaming 


shafts in the main tunnel and chamber during the day looks 
awesome!. 


Fishermans Rd. Go beyond carpark, ignoring the 


anda 


seg pizza 


is 


tower. 


with 


an 


Locality: 
Region: 
Country: 
Care: 
rubble 


however, 


chamber. 


Water Level: 


Tresspassing signs, as everybody does. 
8,UE,Good: Follow road until end. You will see two stacks 


relic of the defence site, th 
entrance to is near th ngin 


engine shed. The only good 
shed, in the form of a 6 


manhole, currently turned upsidedown next to the hole it 


supposed to cover [Sw:338Q01, UBD:297L05, Grg:438A05, 
[GPS:-33.9669792492,151.265267279]]. 
3,Dodgy: Follow instructions for Anzac bunker to the main 


The manhole nearby is this entranc Recommended for those 


cancer. 
*Tt is advisable to open both manholes, using one shaft as 


emergency exit. 

Malabar 

NSW 

Australia 

Ladders and balconies #3 shaft are dodgy, as are piles of 


everywhere. Ladders and balconies in #8 shaft are ok, 
the manhole rungs are rusty. Don't fall in water in 


Unfriendly gas?. 
Tidal, Ankle-Death 


Notes: 
Found: 
Rating: 
Update: 
have been 


Created: 
Modified: 


Name: 


Description: 


St.James - 
explored 
Features: 
cut 


are 


Manhole next to Bunker Tower has reportedly been resealed. 
2001 Hatchet/Fishie/Siologen/Trioxide/Maddog/Mr India. 
4.0/5.0 

2011-04-02 13:00:00 (Fl@sh) - All current known entries 


concrete capped. 


1995-12-31 13:00:00 
2011-04-06 14:00:00 


City Circle 
The live city train tunnels, from Central - Museum - 


Cir.Quay - Wynyard - Town Hall - Central. Can only be 
between 2:30 and 4:45am on Weekends, or from 1:30am on 


weeknights. 
Long lit tunnels, of varying shapes: Twin & single arches, 


and cover rect, switch gear, and the knowledge that you 


Infrastructure. 


Access: 
that 


air 


walking thru a very important part of Sydney's 


TEL=3.2km. 
*Cir.Quay - St.James: take ladder next to the staircase 


leads up to Cahill Expressway on Maquarie St side, down to 


con. Climb down off air con and head up tunnel 
[Sw:277L14/024L14/056L14, UBD:236F06/001L12/000dG07, 
Grg:346A06/002A12/000bG07, [GPS:- 


33.8614633145,151.213133126]]. 


The 


the 


from 


take 


until you 


Locality: 
Region: 
Country: 
Care: 

out 10-15 


nearest 


and 


*Cir.Quay - Wynyard: Go down Fire escape stairs, next to 


Rocks end of the Cahill Expressway, off Harrington St. At 
bottom of the stairs, climb wall into compound 
[Sw:277314/024314/056J14, UBD:236D06/001G11/000cN05, 


Grg:345J306/001G12/000aJ07, XED, XNL, XWPT]. 
*SHB - Wynyard: Walk up to the Harbour Bridge cycleway, 


Watson Rd, jump fence from Cycleway onto tracks 

[Sw:277H13/023H13/055H13, UBD:236C05/001E09/000cJ01, 
Grg:345H05/001F10/000aG03, XED, XNL, XWPT]. 
*Exit: Either back the way you came, or if your willing to 


the risk of being caught, go thru the various stations 


get to Central. 

Sydney CBD 

NSW 

Australia 

* Keep an eye on the orange LED warning lights: they go 


seconds before a train hits you. Head directly to the 


alcove, don't lie down between the tracks. 
* Never do tunnels whilst scheduled trains are running, 


remember that outside scheduled times, trains may still 


* Help preserve location exploration status. Do not get 
drivers, as they will do the same as they did with the 


portal - cameras & sensors. 
* Getting past stations will be difficult as, unlike the 


these City Circle platforms have blue metal floors and no 
platform overhangs. 
* Help preserve location exploration status. Do not get 


drivers, as they will do the same as they did with the 


portal - cameras & sensors. 


Found: 
Rating: 
Created: 
Modified: 


1999 Hatchet. 
4.0/5.0 

1995-12-31 13:00:00 
2007-03-07 13:00:00 


Name: 
Description: 
system under 


Features: 
shafts 


stopped 


Access: 


then 
situed in 
tunnel. 


Locality: 
Region: 
Country: 
Care: 
during 


You will 


Water Level: 
Cond: 
History: 
Rating: 
Created: 
Modified: 


City Loop 


The vast, multi level 


Melbourne CBD. 
Kilometres of walkabl 


e rail 


joining levels together. Air con 
cavities, service corridors, 
platforms, huge vent shafts lot. 


tunnel, 


tunnels, 
escalator rooms, 
Essentially the entire 


underground system is deserted aft 


running. Wander anywhere you feel 


Best to explore after lam. #1: 
ift grille, 
cross tracks to Station. 


like! 


#2: 


led and fully explorable subway 


with huge balconied 


under platform 


plant rooms, 


r the trains have 


Huge grilled shaft in 
climb down into massive ventilation chamber 


Doorway in hut 


Climb down shaft to rcp. Go thru vent flap to live 


3: Over fenc 
BD 
IC 


C 
V 
Australia 
W 


atch for trains. Inadvisabl to 


running hours. 


be CCTV'd by the cameras at the st 
Few sumps etc 

Dusty and sooty. 

Built in 1960s using TBM's, 
0.0/5.0 

1995-12-31 13:00:00 
2007-04-02 14:00:00 


no cul 


xplore liv 


tations... 


t and cover. 


tunnels 


Portals into the Loop are PIR monitored. 


Name: 
Description: 
Cart 


Features: 
tunnel with 


Clifton Hill 


Station Railway Tunnel 
Remains of the steeply inclined Clifton Hill 


Diagonal 


Rail 


tunnel, 


One large tunnel, subdivided into 


ther sid 


since converted to bomb shelters. 
a slightly smal 


ler 


Narrow passageways down 


Steps installed entire 


Numerous 


Access: 
Down 


climb 
in wall. 


Locality: 
Region: 
Country: 
History: 
and 


Bridge, 
shelters 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Access: 


length. Larger tunnel divided into 5x50m long sections. 


rooms and passageways, most relating to the station. 
Over hoarding at junction of Princes Lane and Sion Hill. 


steps to either of two gated passageways. If gates locked 


down to bricked up start of main tunnel, climb thru hole 


[A-Z:66B03] 

Clifton 

South West England 

United Kingdom 

Built as a way for affluent Clifton Passengers to ascend 


descend the Avon Valley Gorge. At the top is the Gorge 
and at the bottom used to run a railway. Converted into 


in . Now disused but Heritage Listed. 
2005 Jondoe 

320/50 

1995-12-31 13:00:00 

2007-01-02 13:00:00 


Concord Tunnel 
Train tunnel (active) 
Kaikorai Vally Rd, near McLeods Rd. 


[GPS:- 


45.899144,170.455365] 


Locality: 
Region: 
Country: 
Eek!: 

Water Level: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
long. 


except 


End of Caversham Pl. 
Concord, Dunedin 
OTA 

New Zealand 

Live trains 


[GPS:-45.896045,170.473759] 


Dry - Dry 
2004 Durgin/Nivelo 
2.0/5.0 


2010-01-07 13:00:00 


Cowan Rail Tunnels 
RIC official names are Boronia #1 & Boronia #2. 
Two double-track railway tunnels, 422m (S) and 602m (N) 


Play with live, fast trains, both passenger & freight, in 
privacy. No neighbours, no one to stuff up your playtime, 


you. TEL=1.024km. 


Features: Total privacy to play with trains. Remote, yet close to 


Sydney. 
Access: 1,UA: Take Pacific Hwy to Cowan, exit at Berowra if you 
use the 

F3. Park near Austral Watergardens 3km N of Cowan. From 

Watergardens, walk across road, around gate and down the 
gravel 

road (LH). The concrete road at the gate is actually the 
old 

Pacific Hwy, cut by the F3 in the early 1980s. At the 


bottom, you 


have two tunnels to play in, Boronia #1 & Boronia #2. 


Boronia #1 


is on the L, whilst Boronia #2 is around the corner. The 


Singular 


lights outside the tunnel are the train approaching 


lights. 
[Sw:156Q09, UBD:075J09, Grg:104J09, 
[GPS:-33.5791501222,151.187810502]]. 

2,EX: Through Boronia #1, up the gravel service road, 


around the 
gate and back along the diverted Pacific Hwy. 
3,AEX: Thru Boronia #2, walk alongside track, take 


service road, 
head downhill, crossing bridge over creek, up hill. Follow 


road 

until it brings you out where there used to be a service 
station 

and an entry onto the F3, approx 2kms N of Muogamarra 
Nature 

Reserve entrance. 
Locality: Cowan 
Region: NSW 
Country: Australia 
Care: * Keep an eye on the orange LED warning lights: they go 
out 10-15 

seconds before a train hits you. Head directly to the 
nearest 

alcove, don't lie down between the tracks. 

* Never do tunnels whilst scheduled trains are running, 
and 

remember that outside scheduled times, trains may still 
run 

* Help preserve location exploration status. Do not get 
seen by 

drivers, as they will do the same as they did with the 
Bondi 

portal - cameras & sensors. 

* Once in an alcove, when a train is coming, stay there - 
do not 

put your head out (even just a little) as it WILL BE VERY 
CLEARLY 

SEEN. After passenger trains have passed, do not step out 


of 


train is 


direction WILL 


are not 


cars 


Eek!: 
Notes: 


seen in 
entrance 


cars). 
Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


one end. 
quickly 
still 
cars 

600m 
Features: 
Access: 
on 

track. 
Locality: 


Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 


alcove, as guard in train rear will see you. Wait until 


out of sight. Be aware, train passing in opposite 


be harder to see. Be wary of freight as well - carriages 


lit up, and a train may consist of a number of empty flat 


joined together. 

Same. 

* Do this one before you attempt Woy Woy Tunnel. 

* Parking at gate entrance is OK, provided you are not 


tunnels. Alternate parking at Muogamarra Nature Reserve 
(1 car) and bottom of Pacific Hwy diversion (Sth) (4 


Long Island Rail Tunnels. 
1993 dTrog. 

4.0/5.0 

1995-12-31 13:00:00 
2007-03-07 13:00:00 


Derby Tunnel 
Drilled granite spoils tunnel connecting with a shaft at 


The tunnel looks like sandstone cave at the portal that 


transforms into a mine style of construction and there are 


rails evident at the portal and relics of abandoned mine 
littered throughout the bush surrounding the area. Approx 


Shafts, glow worms! 
Driving east along A3 Highway, turn into first fire trail 


right after the bridge out of town. Park and walk the 


[GPS:-41.151467,147.806765] 
Derby 

TAS 

Australia 

Ankle - Dry 

Rascal & Biscuit, 2011 
3.0/5.0 

2011-12-05 13:00:00 


Name: 
Alternate: 
Description: 
Features: 
Access: 
under 


33.858951429,151.207197399]]. 


ladder. 


the 


bottom of 


which 


Locality: 
Region: 
Country: 
Care: 

Vater Level: 
Notes: 


Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
dam. MPL 


Features: 
pipeline is 


arch. 
Access: 
is at 


Locality: 
Region: 


Dicatu 

DIrge's CAble TUnnel. 

HV and optical cable tunnel that decends three stories. 
Cool ladder and end rooms. 
Loacted in N garden bed at E end of pedestrian tunnel 


harbour bridge A approach between walkway and Argyle Cut 
[Sw:277J13/024313/056313, UBD:236D05/001G10/000cN03, 
Grg:345J305/001G10/000aH03, [GPS:- 


Lift large square dimpled iron hatches to reveal first 


Tunnel can be seen as a concrete section on the S wall of 
Argyle Cut. 


UPDATE 2009 - Diode, Scarecrow, Ghost, Hatsumi: At the 


the ladder there is at least a foot of water, 
you'd be 
pretty much crawling through. Didn't explore any 
further than the 
bottom of the ladders shaft. 
Sydney CBD 
NSW 
Australia 
Pub patrons across road at night. 
Shoe 
Temporary name until finderererererererers come up with 
something. 
1999 Hatchet/Dirge. 
2.0/5.0 
1OGO5-12—3 1) 1330000 
2004-08-31 14:00:00 


Dingo Tunnel 
Water supply pipeline tunnel, downstream from Woronora 


about 500m. 
Dead straight, can see other end. Pathway alongside 


wide enough to ride bicycle. Part raw rock, part concrete 


Bicycle along pipeline access roads. One good start point 


the NW end of Burns Rd, down the dirt road. 


East end: [GPS:-34.103871,150.967244] 
Vest end: [GPS:-34.105906,150.961665] 
Heathcote 

NSW 


Country: Australia 


Care: It's in Heathcote National Park, and is active Sydney 
water 

supply infrastructure. 
Water Level: Dry - Dry 
History: Visited by Diode as a child, and Diode and Predator in mid 
1990s 


but not explored due to massively locked gates. 
Visited by Nitro in 2003, probably first explored by Nitro 


and 
Nivelo in April 2010 but not listed. 
Passed through by Scarecrow and Diode enroute upstream on 
20100602. 
Found: 1995 Diode & Predator 
Rating: 3-0750 
Created: 2010-06-02 14:00:00 
Name: Domain Tunnel 
Description: Well known but mysterious cable tunnel that runs from the 
Domain 
park to the substation near Woolloomooloo Bay. TEL=450m. 
Features: Working lights, rock blasted tunnel, very live, 8'-12'h, 
splits 
to two 7' concrete tunnels near substation. 
Access: 1,UE: Green box, N side of oval next to Eastern 
Distributors 


Reach thru louvers and turn the latch. 
[Sw:277M17/026M17/056M17, 
UBD:236G609/003P01/000£M02, Grg:346B09/004D01, 
[GPS:-33.8673078397,151.21634069]]. 

2,EX: Via substation in Lincoln Cr 
[Sw:277N17/029N17/056N17, 

UBD:236H09/004A01, Grg:346C09/004F01, 
[GPS:-33.8668715272,151.219214387], XED, XNL, XWPT]. 


UPDATE BLAKJAK 2013: The louvers have been repaired, anda 


steel 
mesh has been welded beyond that, making access the old 
way 
impossible without further 'adjustments'. We should have 
made a 
key while we had a chance, tool ate now. 
Locality: Sydney CBD 
Region: NSW 
Country: Australia 
Care: Major Federal & State offences. Do not get caught!. 
Found: 1999 Trioxide. 
Rating: 5.0/5.0 
Created: 1995-12-31 13:00:00 


Modified: 2010-02-04 13:00:00 


Name: 
Alternate: 


Description: 


owned 

Road, St 
room at 
access 
active wine 
TEL=50 m 


Features: 
other 


Access: 
side of 
gym from 
gate to 


tunnel 


this 
of dirt 


Locality: 
Region: 
Country: 
Care: 
entry to 


filter 


Eek!: 
stage in 


Water Level: 


Cond: 
History: 
of the 


area 


Dust Vault 
North Sydney Brick & Tile Company Tunnel 
A horse-drawn rail tunnel formerly joining two properties 


by the North Sydney Brick & Tile Company along Reserve 


Leonards. Eastern end of tunnel is abandoned with a small 
the end. Moving beyond this room is not possible due to 
being blocked by wood and concrete (beyond this is an 


cellar anyway). Western end is a wine cellar. MPL=20 m. 


F 
Fluorescent tubing, old computer parts, chipboard, and 


miscellaneous and assorted junk. 
Park near 14 Reserve Road, St Leonards, on the northern 


the North Shore Private Hospital car-park. Jump gate, at 
[GPS:-33.819077,151.189336] or walk around the climbing 


the Frederick St entrance. Descend ramp and go through 


your right, descending down the stairs. Remove gate to 


(cable tied), but be sure to replace cable ties on exiting 


location, at [GPS:-33.819193,151.189426]. Crawl over pile 


and debris. Enjoy what remains. 

St Leonards 

NSW 

Australia 

'Some' asbestos (not much) in debris pile blocking the 


this tunnel. If concerned, bring a level 3 mask with 


(advised). 
The ceiling looks like it is going to cave-in at some 


the distant* future. 


discretion. 


* May happen sooner than 
Dry - Dry 

Old, decrepit. 

The pipe clays and shales derived from the various shales 


xpected. Us 


Wainamatta Group of geological formations in the Gore Hill 


were 


became 


developed on 


that 


dry 
of the 
With the 


they were 


in 

and 
turning 
st 

set it 
site in 
the Land 


Weynton as 


Wales and 


hemisphere. 


over by 
300 

in 
depression 


Sydney 


proved to be well suited to brick-making. Sandstock bricks 


first made on the Gore Hill Estate in 1828, and this area 


the major site for the brick-making industry that 


the North Shore in response to the rapid urban development 


occurred there between 1880 and 1913. 

The pioneer brick-maker was John Gibson who established a 
press steam plant and by the late 1880s he produced most 
bricks used for construction of the North Shore Railway. 


completion of this work in 1889, the works closed until 


purchased and reopened with upgraded plant by David Wilson 
1898. Wilson moved his operations to the corner of Herbert 


Frederick Streets in 1912 and within a few years he was 


out 30,000 bricks per day. Wilson’s Brick & Tile Works 
continued in operation until 1930. 


In 1880, Messrs JB Magney and HO Weynton, brickmasters at 


Peters, brought their brick-making plant to Gore Hill and 


up in an existing yard. They moved their operations to a 


Carlotta Street in 1886 and ownership was transferred to 


Company of Australasia Ltd, evidently with Magney & 


the controlling partners. By 1890 the company’s Gore Hill 
Brickworks was claimed to be the biggest in New South 


contained the largest Hoffman kiln in the southern 


The small Oswin Brickworks in Herbert Street were taken 


ER Lancely in the early 1880s, who initially turned out 


bricks a day. Lancely joined Magney & Weynton as a partner 


1892, but the Land Company was a victim of the 1890s 


and it failed in 1893. The trio established the North 


making 


brick 


developed 


became 


the 


Parade on 
had with 
that 


at an 


Butcher 


and 


joined 


established 


makers. As 


the 


hard 


one of 


in 


a 


Brick & Tile Company in 1894 to continue their brick- 


venture, though its bricks were stamped 
that the partnership was still active. 


‘MWL’, indicating 


Lanceley expanded the business in 1903, opening up a new 
kiln (No. 2 yard) in Herbert Street. When George Whiting’s 
property, Valetta, was purchased in 1913, the land enabled 


expansion of the No. 1 or ‘Old Yard’. A further 22 acres 
purchased near St Leonards railway station in 1900 was 


as the ‘new’ of No. 2 Yard, which enabled the firm to 
increase its production to 80,000 bricks per day. The firm 


a limited company in 1912. 


In 1900 


Another major brick-maker was Butcher Brothers. 
Artarmon resident Charles Butcher and his brother-in-law, 


Frederick Thomas Kirby, set up a brick yard in Hotham 


an 11 acre portion of the Broughton Estate. It initially 


six open kilns and in 1902 a patent kiln was constructed 


doubled capacity. The young Samuel Butcher joined the firm 


early stage and eventually the two brothers took over the 
business and in March 1913 they incorporated the company 


Brothers. By 1915 the firm employed 100 men and 30 horses 


carts, who turned out 1.5 mill 


ion bricks per month. 


In December 1923 the Gore Hill and Artarmon brick-makers 


the 


Excelsior which had been 


Brick Company Limited, 


in 1920 to control the sales of participating brick- 


consequence, Edward D Lanceley and Frank Butcher joined 


Excelsior board. As local brick-makers were 


lsewhere, th 


hit by the Depression. In response to a trade war among 
brick-makers during the Depression, Edward Lanceley was 


Association who 
Brick Committee to 


the ‘inner circle’ of the Brick Masters’ 
met on 10 January 1933 to establish the 
regulate the brick market. Following closure of the State 
Brickworks at Homebush, Sydney’s brick-makers established 
Brickworks Limited in June 1934 to purchase the plant and, 


Manufacturers 


and to 


Tile 


local 


craze 
& Tile 
bricks, 
bricks’ 
Manufacturers 
reduced 
cream 


Concord 


North 


hauled 


st 
locomotive 
Siding 
horses 


Road 


during 


Hill 


brick-making 


October 1934, 


members of the Council of Brick 


agreed to a 10-year binding agreement to promote bricks 


Brick & 


regulate prices. Butcher Brothers, North Sydney 


Company and the Northern Suburbs Brick Company signed a 


agreement for the ‘North Sydney’ area. 


Their recovery in other areas of Sydney was assisted by a 


for light coloured Texture bricks. The North Sydney Brick 


Company invested heavily in plant to manufacture these 


but there was an initial rejection of these ‘vulgar 


by North Shore residents. The Council of Brick 

helped Herbert Lanceley to sell his Textured bricks at a 
price, but they had become popular by 1939 and one million 
bricks were ordered from the Gore Hill works for the new 
Hospital. 

The brick works generated a steady flow of goods for the 
to fire the kilns and 


Shore Railway, which brought in coal 


out the bricks to markets across the metropolitan area and 
further afield. Regular goods trains ran from Hornsby to 


Leonards to handle the traffic. At St Leonards, the 


shunted wagons onto the North Sydney Brick & Tile Company 


in the No. from wher 


2 yard, they were transferred by 


over the company’s tracks through a tunnel under Reserve 


to the No. 1 yard. 


The North Sydney Brick & Tile Company ceased brick-making 


World War II, when the firm’s machinery was devoted to the 
manufacture of goods for the armed forces. The company 
established new brickworks at Baulkham Hills and the Gore 


Brothers ceased 


plant was closed in 1958-59. Butcher 


at Artarmon in 1950. 


LO= DOs 
Notes: 
please 


Found: 
Majestic, H 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Features: 


containing 


octangonal, 


Access: 
St) over 


St and 


cutting where 


Locality: 
Region: 
Country: 
Care: 
this 


before 


by 


both 


Eek!: 
trains 


Water Level: 
Cond: 
History: 


Find anything of value amongst the piles of junk. 
For information regarding the eastern end of the tunnel, 


visit http://www.winevault.com.au/ 
Mid-2000s Trioxide. Excavated 2014- Delo, 


Ellipsis, 


0.0/5.0 
2014-10-13 13:00:00 


E2CRL 

Epping to Chatswood Rail Link (Erkel) 
Fully lit single rail tunnels x2 from 
MPL: 12.5km(Approx), TEL: 25km(Approx) 
Twin parallel TMB-bored tunnels, 7m in diameter, 


Epping to Chatswood. 


each 


a single track. Shapes consist of spray-creted square with 


pillars, spray-creted round, concrete round, concrete 
concrete arch. 

Elevated walkways the entire length. 

Dead-end trackless sidings at Epping end. 

Epping Portal: From Cambridge St (near corner of Chester 


fence, into portal. [GPS:-33.769547,151.081654] 


Chatswood Portal: Along the lines from corner of Boundary 


Hill St (or anywhere else you can). Climb down into 


it gets low enough to do so, then into portal. 
[GPS:-33.789501,151.180773] 

Epping-Chatswood 

NSW 
Australia 
Do only after scheduled trains have finished running, 


but 


doesn't guarantee there won't be one. Check for trackwork 


going. 


Help preserve location exploration status. 


Do not get seen 


drivers or other staff. 
Platforms have cameras, best to not go that far. 
Chatswood portal end has 2 dome cameras facing each way in 


tunnels. 
Make sure you have enough time to get out before the first 


start running. Around 4am. 

Dry - Dry 

Brand shiny new 

Construction began in November 2002. 


2009. 
Notes: 


Rogue, 


as the 
about 
Found: 


Rating: 
Created: 


Name: 
Description: 
Hall and 


TEL=5.2km. 
Features: 
sump 


Pillars 


Blow 


Access: 


jump fence 


Woolloomooloo. 


Locality: 
Region: 
Country: 
Care: 

out 10-15 


nearest 


and 
run. 


seen by 


Bondi 


Commenced operations as a shuttle service on 23 February 


Possible security patrols in the tunnels; unconfirmed. 


First explored by various people including Bastion, Curly, 


Siologen, amongst others during construction phase. 


From Chatswood end, entering left portal and going as far 


first cross-over, and back down the other tunnel will take 
2.5 hours walking, 
200X Pandaman, 
3.0/5.0 

2010-05-25 14:00:00 


with stops for photos. Over 7km walk. 
explored by Rascal & Scarecrow May 2010 


Eastern Suburbs Line 


Train tunnel system running thru Redfern, Central, Town 


Martin Pl Stations, 


with extension to Edgecliff. 


Double tunnel, Arch, Rectangle and Cut'n Cover, many big 


rooms, stations, the 


termination siding off Central, 


section off Town Hall, various rooms and shafts, access to 
Job 2000. 
From Railway Pde [Sw:297A11/075A11, UBD:255L07/014G13, 


Grg:375A07/018B13, [GPS:-33.8988989472,151.187004077] ] 


next to old Pedestrian bridge, 
XEXIE? 


opp Sydney St. 
Either back the way you came or out thru to 


Erskineville 
NSW 

Australia 

* Keep an eye on 


the orange LED warning lights: they go 


seconds before a train hits you. Head directly to the 


alcove, don't lie down between the tracks. 
* Never do tunnels whilst scheduled trains are running, 


remember that outside scheduled times, 


trains may still 


x Help preserv 


location exploration status. Do not get 


drivers, as they will do the same as they did with the 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Station. 
Access: 
Blue line 


line, 


past a 
southbound 


ata 


Locality: 
Region: 
Country: 
Eek!: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


disused 


be 


portal - cameras & sensors. 
2000 Siologen/Fishie/Oriface. 
4.0/5.0 

1995-12-31 13:00:00 
2007-03-07 13:00:00 


Escape 
Emergency access shaft. 
Hidden shaft deep in the bowels of Central Railway 


Shaft in antiroom off a cross passage that runs between 


underground siding (south bound line) and north bound blue 


Central station. Either 
* bail down redfern-bound tunnel from central, or 

* sneak in from Erskineville portal [Sw:297A11/075A11, 
UBD:255L07/014G13, Grg:375A07/018B13, 
[GPS:-33.8988989472,151.187004077]] and duck under Redfern 
platform at night. Shaft rises up via a series of ladders 


doorway yet to be dug through to the non-existant 


"ghost platform" rail lines. Ends just below street level 


spring up ladder/handrails below a square gattic hatch 
(immovable). 

Central 
NSW 
Australia 

Live trains and heightened rail security. 
1999 Siologen/Mr India. 

2.0/5.0 

1995-12-31) 7130.0200 

2004-09-06 14:00:00 


Eye Of The Needle 
An old Cable Tunnel with a narrow entry that parallels 


rail tunnel under Railway Square. 


An interconnection of gaps in reality. 
The 'needle' is not the entry gate to Heaven, though that 


narrow enough to exclude the stout. 
Verily, it is the next _ trial that is the true test of 
worthiness. 


lower, 


into the 


the 


the 


amounts 


on 
wisely. 
keep a 
Features: 
Access: 


Just 


pedestrian 


the stair 


you 


track 
concrete 
tunnel. 


bit of 


He who taketh the middle path, neither the higher or the 


shall succeed. 
Providing he shall have fasted beforehand, and leadeth 


gap with one arm raised unto the challenge before him, and 


other held below. 
Incantations of the holy grunting shall bring favour from 


Gods of Tight Places, as will the wearing of abstemious 


of clothing. 
Once into the fabled land, ye shall find a black veil upon 


beautious virgin wall, which would be well annointed with 


secret symbols and tags of the pilgrims, should any among 
have had the fucking wisdom to bring the fucking spray 


Replace the veil over the texts, that the harsh attentions 


authorities may be confounded, while yet other travellers 
their quests shall uncover the teachings if they seek 
Those without the knack of parting the waters had better 
dry pair of shoes and socks back at the chariot. 


The sheer surreality. 
* Park in Mary Ann (E) or Harris Sts. Walk to Ultimo Rd. 


before old railway bridge, turn R & head towards 


tunnel leading to Central [Sw:297G05/027G05/065G05, 
UBD:256B01/015D01, Grg:375G01/019D01, 
[ 
h 


GPS:-33.885416967,151.203507859]]. See tunnel. See stairs 
eading up. Go over fence to under those stairs. Behind 


case is a metal hatch in the ground. Lifting this will see 


into the knee-deep-in-water. Good explorer. 

* Corner Lee & Little Regent Sts [Sw:297G04/027G04/065G04, 
UBD:236B16/003D15/000gG14, Grg:345G16/003D15, 
[GPS:-33.8831717896,151.202895443], XED, XNL, XWPT], see 


below. Climb down there. Head along tunnel until you see 


pillars (LHS). Top of enbankment there is a gated arch 


Take the centre of the 3 holes, and squeeze your way in. A 


(don't 


been 
on 


Locality: 
Region: 
Country: 
Water Level: 
LO=Do0% 
Found: 
Rating: 
Update: 

IERS 


wooden 
permits 


Centre, 


unless you 
right 

onto 

you 
another 
Update: 
braces 
where they 
some 


threaded 


tray is 


weight (or so 


bellying and squeezing should see you under it. Otherwise 
mess with padlock) go in the other way. 


UPDAT! 


Ct] 


BLAKJAK 2014: The old cyclone fence and gate has 


replaced with a new heavy-duty steel fence, boundary locks 


gate. 
Central 
NSW 
Australia 

Knee-Waist 

Explore basement via possibly alarmed doors. 
1998 Diode/Predator. 
4.0/5.0 

2015-04-13 14:00:00 


(Ratter) - (This is ooooollld news but 


not in the k.d entry yet...) 


Above the ladder near th nd of the cable tunnel is a 


door. This opens onto a narrow cavity, which in turn 
access to a plant room in the basement of Wembley Snooker 


841 George St [GPS:-33.883598, 
spring-loaded door which will 


151.202857], via a small 
lock itself behind you 


take care to prop it with something. The first door on the 
in the plant room leads to the main stairs, which exit 
George St - verify that the front door is unlocked before 
un-prop the first door, otherwise you might have to find 
way out. 


2015-04-11 14:00:00 steel 


(Axel) - DANGER- the original 


supporting the cable trays have begun rusting through, 


are mounted to wall. One nearly took me out last night and 


others are ready to go, if it wasn't for the vertical 
rods it got tangled in I wouldn't be writing this. Cable 


still secure as there ar 


newer braces carrying the 


it seems). 


Update: 
shit in 


2014-04-08 14:00:00 (Wolfman) - Now we know what all that 
the tunnel was for. Fucking hipsters ruin everything! LOL: 


http://www.smh.com.au/entertainment/art-and-design/tunnel- 


vision-makes-all-the-underworld-a-stage-20140409-36cu2.html 


Update: 
descend 
tunnel 
hotel. 


construction 


display, faux 
"suped up' 


also be 


SRA 


SRA) 


to do 


Update: 
facing the 


The 
in some 
function 


record 


Update: 
Day/Night 


2014-04-04 13:00:00 (Blakjak) - 4m rope recommended to 


the steep eastern portal escarpment. 
Now underground section (basement) to explore in the train 


opposite the EOTN entry stairs, it is below the Mercure 


This might be temporary as there are signs of recent 


(temp wire fences, gravel, etc). 
Northern (ABC) end has weird musical instruments on 


Wurlitzers, weird gramaphones, a piano that has been 
with electronic actuators on some keys...this display may 


temporary. 
Northern gate (behind ABC) now has 2 padlocks, a standard 


boundary lock inside the tunnel, and a new (non standard 


padlock which we do not have a key to outside of the gate. 
Presumably this new (blue and silver) lock has something 


with the musical equipment. 
2011-04-13 14:00:00 (What) - more info on the camera 


Ultimo Rail Tunnel 


can be used as a SIP extension within a PABX environment. 
purpose of the audio is to allow broadcast warnings, and 


instances 2 - way communications. The Audio recording 


is there to be used as required (Not confirmed if the 
function is used). 


“Integrated microphone and speaker, Line-In/Line-Out, 
lip-synchronous audio, two-way speaker, audio recording `“ 


2010-11-23 13:00:00 (What) - New Mobotix Industrial M12 


tunnel 


audio 


Megapixel IP Network Camera Installed in the pedestrian 


leading to Central facing the EOTN Entry. Note has Video & 


recording with a Motion sensor inbuilt. (Very high quality 
Recordings) 


http://www.madisontech.com.au/downloads/products/dl_44 m12.pdf 


Created: 
Modified: 


Name: 
Description: 
be on 


for 


Access: 
observe 


left 


where 


and 


Locality: 
Region: 
Country: 
Care: 

and 


Water Level: 
History: 
or 


by staff 


Notes: 


1995-12-31 13:00:00 
2015-05-18 14:00:00 


F6 Turnaround 
Tunnel located under the area where the toll gates used to 


the F6 between Sydney and Wollongong. 
High enough to accommodate semi trailers, only wide enough 


one vehicle at a time. 
MPL: 60m - 4 lanes + 2 siding areas + median strip wide 
After waterfall, when you first begin the 110km/h zone, 


the rest area on the other side of the barricade on your 


(southbound) 


When heading northbound, observe area at the end of the F6 


fruit vendors often are. Big rest area on your left. 


Follow the small roads from within these rest areas North, 
they will curve under the road into the tunnel. 


[GPS:-34.149386,150.991122] 
[GPS:-34.149214,150.990612] 


Eastern entry/exit: 
Vestern entry/exit: 
Vaterfall 

NSW 
Australia 

Vatch you don't get hit when pulling over. Psycho drivers 


trucks. 
Dry - Ankle 
Used to turn around vehicles that were unable to pay toll, 


were prohibited from traveling the expressway. Also used 


to cross freeway. 
Floods to ankle depth when wet. 


Found: 2007 Anakaine 


Rating: 0.0/5.0 
Update: 2012-01-13 13:00:00 (Red) - New fence stops fruit vendors 
from 


setting up shop which makes the description a bit more 
vague. 
Heading southbound, pull over in the wide service lan 


just after 
the GPS coordinates and walk down the road behind where 


you park 
to the tunnel. 
Eastern entry/exit: [GPS:-34.149386,150.991122] 
Vestern entry/exit: [GPS:-34.149214,150.990612] 
Created: 1995-12-31 13:00:00 
Modified: 2012-01-15 13:00:00 
Name: Falkirk Tunnel 
Description: 700m long rockblasted tunnel on the Union Canal. 
Features: A good scale as to whether public access locations are 
worthwhile 
this tunnel is really big and impressive, but is also an 
infrequent public thoroughfare. Between 10 and 15ft high, 
a mix 
of rockblasted and brick arch with a walkway running 
alongside 
the canal channel. Is flood lit in sections. 
Access: Head down to climb down to canal walkway and 
head 
Tunnel marked on map. 
Locality: Falkirk, a town outside Glasgow. 
Region: Scotland 
Country: United Kingdom 
Water Level: Puddles, waterspouts from ceiling 
Rating: 2.5/5.0 
Created: 1995-1231). 13002900 
odified: 2007-06-02 14:00:00 
Name: Fantacan 
Alternate: Conduit, Saturation, Thongs' Death Tunnel 
Description: 3.5 m tall pipeline tunnel that runs under the Monash 
Freeway 


(M1). TEL = 130 m. 
Features: Redbrick retaining wall, massive pipeline through middle. 


Access: 
Bellbrook Dr 


freeway (east 


the one 
in 
abseiling 
more 

with no 
Locality: 
Region: 
Country: 


Care: 
quality may 


Water Level: 


1 Open gatic closest to freeway in pipe reserve off 
(-37.950789, 145.213123). #2 Gatic on other side of 
of Gladstone Rd) will also drop you into the tunnel, but 


above the ladder is partially concreted over and covered 


vegetation (-37.950668, 145.211665). #3 With ropes and 


gear, open gatic closest to Bellbrook Dr; drops into the 
spacious, more graffiti'd parallel tunnel ('Cokecan') - 
stepirons. 

Dandenong North 

VIC 

Australia 


Keep guiet as entrance is quite close to houses. Air 


not be the best. 
Slimey 


Cond: 
date 


from the 
History: 
after the 
transport us 
(disused, 
Nick, 

cans 


TLO=DOx 
from 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 


vitrified clay 


Excellent, no markings except for builders tags (which 


Well-preserved graffiti 


construction to September 1972). 


70s located in parallel Cokecan tunnel. 


Looks like it hadn't been popped since the 80s. Named 


cans of Fanta from the 70s littering the floor, 
Thongs' bright orange hatchback (which was used to 


there). 


A few weeks later, the better parallel tunnel 


lacks a pipeline) was cracked open and abseiled into by 


Rowan, Iso and Thongs and named 'Cokecan' after the Coke 
strewn about the floor. 
Clear drainage ditch to enable access to Cokecan tunnel 


Fantacan main tunnel. 
Iso & Thongs, 2016 
3.5/5.0 

2016-10-05 12:48:04 
2016-10-31 22:20:50 


Frankenstein 
Rascals Carrier, Bradfield Carrier (actual name) 
457m long rock blasted tunnel, containing a 228mm 


as well as 


Features: 


blasted 


of 


passage. 


of some 


Access: 


drop 


accessed 


Don't 


Region: 
Country: 
Care: 
attain 


Eek!: 
when 


Water Level: 


Locality: 


pipe for the sewer. 

The tunnel itself varies in height from around 5.5' to 6'. 
5m deep shaft at it's southern end, 35m deep shaft at the 
northern end. 

Entry shaft with mystical concrete portal into the rock- 


section. A few original wooden sleepers remain from tracks 


small steel wagons that were used to remove spoil. 
Wide sections at regular intervals. 
Sewer pipe traversing the length of the rock-blasted 


Small crustaceans all over the ground, some frogs, worms 


description. 
Fiddens Wharf Rd, opposite Knox St, Killara. 
Upstream end through a raised manhole shaft over a small 


(tricky to lift manhole lid). 
Approximately 40m west of Knox St in the bush 
[GPS:-33.781264,151.14477] (GPS is a rough guide only). 


Downstream end is at the bottom of a 35m deep shaft, 


through Jinkers Green, just off Charles St. The manhole is 
located near the overhanging branches of a large tree. 
[GPS:-33.777237,151.146135] (GPS is a rough guide only). 


use this end. Bad air. 

Killara 

NSW 

Australia 

Lifting the manhole near Knox St is a bit tricky. Hard to 


balanace and leverage. 


Muddy in some places. 
Sewer. Bad air if you go all the way north. You'll notice 


the air gets worse. 
Slimey - Shoe 


Cond: 
History: 
May 
spoil 


tunnel 


short 


Original 
The Bradfield Carrier was constructed between May 1960 and 


1961. The shaft was sunk by drilling and blasting, the 
loaded into small steel wagons which were pushed along the 
to the base of the shaft, hoisted up, then pushed along a 


length of rail track and tipped down the steep bank of the 
adjoining creek. 


Sydney Water Heritage detail: 


ht 


tp://www.sydneywater.com.au/SW/water-the- 


environment/what-we-re-doing/Heritage-search/heritage-detail/index.htm? 
heritageid=4570960&FromPage=searchresults 


To-Do: 
very end. 
Notes: 
several 
we 

well, 
Found: 
(expl 


Rating: 
Created: 


Name: 


Description: 


Features: 


Access: 


Locality: 
Region: 
Country: 


Ge 
Te 


Heritage document first seen by Rascal in 


t exact GPS coordinates. 


st the air with a gas meter before proceeding to the 


2010. After 


trips with Scarecrow only the northern end was found. What 
didn't know was that we actually found the southern end as 
in 2010. We even lifted the manhole. Big oversight. 

2010 Rascal, Scarecrow (official), 2013 Maggot, Scarecrow 
340/570 

2013-10-08 13:00:00 

Futtsu Army Tunnels 

An extensive network of Old WW2 Army Storage Tunnels ina 
mountain. 

TEL: ~2000m+ 

Varies in height from 3 to 10m high 

Quite extensive. 

Has a very cave feel about it 

Take route 127 via Futtsu 

Entry: [GPS:35.278118,139.91021] 

Futtsu, Chiba, Japan 

Kanto 

Japan 

Take a compass and chalk, it is very easy to get lost, 


Care: 
especially 


whole 


the 


Eek!: 


To-Do: 


Vater Level: 


when no natural light comes into the tunnel; 
There are many junctions. 
Gumboots are sufficient but if you want to explore the 


th 


ing you will need waders. 


You can park across the road from the entrace just before 


LO 


Gr 


La 


An 
Ge 


ad tunnel. 


ab a helmet on your way in. 


rge hairy Centipede Insects science has yet to identify 
kle - Neck 
t to the other side of the mountain through the tunnels 


Notes: 
along 


Found: 
Rating: 
Created: 


Don't bother 


route 127, 
Cro 2012 
3:4075..0 


2012-02-08 1 


most 


3:00:00 


t are uninteresting. 


stopping at the dozen abandoned lov 


hotels 


Name: 
Alternate: 


Description: 


Features: 
Access: 


along the 


Locality: 
Region: 
Country: 
Care: 
place 


Eek!: 


Cond: 
History: 
main 


immediately 


1910. 


= 


To-Do: 
stations - 


derelict 
Where 


each of 


views or 


Notes: 
pristine 


Water Level: 


Gatemouth Br 
Clarence Tun 


superseded i 


Highest rail tunnel in Australia. 
lway station here: 


Zig Zag Rai 
Park here: 


tracks. 
Eastern Port 
Vestern Port 
Clarence 

NSW 
Australia 


own 
nel, 


n 1910. 


Zig Zag Tunnel 
500m long sandstone rail tunnel 


No. 1 


constructed in 1866-69 and 


Also one of the oldest. 
GPS:-33.476442,150.223222]. 


GPS:-33.478026,150.220501], and wal 
al: [GPS:-33.478362,150.218229]. 
al: [GPS:-33.477425,150.212903]. 


Houses near 


for 4WD Club 
Some asbesto 
Dry - Dry 

As good as i 
Sandstone ra 


western line. 


superceded 


Western portal. 


s and 


dirt bikers. 


lk west 


Carpark is used as a meeting 


s sheeting - but almost always wet. 


t gets 
il tunnel 


- pristine 


completed in 1869 as part of the 


to the west of Zig Zag Railway station. This 
by the Ten Tunnels Deviation (aka 
stored here during WW2. 


Phosgen munitions wer 


Rat Holes) 


Sits at the top of the Great Zig Zag, 


tunnel was 


in 


1. Find the remnants of the other demolished Clarence 


the existing one is the second station which was left 


until the 


third station was closed and demolished in 1974. 


was the first? Where was the third? And what dates were 


these operat 
2. Follow 


alternative access points to Rat 
the site of the funicular raiway used for the 
(Rat Holes) 

Great for photos and in 


3. Locate 


construction of Ten Tunnels Deviation 
This is an easy walk in tunnel. 


ional? 


the tracks to the east 


Holes 


to discover any good 


operational 


Found: 
Rating: 
Created: 


condition. 


Rumour has it that Zig Zag will 


become 


again in July 2013 and also incorporate the nearby Newnes 


Junction. 


Intrepid - 2011, 


4.0/5.0 


listed 2013 


2013-04-05 13:00:00 


Name: 
Alternate: 
Description: 
cable 


Visy 


Features: 
river, 


dual 
basement of 


Access: 


the 


Locality: 
Region: 
Country: 
Eek!: 
easily. 


substation - 


Water Level: 
TO=DOż 
Found: 
Rating: 
Created: 


Gibson 


The Bulimba 


Island Cable Tunnels 
Dsankts Tunnel 


"B" Power station was constructed in 1954 and 


supplied electricity to the Murrarie Substation via twin 


tunnels. 


recycling plant and th 
Cable racks, 


left over copper stripping tools, 
brick tunnels w/ 


Visy Recyling Plant 


The power station has since been converted into a 


tunnels lie mostly disused. 
awesome tunnel curves as it bends around 


the 
dual concrete tunnels, 


lights in section leading up into 


(currently inaccessible) 


1) Square gatics located alongside Paringa Rd 
[GPS:-27.443807,153.110563] 
2) Lift square gatic in ceiling of tunnel to hop out into 


grounds of the Murrarie Substation 
Gibson Island 


QLD 
Australia 


Tunnels ar 


close to the river and fill up with water 


There's still plenty of live cables up towards the 


so keep an eye out. 


Dry - Knee 


Access brick tunnels and basement of Visy 


2003 Dsankt 
4.0/5.0 


& Ekweleks 


2015-06-03 14:00:00 


Name: 
Description: 
track. 


Features: 
Access: 


Glebe Rail Tunnel 


Originally goods line, 


TEL=784m. 
Lights, 
TUE: 


nice big distance signs, 
Jubilee Park LR Station 


now used by light rail. Double- 


grille walkways. 
[Sw:296P01/064P01, 


XNL, 


Locality: 
Region: 
Country: 
Care: 
stops. 
Found: 
Rating: 
Update: 
June 


Walked 
experienced 
holiday. 
the 
Update: 
tunnel is 
5-10 
Unseen 
perimeter 
being 
facing the 


Update: 
stations at 


dog 


Created: 
Modified: 


UBD:235H13/012A09, Grg:344H13/011F09, 
[GPS:-33.87548494,151.1792836]]. 

2: Glebe LR Station [Sw:297A01/065A01, UBD:235L13/012G10, 
Grg:345A13/012B10, [GPS:-33.8770866492,151.18700109], XED, 


XWPT]. 

Glebe 

NSW 

Australia 

Only explore after llpm (1230am w/e) when light rail 


2004 Pandaman. 
220/520 
2011-06-12 14:00:00 (Red) - Access possible as at 12-13 


2011. Jubilee Park tunnel entrance has camera blocked by 
passenger shelter (it is watching passengers after all). 


straight in from western end of tunnel with no issues 

- although it was late on a Sunday night before a public 
Lights were off. No signs of security or anything out of 
(in) ordinary. 

2010-12-17 13:00:00 (Red) - Camera at western end of 


not directly above or attached to the tunnel itself but is 


metres out from the tunnel on the southern platform. 


access may still be possible by closely walking around 


fence at the north-eastern corner of the station to avoid 


seen by this camera. I did not see any other cameras 
tunnel itself although I could have been mistaken. 


2010-02-01 13:00:00 (Ghost) - Eek: Camera's at tram 


both ends of tunnel. 
Security patrols area. Tunnel also used for Security 


training. 


1995-12-31 13:00:00 
2011-06-19 14:00:00 


Glenbrook Mushroom Farm 


Description: 
Features: 
Access: 
[Sw:224B15, 


Abandoned single-track train tunnel. TEL=660m. 
Heaps a mushies, the quagmire of doom. 
*Recommended: End of lane (beside GWH) off Barnet St 


UBD:161P15, Grg:234D15, [GPS:- 


33.7636645215,150.629682517]]. 


[Sw:224D17, 


*Hardcore: Dirt road off Lucasville St 


33.7680773613,150.634116747], XED, 


Locality: 
Region: 
Country: 
Care: 

Water Level: 


Found: 
Rating: 
Update: 


the 

stands have 
trucks are 
appears 

Le 1S 
padlocked 
or 

be 

the 

as the 
been 
leaving 
rolled 


old 


bollards. 


UBD:182A01, Grg:264F01, [GPS:- 

XNL, XWPT]. 

Glenbrook 

NSW 

Australia 

Do only at night, as it is still in use. 

Dry AND chest. Depending which end you enter.. (Mainly dry 
though) . 

2004 Pandaman. 

4.0/5.0 

2016-04-06 06:10:35 (Tim Dole) - Update Notes: April 2016: 


Currently unoccupied. Actively being cleaned up. Most of 


mushroom pots are gone, and around half of the metal 


been dismantled awaiting removal. Most of the dumped 


gone, and one demountable building has been removed. It 


that when there is a group of cars at the top of the road 


being cleaned up. Access to the tunnel is through a 


open door. If that is locked, th ntire gate swings open, 


crawl under. You will need a torch, as the lights seem to 


[ accidentally turned 


disconnected. Active power still, as 


extractor fan on looking for the light switch. USE CAUTION 


wiring is dodgy... Further update: copper thieves hav 


through & ripped down the working lights. Also as I was 
the tunnel (with permission from one of the workers) a van 


past & tried to photograph me, I presume a resident or the 


owners. Best parking is now at Knapsack st 
(-33.7651541,150.6356246) as the road is blocked with 


May 2016-Tunnel is now locked, access may be 


main 
quite 


night, the 


Update: 


investigation 


as a 


harder to 


Created: 
Modified: 


possible by jumping 2 fences & squeezing under the hinged 


door. 


likely seeing as 


forklift another 


2015-08-19 14:00: 


Also signs 


night) 


00 


warning of cameras have been added, 


at least 2 thefts 


(Tim Dole) 


and 


(all th 


copper on 


have occurred. 


- Currently under 


for illegal practices such as self wiring and squatting, 


result it may be easier to access from the 
[GPS:-33.7680773613,150.634116747], 


access in the near future. 


1995-12-31 13:00:00 
2016-04-07 10:08:42 


"bot 
or it migh 


tom' end 
be even 


ct ct 


Name: 
Alternate: 
Description: 
exits 


Features: 
Access: 
carpark 


core. 
opposite 


Locality: 
Region: 
Country: 
Care: 
cameras. 


way. 


Eek!: 
the 


discretion. 
Water Level: 
History: 


option=com_content 


To-Do: 


Goblin Cross-Cuts 
Double Helix Wormholes 
A series of long, 


within the Opera 


Roughly cu 
From 


through th 
elevators, 


Another en 


side of th 
Sydney 
NSW 
Australia 


At the very ends 


The exit door is 


t sandst 


short and dead-end tunnels and emergency 


e pay si 


tations. 


House carpark. 
tone walls of varying sizes. 
the lower boardwalk at the Opera House, 


nter th 


Directly ahead of you past the 


there is an emergency exit door in the central 


try to 


e core. 


a different tunnel 


can be found on the 


[GPS:-33.858614,151.213884] 


of both the 


right below them, 


mergency exit tunnels are 


and you can exit this 


Just be aware you could be watched. 
Lots of cameras throughout the carpark, but then again all 


doors are unlocked so you can easily walk in. 


Dry - Dry 


Use 


http://www.ats.org.au/index.php? 


Hmmm... 


t&task=view&id=324&]1 


[temid=4 


Notes: From the vehicle entry ramp there are two more tunnels 


each side) before and near the ticket collection machines. 


The 

right one leads through to the vehicle exit ramp, and the 
left 

one is a dead end. 
Found: Nov. 2010, Scarecrow 
Rating: 2.0/5.0 
Created: 2010-11-16 13:00:00 
Name: Goolma Rail Tunnel 
Description: A nice long single-track tunnel completed but never used. 

TEL=200m. 
Access: Goolma to Spicers Ck road. The line follows the road to 
the 

south, turning away prior to a bend in the road, but the 
line 

comes back just before the road leaves the line. This is 
where 

you use your legs to follow the line W for 1km to the 
Eastern 

Portal. 

*E Road Evac Pt: [NDR, [GPS:-32.3791018662,149.220188406], 
RDI]. 

Best. 

xW Road Evac Pt: [NDR, [GPS:-32.3794741561,149.198942093], 
RDI]. 
Locality: Spicers Creek 
Region: NSW 
Country: Australia 
History: The Gulgong to Mary Vale railway line was started in 1936 
and 

placed in abeyance in April 1950. There are major 
earthworks 


constructed, such as bridges, a tunnel, and several 
cuttings. The 

tunnel is complete, although remnants of its construction 
remain. 

Mary Vale is another closed station, this being on the 
Dubbo line 

not long after Wellington, heading west. The line was an 

extension to the Sandy Hollow to Ulan line which also saw 


the 
same abeyance in April 1950, however that line was 
restarted and 


completed in the 1980s. 
Notes: *E Portal: [NDR, GPS:55H 707566 6414585, RDI]. 
*W Portal: [NDR, GPS:55H 707311 6414490, RDI]. 
Found: 1982 dTrog. 


Rating: 2.0/5.0 


Created: 
Modified: 


Name: 
Description: 


Access: 
large 


Locality: 
Region: 
Country: 
Eek!: 

Vater Level: 
To-Do: 
Notes: 
crosses 175 


Found: 
Rating: 
Created: 


Name: 
Description: 


Sydney under 
and 


Features: 
stories on 


turned 


rusted 


approx 


residential 


Access: 


rope, 


in 


1995-12-31 13:00:00 
2007-01-17 13:00:00 


Great Ocean Tunnels 

A series of 22 old train tunnels along the coast road from 
Christchurch to Picton 

Follow train lines on maps- too many access points over a 


distance to individually pin point. 
Christchurch-Picton 

CAN 
New Zealand 

Live trains on a single track 

Dry - Dry 

Find GPS references for all tunnels. 

The TranzCoastal train travels through 22 tunnels and 


bridges. 

2004 Elfen 
2.0/5.0 
2010-01-07 13:00:00 


Greenwich Tunnel 
The extremely famous but little known first Sydney Harbour 
Tunnel. Built to carry power from White Bay to North 


the narrowest part of harbour between Manns Pt, Greenwich 


Long Nose Pt, 
* Greenwich: 


Birchgrove. Is 90% flooded. TEL=100m. 
Big 12' tunnel w staircase descending 5 


30 deg grade, blasted out of rock. Roof collapsing, walls 


to powder, hanging roots, smashed cable trails, tonnes of 


corrugated iron, rails running down stairway. Total length 
400m. 
* Long Nose Pt: Flooded after 10m in basement of 


house. 

* Greenwich: Lift slab Manns Pt Park, end of Prospect St 
[Sw:277A06/045A06, UBD:215L14/006F11, Grg:315A14, 
[GPS:-33.8425251456,151.186456926]]. Need 2 x bars, 


1x 8! 


darkness. 
?? Louisa Rd, 


6 x people, 
* Long Nose Pt: 


Birchgrove. Cupboard door 


Locality: 
Region: 
Country: 
History: 
of 


Greenwich end 


Notes: 
the 


Found: 
Rating: 
Created: 
odified: 


Name: 
Access: 


Locality: 
Region: 
Country: 
Eek!: 
Hide on 


Water Level: 


Found: 

Rating: 
Update: 
through 


exposed 
crates 


Graffiti 


Created: 
Modified: 


Name: 


Description: 


Description: 


kitchen leads to tunnel. 

Greenwich 

NSW 

Australia 

Built between 1914 and 1924, flooded to roof within 1 year 


completion. House built on Long Nose end in 1992, 


sealed with concrete in 1990. Graffiti dates to 1924. 
* Both ends now resealed. 
We were recently contacted by people who have been diving 


full length of the tunnel. 

1999 Siologen/Trioxide/Maddog/Cold/Seven/Riccardo. 
5:20 £5%.0 

F995H=12=317 T3 700200 

2007-03-07 13:00:00 


Hamilton Central 

Train tunnel and disused station. 

Follow train track from Waikato river. 
[GPS:-37.784694,175.282453] 

Hamilton 

AUK 

New Zealand 

Diesel freight trains go through there at erratic times. 


platform when trains go through. 


Dry - Dry 

2003 Erob / Elfen 

3.0/5.0 

2014-02-08 13:00:00 (Kazman) - Access can be obtained 


jumping the fence at Jesmond park, but this requires an 


walk along the train track, or by getting a couple of milk 


and the jump the wooden fence on the Bryce st side. 


everywhere, do at night, during the day there are too many 
passers by. 


2010-01-07 13:00:00 
2014-03-30 13:00:00 


Hamilton Syphon 
2.4m diameter tunnel used for carrying dual sewerage pipes 


of 60m. 
Features: 
tunnel 


Access: 


on 


Locality: 
Region: 
Country: 
Care: 
Eek!: 

the 


History: 
commenced 


Lt 


fixed to 
seeps down 


tunnel. The 


drill-holes 


To-Do: 
side 


via the 
on the 
Found: 


Rating: 
Created: 


Name: 


Description: 


Caves Rd 


in this 


Water Level: 


beneath the Brisbane River for a total of 600m at a depth 


Deep tunnel under the river, walkway in centre of tunnel, 
& access shaft lights, sump 
1 (North) Via access shaft on the cnr of Riverview Tce & 
Kingsford Smith Dr, Hamilton 
2 (South) Via access shaft in empty block between houses 


Cowper St, Bulimba 

Hamilton & Bulimba 

QLD 

Australia 

Sections of walkway can be unstable 

Bring down the portable gasometer and exit the tunnel at 


first indication of gases 
Shoe - Shin 
First tunnel constructed under th 


Brisbane River. Work 


in 1948 however with a dig rate of only 9 meters each week 


wasn't completed until 1955 


"The four experienced miners at the tunnel face work ina 
roaring, wet, grey fog. They guide two long rock-drills 


a wheeled hydraulic mounting, the 'Jumbo.' River water 


diameter 


the brightly-lit walls enclosing the 10ft. 


men leave the tunnel when gelignite plugged into the 


lectrically from above." 
xperience do a round-trip by entering on one 


is exploded 
For the best 


of the river, walking through the tunnel to and exiting 


opposite side. Wear your shit covered vollies with pride 


ferry back over to the car. 
2011 Audacia 

5.0/5.0 

2015-06-03 14:00:00 


Hampton Tunnel 
A 35m long, 8ft high, sandstone tunnel under the Jenolan 


at Hampton (Ganbenang Ck). The view out over Hartley from 


yet due 
definitely 
Features: 


Access: 
of 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Vater Level: 


tunnel would be spectacular (I have never gotten inside 


to steep/overgrown terrain). Not a long tunnel, but 

worth the stop if in the area. MPL=30m 

Spectacular view, beautifully built old sandstone viaduct, 
waterfall and a geocache and shitloads of stinging nettle. 
Jenolan Caves Rd, near Ganbenang Creek (approx 1.5km south 


Bindo Boundary Rd). 


The tunnel is 
here: [GPS:-33.658808,150.052214] 


Parking is possible at this location. 

Hampton 

NSW 

Australia 

Very steep, slippery terrain. Stinging nettles everywher 
Geocachers 


Cond: 
History: 
To-Do: 
Notes: 
early 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


it nor 


Features: 


Access: 


to the 


and are 


Slimey - Death 

Good 

Love to know, looks very old. 

Actually get into the tunnel.. 

Originally found many years ago by DC and Cactua. Refound 


this year by PTC and Mandala. 
2015 DC, Cactua, Mandala, PTC 
2.0/5.0 

2015-04-23 14:00:00 
2017-02-16 16:22:43 


Hells Portal, Heavens Gate 
An extension of Coalcliff Cokeworks. 


If you can't find the portal to Hell, you deserve neither 


Heaven's Gate. 

MPL 60m? 

See Gallery pics 

Glassicles. Lava floor. Crunchy pizza. Everything melting. 
You'll find it. Or not. 


It's because no one found it despite several major expos 


Cokeworks, that I think it's worth listing as a separate 
location. Also better to leave the entry as a mystery. 


Hells Portal, Heavens Gate are underneath the cokeworks, 


the ventilation tunnels between the coke ovens and the 


(GPS 


Locality: 
Region: 
Country: 
Care: 
sections. 


Some 


Eek!: 
you 


that's at 


Water Level: 
Cond: 

Found: 
Rating: 
Created: 


Name: 
Description: 
Train. North 


Access: 


Locality: 
Region: 
Country: 
Vater Level: 
Cond: 
Found: 
Rating: 
Update: 
going to 


suggests. 
that, for 


services 


southernmost two chimneys. [GPS:-34.244644, 150.968524] 


approximate only, you need to find the entry). 
Coalcliff 

NSW 

Australia 

Try not to impale yourself on the ceiling in the stoopy 
Don't stir up the white dust, it can't be good to breathe. 
areas structurally unsound, use common sense. 

If somebody cut the cables holding up the air-gates while 


were in there, 
Putting it another way, 


you wouldn't be getting out by yourself. 
someone should stay outside if 


all possible. 

Dry - Dry 

Almost certain to be destroyed. 
2015 Diode 

320/550 

2015-01-03 13:00:00 


Homebush Hideout 
Fenced off pedestrian underpass but big enough for a 


Portal Cemented up. 
MPL = 20 
TEL = 20 


Across the road from the corner of Bates St & The Crescent 
Homebush West. 
Jump the first SRA fence,Tunnels gate is unlocked 


[GPS:-33.865026,151.075302] 
Homebush West 
NSW 

Australia 

Dry - Slimey 
Excellent 
GHOST / WHAT - 
0.5/5.0 
2012-05-12 14:00:00 


2010 


(Red) - Not sure if this was, or was 


be, a pedestrian underpass, as the description here 


However, the writing on the wall (literally) suggests 


whatever reason this tunnel exists, it is now used for 


and utilities which run underneath and to the other side 


of the 

railway tracks. 
Created: 2010-12-04 13:00:00 
Modified: 2012-05-20 14:00:00 
Name: Hotdog 
Description: Arched 7ft H tunnel carrying the Sydney water feeder 
pipeline 

from Woronora dam. Runs under Bundanoon Rd. MPL=150m. 
Features: Funnelweb spiders at entry. Mini Railway service tracks. 
Access: Cnr Kelton Pl and Bundanoon Rd, [Sw:353D15, UBD:331K07, 

Grg:488K07]. On the RHS side of Bundanoon Rd, after the 
houses 

end, is a waterboard service track. Head down here for 
about 

200m. Follow fence to the end, and on the opposite side of 
the 

pipe the fence has a hole in it. Walk back up length of 
pipe to 

find tunnel. Tunnel is blocked by bars. Padlock is rusted, 
but 


left open. Make sure to put it back after your visit!. 


Vestern end of tunnel: [GPS:-34.040981,151.017083]. 
Eastern end of tunnel: [GPS:-34.041041,151.019576]. 


UPDATE 2009 H2o: 


someone has bent the bars on the end of the 
tunnel and 
if u go 
out there and walk to your left up the hill it 
takes 
you to 
kelton pl :) 
Locality: Woronora Heights 
Region: NSW 
Country: Australia 
Eek!: Spiders. Lots of spiders. 
Vater Level: Slimey 
History: Urban Legend says that there was a 9 year old girl who 


drowned in 


here when the place was being constructed as she was 


exploring 

the works. A barrow of concrete fell and trapped her 
overnight, 

in a deepening pool of water created by the mud. On a cold 

winters night you can hear her shivering and screams. Nah, 
just 


shitting you!. 


Created: 
Modified: 


Name: 


Description: 


extractor 


Features: 
by 


Access: 
Locality: 
Region: 
Country: 
Eek!: 


Found: 
Rating: 
Created: 


Name: 


Description: 


Hole". 
Features: 
"naughty 


have 


Access: 
Rd 


iron 


manhole 


Water Level: 


2007 Anakaine/Neptune. 
3.0/5.0 
2011-11-13 13:00:00 (Red) - Bent bars off Kelton Pl are 


bent but are now covered by mesh. Opposite end of tunnel 


accessible - just open the door (rusted shut but openable 
small amount of strength). 


1995-12-31 13:00:00 
2011-11-13 13:00:00 


Ivory Tunnels 
Maintenance staircase w/ adjoining pump room & smoke 


fans for the Ivory St Road Tunnel 
Staircase, well preserved pump room, cool indigenous graf 


former occupants 

Via locked door inside fenced structure in the park above 
Fortitude Valley 

QLD 

Australia 

Watch out for the local residents in the park 

Dry - Dry 
2009 Dsankt & Ekweleks 
2.0/5.0 

2015-06-03 14:00:00 


Jamesy's Naughty Corner 
A pointless empty concrete room, similar to "Hatchet's 


Child-sized gate. 


Fenced-off "playpen" area with the 


corner" below. Rusty stepirons. Bundle of power cables you 


to step over. Th 


smell of mud. An adjacent room you can 
excited about before you stick your head in it and realize 


tiny and leads nowhere. 
Top of stairs between south end of Jenkins St and Hickson 


[GPS:-33.862914,151.203277]; open small gate in wrought- 


fence, lift rectangular concrete lid (using a standard 


Locality: 
Region: 
Country: 
Care: 
It's 


Water Level: 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


lifter). 
Millers Point 
NSW 
Australia 


Muddy 


Entrance is across the road from a block of apartments. 


probably unwise to jump on the power cables. 


Throw misbehaving children down there. 
Aydun, Delo, Maggot, Ratter, Scarecrow (2016) 


1 5/9i..0 


2016-03-14 10:11:06 
2016-03-18 01:52:37 


Name: 
Alternate: 


Description: 


Street 


Access: 


walk 


tunnel 


Locality: 
Region: 
Country: 
Care: 
with 


after 


John Street Tunnel 


Lb's Tunnel 


Originally a 124m double-track tunnel used for the Rozelle 


Darling Harbour Goods Line, was disused for "days" in 1996 


being converted for use on the Dulwich Hill Light Rail 


cutting betwee 


Harris Street 


n the original tunnel's eastern portal and 


Bridge was connected by a partial covering 


support development above and now houses the (active) John 


Square Light Rail Station. 


MPL=150m 
TEL=300m 


Walk off platform at Fish Market station 
[GPS:-33.870860,151.192190] and along tracks to tunnel, or 


off platform at John Street Square station 


[GPS:-33.86747 


6,151.192217] and straight into tunnel. 


or find your own way to the bottom of the cliff and to the 


portal [GPS:-33.868848,151.191104] 


Pyrmont 

NSW 

Australia 

Part of "tunne 


1" is active Light Rail station equipped 


cameras, although they are seemingly easy to avoid. 


"last service" 


BDAN - Light Rail may actually be running up to an hour 


Water Level: 


Slimey - Dry 


Notes: 
unexplored?) 


Found: 
Rating: 
Created: 


Name: 
Description: 
Features: 


junction 


spouting 


Access: 
at the 


gate. 


Locality: 
Region: 
Country: 
Care: 
Water Level: 
Cond: 
TODO; 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
building. 


Features: 
to 


ramps 


Access: 
on 


[Sw:274P18, 


off (2 


Can continue along the tracks to the unlisted (and 


Casino tunnel (partially in use 24/7) 
Pandaman 2015 

2.0/5.0 

2015-11-19 13:00:00 


m 


Kelvinbridge To Stobcross 

3 train tunnels with short open sections. 

A small lake, lots of plants and debris, overhead viewing 
platforms, ends up joining the live tunnel in a nice 


section going out of Exhibition Station. Nice waterfall 


from holes in ceiling above lake. 
Tunnel mouth is under the staircase leading up to Eldon St 


corner with Park Rd. Is locked, need to squeeze under 
[A-Z:82C1] 

Kelvingrove 

Scotland 

United Kingdom 

Dont get seen by trains in live tunnel. 
Knee deep for 20-30 metres 

Moss covered, debris strewn, damp. 
Explore live tunnels. 

1995 Milk Crate Gang 

B25 75.0 

1995-12-31 13:00:00 

2005-08-09 14:00:00 


Labyrinth 
SRA Cable tunnel that leads into the basement of an SRA 


TEL=300m. 
Lots of big cables, nooks and crannies, as well as access 


building. Big room with cables on floor in pit. 6' with 


that take it to 9'. 
1,UE Mushroom shaped vent next to rail lines, near gates, 


crook of Sth side of Cooper St (near Chapman St) 


UBD:233F10, Grg:341F10, 


[GPS:-33.867377,151.091311]]. Lift 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


Notes: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


TEL=309m. 
Access: 
tracks 


Locality: 
Region: 
Country: 
Care: 
along 


History: 
inside 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
Tunnel, 


Access: 
Dam Rd 


you 


people) and lower yourself in. 

2,EX: Via door on far side of pit room. 
Strathfield 

NSW 
Australia 
Do only at night, keep and eye out for RailCrap personnel. 
Replace vent. 

Dry 

Take a few milkcrates to get yourself out of there. 

1999 Trioxide. 

4.0/5.0 

1995-12-31 13:00:00 

2004-09-04 14:00:00 


Lavender Bay Rail Tunnel 
IVE double-rail tunnel occupied by single track. 


* Walk around gate S end of Monroe St then walk along 


* For more non-exposed access via Sawmillers Reserve. 

* [Sw:277G07/045G07, UBD:216B15/007D14, Grg:315G15/005D14, 
[GPS:-33.8455411331,151.20336032]]. 

Vaverton 

NSW 
Australia 

UPDATE 06/2011 Bastion: Several trains have been spotted 


the last few weeks on the tracks... Careful. 
Before Sydney Harbour Bridge was built, double tracks 


tunnel led to passenger wharf where Luna Park now stands. 
1992 Diode. 

2.0/5.0 

1995-12-31 13:00:00 

2006-09-10 14:00:00 


Little Mike's Big Pipe 

Murchison Dam Diversion Tunnel 

A diversion tunnel of epic proportions, passing underneath 
Murchison Dam. 9-10m diameter concrete pipe; gated at the 
outfall. MPL approx. 150m. 
An even larger domed pressure door than Murchison Dam 


around 4 or 5m in diameter. The sheer size! 
From the Murchison HWY, take the turn-off onto Murchison 


(less than 1km south of Tullah). Near the end of the road 


distance 


Either 


short 


shut. 


Locality: 
Region: 
Country: 
Eek!: 

of the 


Water Level: 
History: 
LO=DO% 
Found: 

Emma, L 
Rating: 
Created: 


will see the clearing for Murchison Dam Tunnel. A short 


before that is a service track which goes down the hill. 


open the gat 


distance down the track to the end where you will 
tunnel. 


impressiv 


(li 


[ 

T 
Tullah 
TAS 
Australia 
F 


tunnel! 
Dry - Shoe 
Found on 


or the love of Cthulhu, 


kely to be chained) 


n 


GPS:-41.781121,145.648187] 
rn-off for service track: 


or just wal 


lk the 


see the 


don't open t 


the Tassie 2011 expo. 


Find construction history. 


2011- Little Mike & Natclan- Ath, Critt, 


5.0/5.0 


2011-12-04 13:00:00 


he valv 


Dodgy, 


Tunnel itself may also be padlocked 


[GPS:-41.776881,145. 653208] 


at the end 


Finnish 


Name: 
Description: 
Features: 
track, 


burnt 
high up 


Access: 
there is a 


intersection of 
under 
station. 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Cond: 

Found: 
Rating: 


London Rd 


Trashed semi underground platform, 


Wrecked platform, 


over 1.4km long, 


out car, 


grilles, 


London 


[A-z:104B1] 
Barrowfeild 
Scotland 


Muddy, looks 


and Dalmarnock Rds. 


United Kingdom 
Parkhead is a dodgy area. 


like 


of little interest. 


Tunnel is 


with a stream running thru it. 


bases strewn with debris. 
On Dalmarnock Road, 


just north past 


it sometimes floods 


Big and 


damp. 


1995 Milk Crate Gang 


4.5/5.0 


railway access road that cuts back towards the 


long train tunnel. 


double 


Remains of 


two large steam vent chambers with pillars and 


Bridgeton Station 


This leads to the station 


London Rd, the tunnel being at the west end of the 


Created: 1995-12-31 13:00:00 


Modified: 2005-08-09 14:00:00 
Name: Long Island Rail Tunnels 
Description: 1 x disused 250m double-track train tunnel, and 1 x live 
263m 

double-track train tunnel. TEL=513m. 
Features: Concrete floor, old bits of storage junk, locked gates at 
either 

end of disused tunnel. 
Access: Follow road alongside railway from 1st wharf towards the 
rail 


bridge. When railway line disappears from site, head 


towards it, 

over, through or under the gate. You will see the disused 
tunnel 

first [Sw:137P12, UBD:056J08/-CC:114308, Grg:076D08, 

[GPS:-33.5404360125,151.229391067]]. Over the rise to the 
7 is 

the live one. 
Locality: Brooklyn 
Region: NSW 
Country: Australia 
Care: *Live: Trains. You get 20 seconds warning when indicator 
lights 

go out. Be wary of freight trains, as cars are not lit up, 
and a 

train may consist of a number of empty flat cars joined 
together. 


*Both: A hermit lives in the shed nearby. Be sure he 
doesn't see 


you, as he will call police. He has two dobermans, but 
they run 

inside announcing your arrival. The N end of the tunnels 
are 

close to occupied houses, so make little noise. 
Notes: The disused tunnel fed the original railway bridge, which 
was 

replaced in the 1940s due to structural faults. 


* The Railway Bridge also has a short crawl-way 
underneath. Not 
good enough to appear as a location in its own right. 


Found by Mr 
India. 


2008 (Anakaine) - 2/11/2008 
Locked up hard with evidence of previously cut 
locks 
nearby. 


approach 


machinery, and 


Nearby: 
railway 


railway 
wonders how 
it will 


happen. 


No sign of the hermit and his dobermans on 


from Brooklyn 
end. 


2 well maintained boats, several bits of 
one 


council truck located inside tunnel. 
Boronia #5: 74m disused double track train tunnel, now 


access road tunnel. Massive cracks in structure. Active 


line now runs alongside, just outside the tunnel. On 


long before it collapses, one does. When it does collapse 


push the live track off the cliff. Accident waiting to 


*Acc: Hawkesbury Cr [Sw:137H16, UBD:056C12/-CC:114C12, XED, XNL, 


Cross 


2nd R. 


XWPT]. Park at nearby Reserve. At end of Hawkesbury Cr, 


train tracks, follow service road up hill, taking lst and 


*Nearby are Boronia #4 (74m) & #3 (141m). From #5 walk along the 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
LIC 


Features: 
operational 


to 

alcoves and 
the 

Access: 
said to 


doa 


track towards Sydney. 
1993 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 
2004-06-24 14:00:00 


„ower Bay 
Long abandoned subway platform beneath Bay Station on the 


Bloor Danforth Line. Associated access tunnels. 
Dusty and decrepit platform, very similar to its 


upper sibling, well lit and serviced by tunnels going both 


Museum and Yonge stations. The tunnels have numerous 
side passages, airvent chambers, storage areas and erm, 
occaisional passing train. 


The platform itself is directly below the operational Bay 
platform. [Mapart: 192 K74] Theres is a door down that is 


me openable but its much more fun to use it as an exit and 


tunnel run from Museum to get in. Go to Museum station 


[Mapart: 

192 K73], then when the coast is clear walk off the north 
end of 

the eastern platform (Union Station/Finch bound side) and 
head 

directly for the right hand tunnel. 
Locality: Downtown/Yorkville. 
Region: OR 
Country: United States of America 
Care: Trains run every 5 mins even at the quietest times. Do not 
get 

seen going off the platform or youll end up with the TTC 
Police 

after you. Keep away from the 3rd rail, which fortunatly 
is 

covered with timber boarding and mind for trains. They 
very 

rarely pass down the Lower Bay tunnels, but if one does, 
get out 

of the way! Lie down on the side of the tunnel or if 
theres a 

random alcove nearby, get into it. And please note that 
the 

trains runneing through the upper tunnels are very noisy 
and you 

may mistakenly think they are in the Lower tunnel with 
you. 

Platform is used for storage and occaisionally as a film 
set. 
Water Level: Shin deep sections in alcoves between Lower Bay and Yonge, 

avoidable 
Found: 1999 Ninjalicious 
Rating: 4.5/5.0 
Created: 1995-1273119: 00z00 
Modified: 2007-01-06 13:00:00 
Name: Manchester-Salford Junction Tunnel 
Description: Remains of the old Salford to Manchester Canal Tunnel, 
converted 

to bomb shelters during WW2. Now owned by the Great 
Northern. 
Features: Large tunnel with canal trench and tow path, devided by 
blast 

baffles, with additional staircases and rooms built in, 
expanded 

and re-roofed at one end, with large brick kilns. Also 
contains 


numerous flooded chambers. 
Access: Illegal entrance is via the steel manhole situated in the 
kerb on 


G-Mex 
opposite the 
the 

[AA: 7D6] 
Great 
Locality: 
Region: 
Country: 


Care: 
the 


be seen. 

Mex 

Water Level: 
bit muddy 
History: 
Last 200m 
station was 
Found: 
Rating: 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Lake 

1 takes 


gorge. Now 


flow of 


the left hand side of the left hand exit tunnel from the 


carpark on Watson St, which is at the northern end 


entrance to the Great Northern Warehouse Carpark, under 


Convention Centre. Use large screwdriver to open latch. 


Legal access can be gained (possibly) by asking at the 


Northerns Management office on Deansgate. [A-Z:9-G1/94-D5] 
City 

North West England 

United Kingdom 

If doing illegaly, do ONLY at night. There is a camera in 


centre chamber(with the handrail installed), the camera is 
useless while the lights are off, but any torchlight may 


Be stealthy when entering manhole as it is in view of G- 


security cameras. 
Vestern end is flooded to waist deep. Southern end is a 


Built in as a shortcut between the Rochdale Canal and 
Manchester Shipping Canal. It was a commercial failure. 


of eastern end destroyed in 1920s when Grand Central 


built over it. 

1994 Sub Brit 
4.5/5.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


Tunnel 


Right up there with Geehi! 
Tunnel is a dual diversion & spillway for the 


Vaipapa, built in this fashion as the powerhouse Maraetai 


up the whole of the base of the dam in a steep narrow 


for the gorey deets.... 


Tunnel type: 25 ft diameter cement lined tunnel 
Tunnel length: 1685 ft 
Spillway shaft: 100ft set at 45 degree angle 

Spillway gates: Remote operated, thr huge gates control 


Features: 
gates at 


dam 


wall, 


from 
completed. 
Access: 


get oO 


embankment 


bridge in 


at full 
the 


die. 
Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 


To-Do: 
powerhouse 


Notes: 
Found: 
Rating: 
Created: 


Name: 


Description: 


length. 


water. 
Combined spillway into diversion tunnel, stalactites, 


spillway shaft. 
Nearby at western side of dam, tunnel approx 100m length, 
concrete mummy soon changes to rockblasted tunnel set in 


wall. 
Nearby at eastern side of dam, through squeeze hole in dam 


concrete room 10 ft tall. 
Nearby at western side of dam, giant abandoned monoliths 


when MRP tried to build a seperated spillway, never 
[GPS:-38.291991,175.68233] 


Park away from gate, off Waipapo Rd. Follow road until you 


security gates, LIVE ELECTRIC FENCES and CAMERAS. 
Climb small cliff to your left and follow ledge in 


over the channel until you get to unsecured suspension 


compound. 
Cross bridge onto Island. 
Lift hatch onto gate, climb down. 


<_Make sure you are going at a time when Lake Arapuni is 


spillway gates open while you are in the tunnel, you WILL 


Mangakino 

VKO 

New Zealand 

DEATH DEATH DEATH 

Remote operated spillway gates! 
Death - Slimey (Tidal) 
Find access to downstream outfall next to active 


Maraetai 2 

Is in New Zealand. 
Curly & Rascal 2012 
5.0/5.0 

2012-01-25 13:00:00 


Marangarootoo 
Two old single-track railway tunnels, 244m & 42m in 


Access: 
Mudgee 


near the 


Railway 


here: 


Locality: 
Region: 
Country: 
Care: 

Eek!: 
approaching 


Nearby: 
tunnel 


TEL=286m. 
From Lithgow, head towards Bathurst. Just before the 


turnoff, [NDR, [GPS:-33.4252999597,150.103852881]] park 
rest area. Cross road and head down gravel road (200m). 
cutting is on your L. 


The turnoff to the first tunnel is here: 
[GPS:-33.429286,150.106891] 


The old sheds and stations ruins are here: 
[GPS:-33.422508,150.101310] 


The second old tunnel is here: [GPS:-33.417579,150.101295] 


The current, active 1km long Marangaroo rail tunnel is 


[GPS:-33.425609,150.109237] 


Lithgow 

NSW 

Australia 

Private land. Owner is a bit shitty. 

Used as vehicular & horse thoroughfare. No "horse 


lights" installed. 
Tunnel #2: Head towards Mudgee you actually pass over 42m 


about 800m from the bridge over the Mid Western Hwy. 
2003 dTrog. 

2.0/5.0 

2014-02-18 13:00:00 (DC) - Here is some interesting info 


Glenbrook and Marangaroo tunnels and chemical weapon 


http: //www.exploroz.com/Forum/Topic/105857/Sunday History Photo  Au.aspx? 


ky=&sn=&p=%2F Forums2Fdefault.aspx%S3Fpn%3D1 


Created: 
Modified: 


http://mustardgas.org/The-Big-Secret.pdf 


http://mustardgas.org/Marrangaroo-What-Can-Go-Wrong.pdf 


1995-12-31 13:00:00 
2014-03-30 13:00:00 


Name: 
Description: 
Features: 
Access: 
behind 


Martin Place AirCon 

Aircon ducting from Martin Place railway station. 
Lots. 
Park at fArt Gallery. Two concrete blocks about 15'h 


Hospital [Sw:277L17/026L17/056L17, 


UBD: 236F09/003M01/000fHO02, 


Grg:346A09/004B01/000dH02, [GPS:- 


33.8675792386,151.213913611)]]. N 


brute 


ladder 


maintenance 


tO an 


through 

in the 
tunnel for 
cleaners 
continues 


HUG] 


ea 


Locality: 
Region: 
Country: 
Care: 
complete 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 


telecom 
Features: 


Access: 
[Sw:274F14, 


33.8583950284,151.07016664]]. 


one has access flap. Pry this open with your hands and 


strength or use crowbar. Climb in and down. Once down the 


look for door on S wall. Enter room. On your L is the 


m 


pit for the ducting. On E 


side there are rungs going down 


access hatch in the duct. Hatch is about 1' x 2'. Squeeze 


the hole and feel for rungs below your feet. You are now 
ducting. Climb down to the bottom and walk along the 
about 150m. At the end there is a blue door. This is the 


room, from there onto the platform. Ducting narrows and 


over platform. Becomes 5'8 and continues about 100m to a 


slide that goes up about 10m, then becomes vertical. 
Sydney CBD 

NSW 

Australia 


Night exploration only. Size of 


xplorer may preclude 


entry. 

1996 Various. 
5.0/5.0 

1995-12-31 13:00:00 
2004-09-02 14:00:00 


Mini-Dipper 
Pipe tunnel. 
inside, 


Access at ends raised above ground level. 
Two large HP gas pipes & lots of electric & 


cables. No prior graffiti. TEL=40m. 
Electric Lights 
Under bridge Homebush 


Bay Drive x Parramatta Rd 


UBD:232N06, 


Grg:340H06, 
Both 


[GPS:- 


metal gates may be locked. 


Gates are usually secured with x2 BiLock Padlocks ID: 
'C534' & 
"GM1' and an Abloy 'Z1'. Do Not Remove or tamper with. 
Seek 
further advice. 
Locality: Homebush West 
Region: NSW 
Country: Australia 
Found: 1994 Diode. 
Rating: Be OFOKU 
Created: 1995-12-31 13:00:00 
odified: 2005-09-21 14:00:00 
Name: Moorhouse Tunnel 
Description: 2.5km tunnel pioneered through the mountain for freight 
train 
access to the large Lyttelton ports. Nice big bluestone 
arch. 
Access: Follow train tracks near school on CHCH side of mountain. 
[GPS:-43.580418,172.708828] 
Locality: Lyttelton 
Region: CAN 
Country: New Zealand 
Eek!: Vatch out for trains! No light indicators in tunnel and 
cameras 
at port end. 
Water Level: Dry - Dry 
Found: 2004 Elfen 
Rating: 2.0/5.0 
Created: 2010-01-07 13:00:00 
Name: Mt Victoria Bus Tunnel 
Alternate: Hataitai Tunnel 
Description: Single lane lit, active electric bus red brick arched 
tunnel. 
MPL: 623m. 
Access: End of Pirie St. [GPS:-41.299115,174.788285] 
Locality: Mt Victoria 
Region: VGN 
Country: New Zealand 
Eek!: Buses run till late at night. 
Water Level: Dry - Dry 
Notes: http://en.wikipedia.org/wiki/Mount_Victoria_Tunnel 
Found: 2005 Elfen 
Rating: 0.0/5.0 


Update: 
to 


gave a 


Created: 
Modified: 


Name: 


Description: 


Features: 
a 24km 


Access: 


bridge. 


railway 


Locality: 
Region: 
Country: 
Care: 
indicator 


approaching 
tunnel. 
cover 

in 


the 


train 


together. 
late at 


the S 


between 


2014-02-10 13:00:00 (Kazman) - Nice tunnel. Wait for a bus 


pass and then run through it like hell and back. No one 


shit when I did it. Give this a rating of 3. 


2010-01-07 13:00:00 
2014-03-30 13:00:00 


Mullet Creek 
Live double-track railway tunnel. TEL=456m. 
You must cross a live railway bridge to get to it, or walk 


round trip. 
Cross Hawkesbury Railway bridge on foot [Sw:137P07, 
UBD: 056J303/-CC:114J03, Grg:076D03, 

[GPS:-33.5297189187,151.228468396]]. 


Tunnel is at end of 


*Alt: Park at Old Mooney Mooney Bridge, walk to Wondabyne 


station, and then follow the tracks. [Sw:1370Q05, 

UBD: 056K01/-CC:114K01, Grg:076E01, 
[GPS:-33.5260070554,151.229965441], XED, XNL, XWPT]. 
Brooklyn 

NSW 

Australia 

Trains. On the bridge, you get 20 seconds warning when 


lights go out. Lights only go out on the side of the 
train, however you can hear trains coming from Woy Woy 


There ar 


recesses to drop into, so take a dark tarp to 
yourself otherwise you will be seen by the driver. Do only 
groups of 3 or less. Use an alcove on the opposite side of 


approaching train. 
* Be wary of freight trains, as cars are not lit up, anda 


may consist of a number of empty flat cars coupled 


* Cross the bridge only when there is no moon, very very 


sure ther 


night. Mak is no truck in the SRA compound at 
abutment of the old bridge. When on the bridge, you can be 
clearly seen from houses & the SRA compound. 

* Centre of bridge has walkway, rest of bridge has gaps 


Notes: 
Sick. 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Dam. MPL 
slightly 


Features: 
set of 


the 


Access: 
Dam Rd 


you 


(Very 


Locality: 
Region: 
Country: 
Care: 


To-Do: 
Found: 
Rating: 
Created: 


Name: 


Description: 


name. 
Access: 


stops, set 


too 


Vater Level: 


planks. 

Good rating because of bridge crossing. Good stuff. Fooley 
2003 dTrog. 

3075:.:0 

1995-12-31 13:00:00 
2004-08-31 14:00:00 


Murchison Dam Tunnel 
(actual) Sophia Adit 
An adit/tunnel connecting Lake Mackintosh with Murchison 


approx. 150-200m. ~7m in height, rock-blasted walls, 


deteriorating wooden walkway inside entry. 
3.5m domed pressure door at the end of the tunnel, with a 


concrete ramps leading to it. Pipeline which runs along 


length of the tunnel. 
From the Murchison HWY, take the turn-off onto Murchison 


(less than 1km south of Tullah). Near the end of the road 


will see a clearing with the tunnel entrance on your left 


obvious, can't miss it). Climb over gate. 
[GPS:-41.777673,145.654024] 

Tullah 

TAS 

Australia 


Top of gate is barb-wired, but is easily avoidable. 
Dry - Ankle 

Find construction history. 

2009- Elfen & Adelaide clan 

4.0/5.0 

2011-12-04 13:00:00 


Museum AirCon 
Air conditioning for the railway station bearing the same 


Large grille near the SW corner of Hyde park 
[Sw:297K01/028K01/066K01, UBD:236E13/003J309/000hC02, 
Grg:345K13/003309/000eC02/000fC02, 
[GPS:-33.8765051501,151.210116586]], next to the bus 


into the grass. Requires a hook type tool as the plate is 


as 


SW 


However 


wall 


doors 


pointed 


best to go 


TWO 


Locality: 
Region: 
Country: 
Care: 
ceiling 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


water 


Shale 


large for a stick. 

*Another grille: [Sw:277K20/026K20/056K20, 

UBD: 236E12/003008/000fC15, Grg:345K12/003308/000dC15, 
[GPS:-33.8745956737,151.2102646], XED, XNL, XWPT], untried 


yet?. 


UPDATE Scarecrow/Hatsumi 2009: 2009 Hats / Scarecrow from 


corner of park, down ladder access still fine. 


once 
inside you will see a dwarf sized door in the 


through which 
is a ladder down to a corridor with at least six 


leading of 
it. At then end of this corridor is a camera 


back in 
direction of ladder, safe to climb down, but 
no 
further unless using as escape rout Only tried 
doors 
nearest bottom of ladder, both locked. 
Sydney CBD 
NSW 
Australia 


Leads into cleaning rooms and into the station overhead 


ducts. 

2003 Mr India. 
30/550 

1995-12-31 13:00:00 
2004-09-02 14:00:00 


Narrowneck Tunnel 

Mt Rennie Tunnel 

A 300m long, hand dug tram tunnel running underneath the 
Narrowneck Ridge in Katoomba. 


The tunnel is mainly 4-5ft high and knee-waist deep in red 


for the first 50m or so (eastern end) and in a few other 
sections, with a dry 7ft cavernous section in the middle. 


It was used to transport coal and shale from the Glen 


Coal 
to 


members 


but 


tourist 


Narrowneck 


Features: 
tunnel, 


to 
including 


a 


Access: 


33.7299177,150. 


side of 


track. 


at 


tunnel 
down to 


various 


mines, under Narrowneck to the incline railway at Katoomba 


Mine (which is now Scenic World). It is pretty well known 


locals/bushwalkers/geocachers/history buffs/cave clan 
etc. 


There was also another 400m long tram tunnel running under 
Malaita point nearby which was called “Daylight Tunnel”, 


this has been blocked off and is currently used as a 


display and avalanche. 


Both these tunnels are often confused as being "The 


Tunnel" 


TEL=3km+ 


Old timber roof supports, a cavern section in middle of 


red water, glow worms and a geocache. Also, pretty close 


Scenic World which has a bunch of other cool features 


an abandoned roller coaster called the "Orphan Rocker" and 


bunch of touristy mine stuff. 


Eastern/Jamison Valley portal: [GPS:-33.730441,150.289589] 


Vestern/Megalong Valley portal: [GPS:- 
2853043] 


The eastern portal is located just a few metres to the 


the Federal Pass track, between the golden stairs and the 
landslide. It’s pretty easy to find, as there is red ochre 
stained water seeping out of a tunnel and across the 


Entrance is just metres from the main track. 
The most interesting way to visit this tunnel is to park 


Scenic World, check out the views and abandoned “Orphan 
Rocker” rollercoaster which is located in a small brick 


behind the multistorey carpark, take the Furber Steps 


the old Katoomba Coal mine and have a look around at the 


the 


will be 


take 
follow the 
the 


Tunnel will 


Locality: 
Region: 
Country: 
Care: 
head, 


muddy 
isolated 


leeches and 


Eek!: 


Cond: 
History: 


To-Do: 


somewhere 


found 


Vater Level: 


“features”, then follow the Federal Pass track for roughly 
Ikm around Malaita Point, past the landslide until you see 


= 


orange/red water trickling out across the track. Tunnel 
on your right. 


Golden Stairs/Narrowneck access: Park in parking area on 
Glenraphael Dr here: [GPS:-33.7343779,150.2824438] and 


Golden Stairs track down into the (Jamison) valley and 


Federal Pass track N/W for roughly 1km until you reach 


orange/red stained water trickling across the track. 


be on the left. 


I have not accessed the western/Megalong Valley end of the 
tunnel, but this link seems to show the way: 


http://www. youtube. com/watch?v=sLorLzDcOWk 


(They incorrectly call this tunnel “Daylight”).. 


Katoomba 

NSW 

Australia 

Low roof, sharp bits of shale jutting out so watch your 


knee-waist deep in parts, slippery rocks, bats, orange/red 
water, crawl entrance, steep cliffs, take water, fairly 


location with low/no phone reception. Also possibly 


snakes. 

Tourists and bushwalkers. 
Shin - Waist 

Poor 


Some history and a map here: 


http://infobluemountains.net.au/rail/ksr/kat_tram.htm 


Find the other tunnels in the area. 


(There were apparently two more, smaller tram tunnels 


between Mt Rennie and Daylight tunnels but we have not 


around 


Notes: 


Found: 
Rating: 
Created: 


Name: 


Description: 


can't see 


Access: 
describe 


them, there are a few small flooded mine shafts scattered 
though) . 
Also meant to be 34 more old tunnels at Ruined Castle. 


Scenic world info: 
https://en.wikipedia.org/wiki/Katoomba Scenic World 


Orphan Rocker tunnel (Scenic World): 
[GPS:-33.7279803,150.3012648] 


Daylight Tunnel/Katoomba Coal Mine 
[GPS:-33.7322632,150.2998567] 


2015 Pandaman 
3207/540 
2015-09-02 14:00:00 


Newnes Chasm 
Interesting sandstone chasm, deep, narrow and twisty, 


sky from bottom. Known to locals as "The Fridge". 
1,UE: Near Newnes glow-worm tunnels [NDR]. Sorry, can't 


how to find spot. 


#2,UX: Chasm emerges at base of cliff 


Locality: 
Region: 
Country: 
Care: 
To-Do: 
asa 


Notes: 
a cave 


not the 


Found: 
Rating: 
Created: 
Modified: 


overlooking valley (but which one?). 

Newnes State Forest 

NSW 

Australia 

Don't go in if looks like rain. 

Find it again and mark on map, stupid. It should be listed 


natural feature on some topographical maps. 
This is a three way split. At one of the thinner splits is 


with lots of pretty glow-worms! (Ogre) Diode: No, that's 


same one. 
2004 Pandaman. 
2.0/5.0 

1995-12-31 13:00:00 
2002-06-30 14:00:00 


Newnes Glow Worm Tunnels 


Description: 
& 181m, 


Features: 
thru it 


tunnel has 
year, 
Access: 
Newnes 


Tunnel 


Glow Worm 
first 


along 


RDI]. 


Two natural rock blasted single-track train tunnels, 177m 


disused, one of which is full of glow worms. TEL=358m. 
The tunnels are bigger than standard, the first you drive 


on the way to the second tunnel. The actual glow worm 


a creek running through it, and depending on the time of 


hundreds to thousands of glow worms along the walls. 
35km NE of Lithgow. 
1: Drive to the Zig Zog Railway (Chifley Dr), enter the 


State forest, drive 10kms to T intersection with Glow Worm 


Rd. Follow this 25kms to tunnels [NDR]. 
2: Drive up State Mine Rd out of Lithgow. This becomes 


Tunnel Rd. Follow to tunnels. You'll drive through the 


tunnel, then 2kms later come to the parking area. Walk 


track for 1km to Glow Worm Tunnel. 


33.2737913535,150.221685451], 


Locality: 
Region: 
Country: 
Care: 
driving 


enjoy 
keep 
will 


Water Level: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Sydney 


*Deane (#1): [NDR, [GPS:-33.3214134762,150.244454344], 
*Penrose Gorge (#2): [NDR, [GPS:- 

RDI]. 

Newnes State Forest 

NSW 

Australia 

Roads to these tunnels are rough, but heaps of fun for 


crazy. Try and avoid smashing into something, otherwise 
35kms of 80km/h power slides. Once in glow worm tunnel, 
noise and light levels down otherwise the little buggers 


turn off. 

Ankle 

2004 Pandaman. 
30/520 

1995-12-31 13:00:00 
2006-08-24 14:00:00 


Northern Beaches Rail Tunnel 
Short=Northern Beaches Rail Tnl. 
Unfinished single-track rail tunnel branching from North 


station with the intention of providing a rail link to the 


Features: 
Access: 


tunnel 


(western) 


Locality: 
Region: 
Country: 
Care: 

out 10-15 


nearest 


and 
run. 


seen by 


Bondi 


Photos: 
Notes: 
wire. 
Found: 
Rating: 
Update: 
during 
and not 
driver 
compartment 
trying 
by 


he was 


lights 


UBD: 216C13/0071 


end 


Northern Beaches. Abandoned 1926. TEL=315m. 

Old rusted light fittings. 

*Ruroka St [Sw:277F05/045F05, UBD:216A13/007B09, 
Grg:315F13/005B09, [GPS:-33.8398194703,151.201178425]]. Up 
stairs, over gate onto railway line. Walk thru E-most 
(citybound). When the tunnel splits, take the RH branch. 
U-turn at the next branch. 

*North Sydney station [Sw:277H05/045H05, 
E09, 

Grg:315H13/005E09/000kA09, XED, XNL, XWPT], off N 

of platform 2. 

North Sydney 

NSW 

Australia 

* Keep an eye on the orange LED warning lights: they go 
seconds before a train hits you. Head directly to the 
alcove, don't lie down between the tracks. 

* Never do tunnels whilst scheduled trains are running, 
remember that outside scheduled times, trains may still 
* Help preserve location exploration status. Do not get 
drivers, as they will do the same as they did with the 
portal - cameras & sensors. 

* Seccers usually monitor parked trains. 

Plan available on Cave Clan site. 

Tunnel is gated, but may be only locked with a piece of 
1986 dTrog. 

4.0/5.0 

2011-06-12 14:00:00 (Red) - Raptor and myself attempted 
trackwork on a public holiday (trackwork was on the SHB 
here, hence no trains running but). Security or train 
spotted sitting in a camping chair next to driver's 

of parked train at north-western tunnel beginning. After 
to sneak up closer he responded to the sound (presumably) 


standing up and freezing, 


facing us because he was a silhouette becaus 


although it was hard to tell if 


of the 


promptly 


did see 


the need 


Update: 
actual 


Created: 
Modified: 


Name: 


Alternate: 
Description: 


Manly 
Cove. 


Features: 
tunnel 


access 
a huge 
Sewerage 
with an 


narrower 


around 20m 


this 
edges of 
Access 
door sits 
access 
couple 


has glow 


behind him. It is unknown if he saw or heard us but we 


got out of there before the issue could accelerate. If he 
or hear us, then we may have just reaffirmed to RailCorp 
for security in these tunnels. 

2010-05-04 14:00:00 (Scarecrow) - (SRA?) seccers partol 
tunnels when trains have finished running. 


1995-12-31 13:00:00 
2011-06-19 14:00:00 


Northside Storage Tunnel, Th 
Short=Northside Storage Tnl. 
Tunnel dug to collect wet weather sewage overflow between 


and Gladesville, with a 3.7km tunnel running N to Castle 


The most impressive tunnel in Sydney!. TEL=21km. 
Tunks Pk: Its F@!kin huge! Only partially explored. Th 


sizes average 6m in dia, with a huge 21m H chamber at the 


tunnel junction at Tunks park. The tunnel then runs 9km as 


round pipe with train tracks down its middle, to Manly 


Treatment Plant. U/s of the junction there is the split 
8m H tunnel running up to Scotts Ck in Castle Cove anda 


tunnel running to Gladesville. The junction tunnel is 


W with a shallow canal in its middle. Unless its raining, 


usually has a steady flow of groundwater, whereas th 


the canal have a nice smelly layer of sewage sludge. The 
tunnel runs 100m downhill to a huge pressure door. The 


in a wall which has fresh air pumped through it. The 


tunnel runs about 300m down to the storage tunnel with a 


of side tunnels, and a spoil chamber on the way. It even 


in 


via 


Locality: 
Region: 
Country: 
Care: 

It 


is too 
dangerous 
water 


want to 


Water Level: 


Cond: 
heavy 


sludge 
won't 


Photos: 
time 


History: 
big 
litres!. 
2km E. 


Found: 
Rating: 


in the dark signs telling you how far you are from Manly 
* Manly: Not reached the actual NSST, but have explored 


long spiralling road access tunnels. Lit, with 5 side 


found so far, leading to storage depots, huge vent fans 


settling tanks. 
It's now usually locked and SCC received its first ever 


warning from Sydney Water to STAY OUT OF IT! Otherwise, 
disregarding that, you need to be able to pick the bi-lock 


and have enough personnel to open the pressure door. Door 


cliff facing N on S side of Long Bay, off Brothers Ave 
[Sw:257N15/036N15, UBD:216H03/022005, Grg:316C03, 
[GPS:-33.8182096242,151.218852558]]. Manly end accessed 


"Northside Tunnel System". 

Cammeray 

NSW 

Australia 

Do not enter before, during, or 3 days after heavy rain. 


floods big time! Never explore by oneself as pressure door 


heavy. Air may not be good at times. Possibly the most 
tunnel in Sydney on a rainy day, we've seen it 4m deep in 
9.5kms from Manly. When at Manly end you probably don't 
get caught in road tunnels. 


Sunny for last 7 days: Dry-Shin. Rainy: Death 
All sandstone bored, floods suddenly with sewage during 


rain. Afterwards there is a smelly (not strong) layer of 
on floor, but you'll be so impressed with the tunnel, you 


care. 
Need 800 to 1600 ASA film for flash photos. Any speed for 


exposures, painting with flash/torch or spotlight. 
Started 1998, completed 2001, blew Sydney Water's Budget 


time! In July 2003 it OVERFLOWED! That's 1,008,000,000 


* Media showed overflow point as canal in Quakers Hat Bay, 


2001 Siologen/Trioxide/Fishie/BJ. 
5.0/5.0 


Created: 
Modified: 


Name: 


Description: 


Tunnel 
and 
and 


Features: 
goes 


Manly end 
side 
systems. A 


Access: 
Manly 


beside 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


then 
out of 


LO-DoOx 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Appears to 


through 


1995-12-31 13:00:00 
2005-09-21 14:00:00 


Northside Tunnel System 
Big tunnel used to convey spoil from the Northside Storage 


project at North Head, down to barges at Little Manly Cove 
the North Head treatment plant road access, ventilation 


treatment Tunnels. 
Conveyor head cavity( big!), 14' rock bored tunnel that 


almost featureless until it reaches a big gate and the 
road access tunnels which go for a km or so downhill, with 
tunnels leading to treatment chambers, ventilation 


literal warren!. 


SE end of Stuart St. Follow vehicle access road for Little 


Pt Park until first intersection. Gatic manhole on level 


rockface [Sw:259F10/260F10, UBD:198C14, Grg:288H14, 
[GPS:-33.808536,151.287939]]. 

Manly 

NSW 

Australia 

Treatment plant and road tunnels have sparsely positioned 
cameras. Be vigilant for anyone passing thru. 

Starts off kn deep water, then knee deep mud for 200m 


ankle deep mud the rest of the way. Not really fun. Once 


Conveyor Tunnel its fluro lit and clean 

Find another way into the NSST via this lot. 
2000 Siologen. 
4.0/5.0 
1995-12-31 13:00:00 
2004-09-17 14:00:00 


Oakey Park Tunnel 
Ida Falls Tunnel 
15ft old sandston 


tunnel under train line at Lithgow. 


have once had railway tracks running through it. Walking 


old 


waterfall and 


long 


Features: 
Vale 


Access: 
creek 


Locality: 
Region: 
Country: 
Care: 
ground 


Water Level: 


this tunnel takes you into an old colliery site with a few 


ruins. 


Old sandston 


Colliery), 


Track heads through tunnel off to Ida falls 
old ladders going up to Zig Zag top point station. Not a 
tunnel but great photo location. MPL=65m 
tunnel, several ruins from the old mine (New 
and an ancient rusted out car body. 
Bells Rd, where it turns to dirt. Follow 


Park at end of 


towards railway line. 

Tunnel is here: 
[GPS:-33.468749,150.187564]. 
Colliery ruins here: 
[GPS:-33.469339,150.186451] 


Lithgow 
NSW 
Australia 


Snakes around 


Ida Falls creek, and deep cracks in the 


around the colliery ruins. 


Cond: 
History: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Slimey - Shoe 


Tunnel=good, Ruins=poor 
Lots of history here. 


Actually find the Ida Falls ladders. 
Originally found 2002 Cactua and DC. 


Listed 2015 


3.0/5.0 


2015-04-23 14:00:00 
2017-02-16 16:47:59 


Name: 


Description: 


as a 


Access: 
Walk 


follow SRA 


Follow 


gage 


Nth 


which it 


Old Cawley Tunnel 


Old single-track train tunnel and buildings, 


formerly used 


mushroom farm /processing centre. TEL=381m. 


* Sth end: 


along Wilsons Ck Rd. After crossing bridge, 


Park near Sth end of Old Helensburgh Tunnel. 


turn L and 


vehicle track 


rail-line for 
UBD-Wg:011N04, 
Blakjak 2011 
The Sth 


Corrected by 
* Nth end: 


line (gated at bridge) 


until you get to next gate. 


to first building 150m. Follow very narrow 


next buildings and tunnel. [Sw:412H16, 
Grg:NDR, [GPS:-34.171157,150.994184] ] 


GPS 


End is easy to get to so why get to the 


end by any other way except using the friggin tunnel for 


Locality: 
Region: 
Country: 
Care: 


History: 
stock to 


Notes: 


cleaned 


preparation 


was designed. 

Helensburgh North 

NSW 

Australia 

Houses nearby so keep noise down between bridge and first 
building. 

Use to have narrow gage train tracks and some rolling 


(Update Blakjak 07/2011) 


ride. All gone now. 
At night the glow worms can be seen. 

Only Foundation of buildings still exist. 
South Portal [GPS:-34.170891,150.994033] 


All traces of former mushroom factory long gone. SRA has 


up site & added locked gates to southern portal in 
for future lease. 


NSWrail info about this tunnel (with pix) here... 


http://www.nswrail.net/locations/show. php? 


name=NSW: Cawley+Tunnel&line=NSW: south coast:0 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
mushroom farm. 


Access: 


but turn 


07/2011 
Locality: 
Region: 
Country: 
Notes: 


locked up, & 


2004 Pandaman. 
4.0/5.0 

1995-12-31 1370000 
2011-07-04 14:00:00 


Old Helensburgh Tunnel 
Old single-track train tunnel, 


abandoned also as a 


TEL=80m. TEL Corrected by BlakJak 07/2011 
* Sth end: Thru gate in old hut off Tunnel 
[Sw:412M17/010A08, UBD-Wg:012B05, Grg:NDR, 


(Tunnell) Road, 


[GPS:-34.177803,150.992323]]. 
* Nth end: Follow Tunnel Rd around to CityRail Carpark, 
L and follow vehicular track to cutting (not very far). 


[Sw:412M16/010A08, UBD-Wg:012B04, 


Grg:NDR, 


[GPS:-34.176081,150.99188]]. GPS Corrected by Blakjak 
Helensburgh 

NSW 

Australia 

At night the glow worms can be seen. 

Update Blakjak 07/2011: 

All traces of former mushroom farm long gone. Tunnel 


northern access impeded by large ‘elephant cage' bars. 


NSWrail info about this tunnel (with pix) here... 


http://www.nswrail.net/locations/show. php? 
name=NSW:Helensburgh+Tunnel+ (1st) &éline=NSW:south_coast:0 
Found: 2004 Pandaman. 


Rating: 3.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2006-04-11 14:00:00 
Name: Old Lilyvale #1 & #2 
Description: Disused single-track train tunnels, now SRA access roads. 
TEL=403m. 
Access: Either drive into Metropolitan Colliery (Colliery Rd) or 
park at 
top and walk down. From carpark, keep to the boundary and 
follow 


it to coal and tailings storage area. Follow vehicular 
track you 


will eventually reach Old Lilyval Is 
1 Nth end: [Sw:432G01, UBD-Wg:012E09, Grg:NDR, 
[GPS:-34.1883883536, 150. 999428226]]. 
1 Sth end: [Sw:432G01, UBD-Wg:012E09, Grg:NDR, 
[GPS:-34.188028043,151.000554314 
* Walk thru #1 to get to #2: 
2 Nth end: [Sw:432H01, UBD-Wg:012F09, Grg:NDR, 
[GPS:-34.1882392459,151.002448118]]. 
2 

G 


Sth end: [Sw:432H01, UBD-Wg:012F09, Grg:NDR, 
PS:-34.1901739924,151.004431499]]. 


Locality: iilyvale 
Region: NSW 
Country: Australia 
Notes: The currently used Lilyvale tunnel (double track) runs 
alongside 

Old Lilyvale #2. 
Found: 2004 Pandaman. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2006-07-28 14:00:00 
Name: Old Metropolitan Tunnel 
Description: Disused single-track train tunnel, now a water reservoir 
for 

Metropolitan Colliery. MPL=450m. TEL=624m. 
Features: Fantastic echo while canoeing, due to wedge where water 
meets 

roof. Small tunnel above (behind facade) S entrance, with 
leaky 

pipe. Explored while half empty, very dark, walls black 
with 


algae. Looks amazing when lit by glow worms. 


Access: 
jungle 


walk 
on 


Opp 


Total 
Parkes St, 
XWPT]. 
coal 
Locality: 
Region: 


Country: 
Notes: 


* Nth end: Open, access via defacto garbage tip and weed 


off Tunnel road [Sw:412M16, UBD-Wg:012B04, Grg:NDR]. Can 


into tunnel (muddy). Point at which water starts depends 
current level. Canoe down tunnel till water reaches roof. 


Helensburgh Tunnel. 
* Sth end: Dammed 20' up tunnel. Leaky pipes emerging. 


swamp. Take track S from near cnr of Old Farm Rd and 


Helensburgh [Sw:412N20, UBD-Wg:012C06, Grg:NDR, XED, XNL, 


At bottom of valley, follow creek back up around colliery 


stockpile. 
[GPS:-34.179083,150.992886] 
Helensburgh 

NSW 

Australia 

At night the glow worms can be seen. 


Update BlakJak 07/2011: 
NSWrail info about this tunnel available here... 
http://www.nswrail.net/locations/show. php? 


name=NSW:Metropolitan+Tunnel+ (1st) &line=NSW: south _coast:0 


Found: 
Rating: 
Update: 
sign has 


Update: 


sign 


tunnel 


in 


Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 
Park at 


2004 Pandaman. 
4.0/5.0 
2017-01-26 09:18:25 (Tim Dole) - Update Condition: The 


been replaced 

2014-03-06 13:00:00 (Vox) - The old "Helensburgh" platform 
is gone :( Just the supporting posts left. The short 
across the road is unlocked and ppl have been having fires 
there. 


1995-12-31 13:00:00 
2014-03-30 13:00:00 


Old Otford Tunnel 

Disused single-track train tunnel. TEL=1.551km. 

Vent to surface at middle. 

*Nth end: Between Station Rd and new rail line, Otford. 


Pat the 
padlocked 
path N 
follow 
ditch 

old 

in the 
pliers 


don't 


fork with 
fork. 
Wg:014C09, 
XWPT]. 
off. 
Hargrave 
XNL, 


200m or 


Abseil is 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 
open. Is 


Update: 
welded up 


Entrance = 


school on Station Rd and walk through basketball court. 


pet goat in its corral, then climb thru the loosely SRA 


gate. Head slightly towards the railway but follow faint 


and back to the corner of the school property. From there 
faint path that eventually takes you down to and into the 
that runs alongside the old railway embankment. Follow the 
embankment S and you'll get to the tunnel. Of the 2 gates 
tunnel, the second is tied on with wire, so take a pair of 
to undo and re-tie after you've finished. After all, we 


want little kiddies falling up the airshaft do we?. 


[Sw:NDR, UBD-Wg:014F03, Grg:NDR, 
[GPS:-34.2119726243,151.000943439]]. 
*Sth end: Follow Chellow Dene Ave (Stanwell Park) N, at 


sign "No through road" (arrows pointing L and R) take L 


This is dirt road, becomes 4WD type [Sw:432E17, UBD- 


Grg:NDR, [GPS:-34.2255409477,150.994804294], XED, XNL, 


*Abseil: From 'Stanwell Tops', where the hang-gliders take 
Take the dirt road directly opposite the "Lawrence 


Memorial" [NDR, [GPS:-34.2213244106,150.99774819], XED, 


XWPT]. Road follows a line of power poles. Follow it for 


so, until you reach a 3m dia brick chimney [NDR, 
[GPS:-34.2203627046,150.997933783], XED, XNL, XWPT]. 


about 75m. 

Otford 

NSW 

Australia 

1993 Diode. 

4.0/5.0 

2012-05-20 14:00:00 (Raptor) - South entry is all busted 


now a walk in. 


2011-02-03 13:00:00 (H20odeluxe) - south entry has been 


will need 


Update: 
very 


gate 
fence 
fence to 
down 


Take 


almost all 


access 


Created: 
Modified: 


Name: 


Description: 


Stadium 
tunnel is 


Features: 
longer 


Access: 


west 
access 


the fork 


shut so unless your super skinny with a small head you 


tools to enter... will submit a picture in gallery 


2010-11-16 13:00:00 (Vox) - Access to the northern end is 

difficult now due to lantana and waterlogging. 

To find the north end go through the school. Once past the 
in the back fence go 5m ahead and you will come to a wire 
at the edge of an embankment in front of you. Follow the 


your right for 10m where it is broken at a small gully. Go 


the gully to the bottom of the embankment then turn left. 


something to cut the undergrowth with. 
The south end is far easier to access. You can drive 


the way to the sothern portal. At present there are no 


issues you can walk right in. 


1995-12-31 13:00:00 
2012-06-04 14:00:00 


Olympic Park Rail Tunnels 
One way rail loop with twin tracks, with the Olympic 


station in the middle. East tunnel is 200m long, west 


500m long. 
Only the shorter end has been explored by the finderer, 


tunnel is yet to be explored. 
The short tunnel is arched, with spraycreted lower walls, 


nicely lit. 

East end: down hill to portal on the south east corner of 
Parkview Drive and Australia Avenue. Over a low fence. 
[GPS:-33.846465,151.072867] 


West end: In a trench, 80m along Shane Gould Drive, south 


from the intersection with Olympic Boulevard. The best 


would be to climb down the grassy area in the middle of 


Locality: 
Region: 
Country: 
Care: 
2007. 


finishes. 


Water Level: 
Cond: 
maintained. 
History: 
To-Do: 
Found: 
Rating: 
Created: 


Name: 
Description: 
acted as 


Features: 
base 


leading up 


Access: 
Horseshoe 


service road 
Mist. 

Mist 

north of 
service 
reaching 

to the 
plant. 
Locality: 


Region: 
Country: 


between the two branches of the loop. 
[GPS:-33.851457,151.068921] 

Homebush 

NSW 

Australia 

No cameras on eastern portal when 1st explored back in 


There are however cameras looking into the tunnels as you 
approach the station. Obviously do after rail service 


Alcoves arent really alcoves... more like platforms with 
handrails that are in full view of train drivers. 

Dry - Dry 
Opened in 1997, in constant operational use & well 


Built in 1997 for the 2000 Sydney Olympic games. 


Explore the longer western tunnel. 
2007 Pandaman 
3.0/5.0 


2012-01-12 13:00:00 


OnPCo Overflow Pipes 
Two steel pipes, one 7ft the other 10ft in diameter that 


overflows for the penstock pipes at OnPCo Hydro Plant 
Located at the base of the plants outfall sluice, near the 


of the Niagara Horseshoe Falls. Exceptionally steep, 


to surge tanks situated at the top of the gorge cliffs. 
Same as for the Power station; Situated beneath the 


Falls [Mapart: 748 X38] its only accessable via its 


which also doubles as the access road for The Maid Of The 


Either make your down to the road thru the Maid of The 
Centre or directly from the access road which is just 


the centre, off Niagara Pkwy [Mapart: 738 W38]. Head down 


road, take the right at the fork and continue down. Upon 
to the left and head down 


climb over the fenc 


the plant, 


rocks, then follow along the front of the base of the 
Niagara Falls 

ON 

Canada 


Care: 


Water Level: 


the 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
service 


Access: 


into 


Locality: 
Region: 
Country: 
Care: 


#2 


Water Level: 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
needed. 


sections. 
Access: 
the 

path up 


inset. Over 


running 


towards 


Dont slip when climbing up the pipes. 
Trickle, but you'll likely get wet getting to them, from 


falls mist 

2004 Kowalski 
3,97340 

1995-12-31 13:00:00 
2007-01-06 13:00:00 


PA Hospital Tunnels 
Utility tunnels for hospital 
Brick tunnels, concrete tunnels, utilities, plant rooms, 


corridors, access to hospital service corridors 
1: Open door and climb down ladder into tunnel 
[GPS:-27.498340,153.032591] 
2: Climb over gate(s), walk down on stairs and open door 


tunnel [GPS:-27.498059,153.032683] 

3: Open door(s) into tunnel [GPS:-27.498246,153.033961] 
Dutton Park 

QLD 

Australia 

CCTV cameras on buildings surrounding entrance/exit #1 & 


Dry - Dry 
2014 Audacia 
5.0/5.0 


2015-06-15 14:00:00 


Penstock Tunnel, The 

A pneumatically drilled tunnel through a mountain. 

MPL: 850m. Ranges from 5.5' high sections to 10'+ 
Drilled through solid dolerite rock, so no support beams 


Stairway at the end of the tunnel. Ankle deep mud in 


Park at the end of Corin St, West Launceston. Walk across 


suspension bridge towards the power station, and take the 


the hill, until you reach a flat section with grilles 


the fence down where all the vegetation is, listen for 


water. [GPS:-41.459108,147.110569] 
You can exit at the U/S end, and bush bash up the hill 


back 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


History: 
110 


being 
pneumatic 
8-hour 
25 

5 


To-Do: 
wash 


Notes: 
with mud. 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
outside 


is 
Access: 
south 


turn 


Locality: 
Region: 
Country: 
Care: 
people 


Rating: 
Created: 


the lookout area and walk back over the mountain, or go 


through the tunnel. U/S entry- [GPS:-41.45785,147.10061] 
Launceston 

TAS 

Australia 

Best to do during warm-hot days. 

Shoe - Shin 

The tunnel was drilled to a length of 850-metres at a 1 to 


grade. Th 


tunnel was cut through the hill side instead of 
piped around and it took 16 months to complete using 


drills. Dolerite is so hard it took one week of eighteen 


shifts cutting from both ends of the tunnel to cut just 


metres however the average speed of the drilling was about 


metres a week. Was commenced in 1893. 
Go for a swim in the pens after emerging from the inlet to 


off all the mud and refresh. 
Look for the tag up spot near the U/S end. 


Tags written 


Jan 2010, Kensee & Scarecrow 
5.0/5.0 
2010-01-29 13:00:00 


Petite Centur 
Little Belt 
Old train tunnel, also provides access to the 14th Quarry. 
Graff, large steam vent, thru which echos sounds of the 


pillars in the new section, large hole in the ground that 


access to the 14th. 
From Rue Brillat Kuss go into the old railway yard on the 


side of Pl. de Rungis. Head to the back of the yard and 
right into the big square tunnel. [PdP:143(14)S19] 

14th District 

Île-de-France 

France 
Police ar 


sometimes in this area catching graffers and 


entering the 14th. 
2575.20 
1995-12-31 13:00:00 


Modified: 


Name: 
Features: 
tunnels 


rooms of 


with 


Access: 
side of 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Tunnel is 


Features: 
Access: 
of 


Grg:NDR]. 
the SRA 


Locality: 
Region: 
Country: 
Care: 
this area 


get due 


people 


Found: 


2005-11-09 13:00:00 


Picadilly Vaults 
12 large tunnels with numerous joining portals, crossing 


pillared chambers, some sort of platform(?), around 20 


various sizes, some of which look like air raid shelters 


baffled entrances, windows thru to the Tram terminus under 
station. 
Over or thru gate at the rear of Picadilly station, south 


Sheffield St, opposite Baird street. [A-Z:10D1/95F5] 
Manchester-Picadilly 

North West England 

United Kingdom 
Watch for Tram personel. 
2004 Siologen 
35/960 
1995-12-31 13:00:00 
2006-07-11 14:00:00 


Picton Rail Tunnel 
Disued single-track rail tunnel, supposedly haunted. 


short but made of sandstone arches & brick interior. 
Historic = built 1862. 
Turn right on the dirt rd opposite old church, just west 


railway overpass on Argyle St [Sw:403P16, UBD:368K04, 


When the dirt Rd forks, take the left Rd - you will see 


signs. 

Picton 

NSW 

Australia 

Update Woezie 2009: end of 08 police started patrolling 


and handing out bullshit fines for anyone they 


to some 
kids fucking shit up and shooting fire works at 


on the 
ghost tours. 
2005 Onyx/Ogre. 


Rating: 
Update: 
drv' 


"closing 


road. 


tunnel 


Update: 


1860s but 


railway line. 


during 
cannon 
ends. 


until a 


called 


through the 


Created: 
Modified: 


2.0/5.0 


2016-01-01 13:00:00 (Ghost) - Access: From 'Rememberance 


near Lumsdaine Street. 


There is a one-way asphalted road leading up to the tunnel 
itself. There are 2 sets of gates. both locked after 


hours' - apparently. The entrance gate is here on the main 


GPS: -34.173660, 150.608278 


Traverse 50m then take left hand track another 50m to 


entrance here. GPS: -34.172443, 150.606007 


fence here: 


Alternate entry: Climb over 3ft high wir 
-34.174347, 150.608144 

Completely exposed be wary of neighbouring houses and road 
traffic. traverse overland unimpeded about 200m to tunnel 
entrance. 


Note: This location IS Haunted! 


2010-05-22 14:00:00 (Sledgy) - MPL - Approx 150m 
History 
Known also as the Mushroom Tunnel, it was built in the 


became redundant in 1919 with the completion of the 


Before WW 


a firm used the tunnel to grow mushrooms but 


the War it was taken over by the army for mustard gas and 


shell storage even having sentry guards posted at both 
After the war, mushrooms were again grown in the tunnel 
fungus grew in the spawn and the business was abandoned. 


Allegedly the tunnel is now home to the ghost of a woman 


Emily Bollard who was struck by a train when walking 


tunnel. 


1995-12-31 13:00:00 
2016-01-02 13:00:00 


Name: 
Description: 
more 


Features: 
Access: 
to 


Placebo Room 
Cavity inside a staircase, named so cos you think its does 


for you than it really does. 
20'h, concrete inside, sandstone outside. 
Staircase that goes from the western bend in Pirrama Rd up 


Giba Pk [Sw:277C16/055C16, UBD:235N08/010L15, 


Grg:345C08/008F15, 


of 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 


Created: 
Modified: 


Name: 
Description: 


Features: 


Access: 
antwerp 


you go 


so. There 


far end 


pit, at 
door. It 
Locality: 


Region: 
Country: 


Lift off vent at back 


[GPS:-33.8642786564,151.192266122]]. 


staircase behind bushes. 
Pyrmont 
NSW 


Australia 


1998 Ogre. 

0.5/5.0 

2009-09-15 14:00:00 (Scarecrow) - Home to squatters. Still 
entirely accessible however. 

Ghost- September 2009. 


1995-12-31 13:00:00 
2009-09-20 14:00:00 


Pre metro 

TEL: +/- 8km 

50% is in use, 50% is just 
a lot of concrete, the pit 
go to the metro station called "schijnpoort" 


sitting there 


(near the 


sport palace) and make your way to the trams going to 
"linkeroever". You need to walk with the traffic here. If 


lower, to -2, then walk against the traffic. 
Its a very short walk to the intersection, about 70m or 


is a door which can be opened and your in. 
You could also abseil into the pit. There is a gap at the 
of the fence, next to the highway. 


The exit is far more easy. As soon as you've passed th 


the next station make your way to the top, and open the 


only opens from the inside. 
antwerp / borgerhout 
Flemish 

Belgium 


Care: Since my last visit, a lot of graffiti has been sprayed + 
bumping 


in to 8 other explorers just shows how popular this place 


is 
getting. Security might be tightend. 
Cameras on the platforms. 
Water Level: Dry - Dry 
History: It was planned at the beginning of the 1970s to builda 
completely underground network with a length by 15 km and 
22 
stations. However, due to financial difficulties only 11 
stations 
have been built. The network is now operated by De Lijn. 
The first 1.3 km section opened on 25 May 1975 between 
Opera, 
Meir and Groenplaats. Further sections were opened in 
1980, 1990, 
1996 and 2006. The newest station is at Schijnpoort in the 
northeast of the system. 
Found: ? 
Rating: 3.0/5.0 
Created: 2011-12-12 13:00:00 
Name: Rat Holes 
Alternate: Lithgow Train Tunnels. 
Description: 10 double-track train tunnels in a row on 1910 deviation. 
Lengths, 
#1(E) to 
#10(W): 552m, 110m, 174m, 404m, 164m, 182m, 
224m, 170m, 78m, 789m. TEL=2.847km. 
Features: See 4 tunnels in a row from 6 to 3. 
Access: Bells Line Of Road [NDR, XNL]. 


#1: Turn at "Tunnel 6,7,8,9,10" 
sign. Turn L at gate and down hill. 
#2: Turn at "Tunnel 


1,2,3,4,5" sign. Follow track to tunnels. Follow track 
until it 

disappears (tunnel #1). 
Locality: Clarence 
Region: NSW 
Country: Australia 
Care: Live train tunnels. Train run in both directions on both 
tracks. 

Watch orange lights!. 
Eek!: Orange lights don't give very much time to find refuge. 
History: These tunnels were constructed for the 1910 deviation to 
bypass 

the Great Lithgow Zig Zag. 
To-Do: Explore Fudge Slide and any other drains. 
Found: 1998 Trainman. 


Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


tunnels 
and the 


Features: 
tunnels, 


colour 
pipes, 
nitrous 


Access: 
basement 


that 


outside 


enter/exit the 


Hosp) to 


Locality: 
Region: 

Country: 
Care: 
= but 


security 
possible to 
door to 
story just 


say 


3.0/5.0 
1995-12-31 13:00:00 
2007-01-18 13:00:00 


Mail Slot System 
The "Mail Slot System" refers to the network of utility 


that connect up with the basement levels of Blocks 6 & 8 


surrounding areas. 
Tons of variety, shape & material changes; concrete 


brick tunnels, basement equipment & plant rooms, retro 


schemes, old medical equipment in basements, tons of old 


various different levels and rooms, heck there's even a 
oxide supply pipe ;) 


The system can be accessed via either the tunnels or the 


levels. 


Between Blocks 6 & 8 is a brick enclosure w/metal door 


leads down shaft into tunnel (N.B. Is padlocked from the 


and requires kicking the close) 
Using doors on either side of the roller door to 


basement of Block 8 
Using door on the far side of Block 6 (facing Adult's 


access tunnels 


Herston 

QLD 
Australia 
We've never 


ncountered security or staff down the tunnels 


it's still worth keeping your eyes & ears open. Hospital 
ride around the campus using Honda dirt bikes. It's 
look out from the basement of Block 8 using the roller 


make sure no-one is standing outside. Have a plausible 


in case and if they ask why you're wandering around just 


areas. 


Water Level: 


History: 
in 


To-Do: 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


beyond 


TEL=200m. 
Access: 
the 


traffic 


staff. 


you're trying to find one of those damn designated smoking 


Dry - Dry 
Blocks 8 & 6 are both heritag 


listed and were constructed 


1956 and 1966 respectively. 

Find separate tunnel/basement systems underneath the main 
children's & adult's hospital 

2014 Audacia 

5: 0750 

2015-06-03 14:00:00 


Redfern Rail Tunnel 
Short=Redfern RT. 
Rail tunnel (no rails, going down to Sth). Ends up just 


Redfern Stn. Often filled with rubbish and/or water. 


1: Via vehicle ramp Gibbons St esp if open. Slide under 


second gate at bottom. 
2: Via Cleveland St bridge, if you want to be seen by 


and you are Ok with heights. 
3: Via Lawson St bridge, if you want to be seen by rail 


4: Via Holden St, if you want to be mugged. 
*Site: [Sw:297G07/065G07, UBD:256B03/015C05, 


Grg:375G03/019C05, 


Nth of 
old 
about a 
Locality: 


Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


[GPS:-33.8899934503,151.201368208]]. Ccross rails to just 


derelict signal hut in middle of tracks. Entrance is below 


bldg. You have to squeeze under roof, as rubble is piled 


foot below roof. 
Redfern 

NSW 

Australia 
Ankle-Knee 

1992 Predator/Diode. 
0.5/5 ..0 

1995-12-31 13:00:00 
2004-09-20 14:00:00 


Redhead Bike Tunnel 
Short=Redhead BT. 


Description: 


line. 


Access: 


bike 


Locality: 
Region: 
Country: 
To-Do: 
Notes: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


but is 

two iron 
cavity 
large 

great place 


Access: 
side of 


Portland rd. 


(exactly) 


shoulder 


Locality: 
Region: 
Country: 


Notes: 
directly 


Water Level: 


Single-track rail tunnel on abandoned Adamstown to Redhead 


TEL=181m. 
Follow bushtrack at end of Faul St [Sw:NDR, UBD-Nc:144G16, 
Grg:NDR, [GPS:-32.952431369,151.716065199]]. Turn R at 


track. 
Adamstown 
NSW 
Australia 

Open gate at Burwood Rd and drive vehicles thru tunnel. 
Now a bike tunnel, complete with nice lights. 

2004 Pandaman. 

0.5/5.0 

1995-12-31 13:00:00 

2004-08-23 14:00:00 


Rodent’s Nest 
It looks like the work of some some huge burrowing animal, 


an old sand mine which excavated a layer of sand between 


stone strata. It has a large tunnel network that forms a 
which has over 1000 square meters of floor space. It has 


high caverns and a nice flat sany beach like floor. A 


for a party. 
Half way between Blackheath and Medlow bath, on the East 


the Great Western Highway. Alt: Park at the end of 


Medlow Bath. Then follow the fire trail north for 700m 


then turn of to the east on a very overgrown fire trail 


[GPS:-33.661990,150.279730] 
If parking on the 
Great Western HWY the best place to park is on the wide 


alongside the road and train line, 1.2km north of the 
intersection of the highway and Railway Pde 
[GPS:-33.661713,150.278201]. 

Medlow Bath 

NSW 

Australia 

Dry 

(2015 DC): There is another large cave/mine located 


into the 
set of 
condition. 
Found: 
Rating: 
Update: 
with a 
over the 
Update: 


clan 


symbols no 


Update: 
been the 


"Special 


area. The 


worthy 


if 


Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 
Albert 


Locality: 
Region: 
Country: 
Eek!: 
Found: 
Rating: 
Created: 
odified: 


underneath this Rodents Nest, accessed by climbing down 
gully around the back of the site, also, another smaller 
tunnels on the highway side of the hill but in poorer 
Rodent 2008 


4.0/5.0 
2014-03-30 13:00:00 (Scarecrow) - Gate has been locked 


heavy duty chain and very good padlock. Can still climb 
fence or go around. 


2013-12-13 13:00:00 (Meekrat) - There has been a lot of 


related marking of the sandstone, including two C/C 


more then 3m from each other. Please keep marking of the 
sandstone to a minimum. 


2011-05-20 14:00:00 (Cron) - Not sure if this has always 


case, but this location is within a water catchment 


Area", marked at various gates surrounding the entire 

fine for getting caught there is up to $11k, so probably 
of an "eek". Have pics of an information sign I can share 
anyone's interested. 


2008-05-20 14:00:00 
2017-02-15 07255:52 


Roma-Central Train tunnels 
Train tunnels 
3 tunnels (2 lit, dark), train stuff + rooms 


From Emma Miller Place on Roma St [159 N10] Over fence on 


St [159 N9] 

City 

QLD 

Australia 

No secca cameras apparently 
2003 dsankt/ekweleks 
3.5790 

1995-12-31 13:00:00 
2005-12-06 13:00:00 


Name: 
Alternate: 


Description: 


Vista. 
room 
Access: 
walk 


door to 


Locality: 
Region: 
Country: 


History: 


To-Do: 
well. 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 
walkways, 


building 


building 


Access: 
section, 


plant 
into a 


area. 


Water Level: 


Room 8716 

Old Windsor Rd Pedestrian Tunnel 

Old pedestrian underpass running southwest to northeast 
underneath Old Windsor Rd between Glenwood and Bella 


Underpass has been capped off at one end, making a large 


with a single point of access. TEL=20m. 
Park at the eastern end of Meurants Lane in Glenwood and 


south-south-easterly down the T-Way. Shortly after passing 
underneath the Norwest Boulevard bridge, you will see a 


your left, which is normally padlocked, at 
[GPS:-33.742083,150.947433]. 
Glenwood 

NSW 

Australia 

Dry - Dry 

Capped and closed during construction of Norwest Boulevard 
underpass. 

Check if tunnel exists on other side of Old Windsor Rd as 


2013 Devos, Raptor, Red 
2.0/5.0 
2013-12-28 13:00:00 


RPA 

Rodents Burrow. 

Sub-Basement under the 'Royal Prince Alfred Hospital’. 
Big, well-lit, split-level basement with nice concrete 


staircases, wall cavities, pipes everywhere, see an old 


being used as a footing! expansive. The roof of original 


gives you a great view of the city. 


ma 


*Climb down cavity at the E (Newtown) end of the new 


under new unfinished hospital entrance [Sw:296R07/064R07, 
UBD:255K03/014D05, Grg:374K03/017J05, 
[GPS:-33.889261196,151.182212795]]. Go through door into 


room, Then through door 45deg to L. This will take you 


wall cavity. Follow this around until you get to vast 


for 


the old 


section, 


door. 


ramp 


Clinical 


wooden 


leading 


Scarecrow 


drive 


stairs 


dog legs 


labelled 


area. Turn 


secondary 


shit. 


double 


to 


*Also: Go 


through door at S end, then through fire escape 


Area 2. Then through S door in Area 2 for Area 3. 


*Also: A hole under the stairs in Area 2, 


hospital. 
*Also: 


then take 


xJ 


UPDATE Flash 2009: 


takes you under 


Roof of original building: Go to lift in original 


stairwell to plant room. Use credit-card in 


#2 entry easiest at present. Delivery 


(pic in Gallery) access: Enter from rear 


Service Block 


double 


to service 


down side 


down to 


to the 


cafeteria 


right and 


lift 


#89. Take first R down driveway after 40m. Enter 


doors to vast cavity. Various doors in cavity 


tunnels etc. 


UPDATE Scarecrow/Hatsumi 2009: 2009 Hats and 


Using Flashs' map 


From the letter 'a' in Missenden Road see small 


of building. First door on left use to enter 


service tunnels. 
At base of stairs go straight ahead and tunnel 


right. Along right side look for turn which is 
and follow to end. You are now above eating 
walk straight to lifts. See small stairs into 
area, go up into here. 

Door to your right takes you to machinery and 


Anyway go straight ahead from top of stairs to 


blue doors, 


but look right and go in through red fire door 


passage to 


some Cars 


marked 


blue 


go 


wall. 


see 


across to 


servicey 


across 


go 


passing 


new 


cavities, 


day 


Down to 


stairwell.Take 
stairs to bottom and take right hand side 


fire door. 
hrough here into open maintanence area with 


parked. 
Turn left and walk straight to double doors 


Plant Room. 


m 


Through here go across to left hand side wall to 


single 
door. Now we are in a cavity but it appears to 


nowhere. Turn 
left inside and go to end and see dwarf door in 


Enter here 
and make your way to the far right. Look up and 


opening at 


top of wall. Climb up here into cavity and 


other side. 
Now turn left and hello we are in basement 


cavity. First 
door on left to more passages we didnt enter. Go 


expansive 
space to opposite side and to your left, stairs 


down. Follow 
wall to the right until you reach door, you are 


the sauna 
steam area, keep going. Through this door into 


plant room. Go 
nuts good explorer, lots of doors, more 


only went 
one way so choose your own adventure. 
So many options in this maze you could spend a 


working out 

how it all connect. 

b/ bottom of first stairs turn left into service 
tunnel, turn 

left again then at next junction turn right. 


medi 


end of 


then 


of 


all way 


to 


outside, 


wall, 


hasn't 


Region: 
Country: 
Care: 
To-Do: 


basement. 


down 


Found: 
Rating: 
Created: 


Modified: 


Name: 


Description: 


drive 


Locality: 


graveyard of hospital equipment..fire door at 


this area 
goes to stairwell to other areas. 
c/ bottom of first stairs go left into tunnel 


first right 
takes you eventually to driveway out other side 


missenden 
road. 
d/bottom of first stairs go left then stay left 


and end 


up at maintanence area with lil trucks they use 


drive around 
in, take door across to the right which goes 


immediately 
to your right see door other side of handrail in 


through 


here to old boiler room and passage that leads 


ladder down 
to some weird pit or ladder up to a hatch that 


been 
opened. 
e/ go good explorer 
Newtown 
NSW 
Australia 
Be quiet! Don't get caught. 


Find future access points: 
1 The stairwell at West end of new section goes to sub- 


(requires access to hospital). 
2 The delivery ramp at the back of the hospital that goes 


to the basement, has two doors that lead into cavities, 
unfortunately they are highly visible. 

2003 Rodent. 

530/540 

1995-12-31 13:00:00 

2004-08-23 14:00:00 


Sandy Hollow - Ulan Tunnels 
Four single-track rail tunnels, two of which you could 


never 


Access: 


Locality: 
Region: 
Country: 
History: 
1936 


portion of 


to 


the 


driveable. 
Steve 
Cotterill, 
(Cox's 


Borders. 
Notes: 
Bylong 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


through for many years. Unfortunately the line to Ulan was 
finally completed, however tunnel 5 remains completed and 


used. TEL=3.522km. 
From Sandy Hollow, head towards Coxs Gap and Ulan [NDR]. 
*Approximate GPS locations taken from map: 

1 E: [[GPS:-32.4255672182,150.284396444], RDI 
1 W: [[GPS:-32.4242189127,150.274996381], RDI 


2 E: [GPS:-32.4178051486,150.269449006], RDI] 
2 W: [[GPS:-32.4205533013,150.263965709)], RDI 
3 E:[[GPS:-32.4325832816,150.212302447], RDI 
3 W: [[GPS:-32.4398550058,150.191833612], RDI 
4 A: [[GPS:-32.3725060428,149.986309284], RDI 


Australia 
* The Sandy Hollow to Gulgong railway line was started in 


and stopped in April 1950. The Sandy Hollow to Ulan 


that line was restarted and completed in the 1980s. Prior 


completion, this was the status of the tunnels: 

1 was a drive-thru tunnel and actually sign-posted as an 
alternate route avoiding the hill of Coxs Gap. 

2 was drivable, but went nowhere. 

3 was only one-third completed when work was abandoned in 


1950s. Completed 1980s. 
4 was completed prior to abandonment of line. Not 


* The Australian movie "Chain Reaction" (1980) starring 


Bisley, Arna-Maria Winchester, Ross Thompson, Ralph 


Hugh Keays-Byrne, has footage of cars & chases through #1 


Gap) tunnel. Movie available on DVD, but only listed by 


Lengths: #1: Coxs Gap, 761m. #2: Coxs Gap, 410m. #3: 


1975m. 

4: Wollar Gap, 376m. 

Tunnel #5, see Goolma Rail Tunnel. 
1982 dTrog. 

2.0/9.0 
1995-12-31 13:00:00 
2007-01-17 13:00:00 


Screamer 
What! 


Description: 


size, has 
high 

Now is 
rather 
Access: 
Locality: 


Region: 
Country: 


Vater Level: 


Pipe tunnel, near Mini-Dipper. Same type entrance gate, 


more pipes, and emits a TOTALLY deafening scream, as in 


pressure gas through constriction. Or it did back in 1994. 


a 250m long version of Mini Dipper, but with manhole shaft 


than gates at far end. TEL=250m. 
50m W of W end of Mini-Dipper [Sw:274F14, UBD:232N06, 
Grg:340H06]. Heads under Western Freeway. Usually locked. 
Homebush West 

NSW 

Australia 

Fills up to thigh deep on occasion 


Notes: 
Found: 
Rating: 
Update: 


tunnel 


can be 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Access: 
another 


second 


Locality: 
Region: 
Country: 
Care: 

train times 


train 


TO=DO; 
Found: 
Rating: 
Created: 
Modified: 


Currently thigh deep. 

1994 Diode. 

2.0/5.0 

2010-03-12 13:00:00 (Ghost) - Locked with large chain and 
multiple fuckoff padlocks. Water now removed and part of 


now has a wooden hoarding to one side of it. Engine noises 


heard up tunnel. Also demoountables onsite 


1995-12-31 13:00:00 
2016-03-05 09:14:35 


Shooter 

Dombarton Snow Shute. 

Railway tunnel with a view. 

Go to Big Red (Farmborough Rd) [NDR], and follow tracks 


15mins and you will actually pass through two of them, the 


one is the best. 
Dombarton 

NSW 
Australia 

You NEED a 4WD to access it. Gravel roads. ALSO check 


before you go there as there isn't any room to hide if a 


comes. 
Trip the falling rock-detecting units!. 
2002 Trainman/Millsy. 

2.0/5.0 

1995-12-31 13:00:00 

2002-10-06 14:00:00 


Name: 
Alternate: 


Description: 


run 
These 
with 


Features: 
platforms. 


other 
rooms 
a 


Access: 
TET out 


of 
basement 


end and 


door with 


system 


enter 


Locality: 
Region: 
Country: 
Care: 
hour 7 


PIRs and 


tunnels 


All 


Sick 
SCG Hospital Tunnels 
A massive and complex maze of intertwining tunnels that 


through the basements of Sir Charles Gairdner Hospital. 
tunnels are rumored to run under kings park and connect up 


Royal Perth hospital some 5kms away. 
Pipe central. Massive walkways, stairs and viewing 


areas are well lit. Small cavities that connect up to 


sections of the tunnel. Round tunnels, square tunnels and 


with massive bits of mechanical equipment. You could spend 


couple of days in here and not see it all. 


(1) From hospital ave enter main building (marked with an 


the front) and walk to the end of the corridor. At the end 
corridor turn right and take the lift down to the lowest 
level. If you turn left at corridor walk all way to the 
take blue door lifts to the lowest basement level. 


Once in the service corridor enter any open bright red 


the safety warning reading "Before entering the tunnel 


please inform your supervisor or the shift engineer". 


(2) From back of main building go up delivery ramp and 


through bright red doors. 


(1). [GPS:-31.967136,115.816344] 

(2). [GPS:-31.966251,115.815091] 

Nedlands 

WA 

Australia 

This one of Perths busiest hospitals - therefore it is 24 
days a week. Multiple security staff there at all times. 


Cameras in service corridor. No such technology in the 


themselves. 


Eek!: Low headroom in some of the tunnels. Don't touch anything 
if you 
can help it - you may burn yourself. 
Water Level: Dry - Dry 
Cond: Perfect 
To-Do: Explore more sections. 
Notes: No tags. 
Found: Delo 2015 
Rating: 5x07 50 
Created: 2015-01-12 13:00:00 
Name: Siege's Cable Tunnel 
Description: Reasonably deep cable tunnel leading from the corner of 
the road 
near Pred's Bridge and Curlys to just uphill of the 
narrowing 
channel between Mulltdox and the railway underpass section 
(which 
resembles Roosters Egg). 


Access via what have been described as square heavy 


gatics, which 
are often left partially or fully open. 


Currently in a state of refurbishment and are surrounded 


by 

poorly constructed temp fencing. 

Once inside, permanent scaff leads down a shaft about 2-3 
stories 

deep (very rough estimate) 

The actual tunnel appears to be segregated by wood 
partitions 

(1/3 partitioned - 2/3 open) 

MPL/TEL 100-120m and Height of 5 feet (from memory, but 
could be 

4.5/4) 

Alternative to the Piss bay at Curly's (or the bridge) for 

crossing the Gore Hill freeway. 
Features: Good scaff to clamber, the shafts are pretty deep, 
definitely 

Rope-able. Interesting if you're a fan of the Dox System 
Access: Entrance [GPS:-33.813456,151.191832] 

(literally on corner of Punch Street and Lamb Road, open 
mulch 


patch near brick retaining wall) 


Exit (to Mulletdox) [GPS:-33.812458,151.192408] 


of 


side 
Locality: 
Region: 
Country: 
Care: 


Eek!: 
DOX 


pipes 


Water Level: 


Cond: 
History: 


to 


To-Do: 
surely they 


Notes: 
or known 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Cow. 


Features: 
"rack' 


underground 


Access: 
Flat. Take 


from 


Follow 


(halfway between Mulletdox Channel and walkway at the back 
Artarmon Reserve) 


Plenty of parking near the Cycleway on Punch St/Lambs Rd 
Also dedicated parking for Artarmon Reserve on Mulletdox 


Artarmon 

NSW 

Australia 

Fall Hazard in shaft, be careful if wet and slippery. 
Gatic entrance could pose further problems in and out. 
Tradies have left ends open, water has pooled at bottom of 


end, may be gross but can be avoided by walking on top of 


over water. 

Ankle - Waist 

Untouched 

Being council revisited and updated as part of the 2013-16 
indfield Cable System Update that may have stopped power 


Curly's 
Explore or investigate behind the wooden partitions, 


would have been added for a reason 
May have been found before by old school. But not listed 


according to Ratter 2015 
2015 - Siege 

2.0/5.0 

2015-08-12 14:00:00 


Ski Tubes 
Skitube Alpine Railway 
Connecting railway tunnel between Bullocks Flats and Blue 


MPL 5.9km. Diameter up to 5.5m. 
Uphill (max. 12.5% incline) standard gauge railway. Third 


rail. Circular tube sections, rock-blasted sections, 


stations, side tunnels, lights. 
Access through the portal at the lower end at Bullocks 


the marked turnoff for 'Skitube' off Alpine Way (14.8km 
Thredbo, 19.1km from Jindabyne) and park in the carpark. 


the rail line to the portal (2.6km walk). 


Perisher 
west of 


Locality: 
Region: 
Country: 
Care: 


maintenance 


present. 
Eek!: 
tunnel. 


always on 
next to 


them if 


used 


History: 
beginning 


companies 


Bullocks to 


opened 


To-Do: 
Notes: 
the 


park, 


over the 


Vater Level: 


[GPS:-36.429505,148.432824] 
There is a locked door for vehicle entry connecting to a 
side-tunnel near Perisher Station. Located just off 


Creek Rd (near the carpark). Look for a dirt road (?) 50m 


the creek. [GPS:-36.402657,148.411402]. 

Perisher Valley 

NSW 

Australia 

Only do during the off-season when the system isn't in use 
(October-May). Note that there may be scheduled 


during these times though. 
Keep out of sight at the rail yards. There is security 


There are point-to-point motion sensors throughout the 


There is one at the portal entry. The reflectors are 
the left hand side (going uphill) with the sensor always 
a power-supply box on the right. You can easily go under 


you see them, just keep an eye out. Cameras located at the 
underground stations. Some outside. These are likely just 


for normal operation surveillance and monitoring. 
Dry - Slimey 
Construction commenced in October 1984, with tunnelling 


in June 1985. A consortium of Swiss and Australian 


provided the rolling stock, overhead wiring, sub-stations, 
communications and signalling. The line opened from 


ntire lin 


Perisher on 26 July 1987 with th officially 
on 29 August 1988. 


http://en.wikipedia.org/wiki/Skitube Alpine Railway 


http://lotsberg.net/data/australia/skitube.html 
Go all the way to the Blue Cow End. 
Press the orange button on the controller boxes to turn 


lights on. 


There is a well signposted track that goes from the car 


passes under the bridge over the Thredbo River and then 


pedestrian side of the bridge that is a lot less sus than 


This is 


to walk 


doesn't 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


Highway 


old 2 


check it 


also 


Features: 
and 


Access: 
Victoria 


road as 
fields, 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Water Level: 


Cond: 


wandering up the train tracks in full view of the yard. 


the way Vox, Rabbit and myself returned. -Lb. 


The pedestrian side of the bridge also feels a lot safer 


on. There is a fence to keep you off the tracks, but 


extend far beyond the bridge and is easy to get around. 


http://img18.imageshack.us/img18/6995/hxqu. jpg 
Melbourne and Sydney Cave Clan 

50750 

2013-12-03 13:00:00 


Soldiers Pinch Tunnel 
Zombies Pinch Tunnel 
A 20ft high, 50m long concrete arch tunnel under the 


between Mt Victoria and Blackheath. 


This tunnel is where th 


newer highway crosses over the 


lane highway. Its not very exciting, but you may as well 


out if your passing by. 


This 
tunnel was used in the 2014 Aussie zombie movie called 
"Wyrmwood". It is sometimes used to hold raves in, and is 


frequented by graffers. 
The original 2 lane highway, lots of old broken speakers 


stereos, large pieces and hundreds of empi 
Park at sports field on unnamed road, just 


y spray cans. 
south of 


ct ct 


Falls Rd: [GPS:-33.600429,150.265796] or drive down dirt 
far as you can. Tunnel is approx 900m south of the sports 


passing under the highway: 
Mt Victoria 


[GPS:-33.603272,150.268548] 


NSW 
Australia 
N/A 

N/A 

Dry - Dry 
Graffed 


History: 
was 


due to 
area was 


TO=DoE? 
Looks 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
Access: 

Rd 


Locality: 
Region: 
Country: 
Eek!: 

Water Level: 
Cond: 
History: 


accident. read 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
stations 


rarely 


history. 
Features: 


The old highway route here, besid 


only being two lanes, 
extremely dangerous. Many serious accidents happened here 
the many sharp corners and poor camber of the road. This 


bypassed for the new highway. 
Check out whatever this is: [GPS:-33.602381,150.268393] 


like a gpt of some sort. 


More 

stuff here: [GPS:-33.602255,150.271124] 
2014 DC and Cactua 

0.0/5.0 


2015-04-23 14:00:00 
2017-02-15 07:56:42 


Sooty and Sweep 

Samford/Yugar Train tunnel 

Disused train tunnel 

Big, bats, soot :) 

Rough stairs down to train lines, 25m back along Mt Samson 


from intersection with McDowalls Rd. 
Yugar 

QLD 

Australia 

Blocked by rubbish at other end, bats if you scream, 
Bottom of shoes 

Good 

Opened 1919, closed 1/7/1955 (or so) due to train 


[106 J8] 


more in "Railway Tunnels in Queensland" by Brian Webber 
2003 dsankt 

33. 9/9,20 

1995-12-31 13:00:00 

2005-01-04 13:00:00 


Martin Abandoned Metro Station 
Martin, the most interesting of several phantom metro 


Gla 


in Paris, two levels, four platforms, active lines and 
seen relics of a forgotten time in the Paris metro’s 


Trains, old advertising, RATP Junk, the station! 


active 


Access: 
Paris for 


will get 


Republique 
is 
fails 


problems but 


to line 


changing 


because ther 
Paris 
way will 


what 


you're 
because 


street 


artin 


Locality: 
Region: 
Country: 
Eek!: 
RATP 


the Paris 


Water Level: 
Cond: 
was 


The lines that run through the station are still very 


which always makes things fun. 
Access changes all the time so ask a clanner living in 


up to date details, but generally trying the following 


you in: 
1) Via the tunnels from either Strasbourg St Denis or 


above th But there 


on line 8 or 9 (lines run on other). 


cameras at the entrance to all tunnels so unless all else 


don't use this access (we've used it before without 


we could have been lucky). 

2) Via the tunnels from republique on line 5 then change 
8 via the raccord tunnel (short cut tunnel used for 
trains between lines). This is our access of choice 


are no tunnel cameras, but if you've never explored th 


metro before make sure you go with a local because this 


probably get you lost, killed or caught if you don't kow 


you're doing - ask a local. 
3) There are a number of old entrances on the street, if 


insainly lucky one could be left unlocked, just try them 


they could be the easiest access. Wonder around on the 


above (Bvd. St. Martin) and you will find them 
[GPS:48.868469,2.359014]. 
4) There is access to the ventialtion shafts on Bvd. St. 


but they almost always require a key 
1lith arrondissement 

Île-de-France 

France 
Trains will 


(ask CC local). 


kill you, the third rail will kill you, the 


police will beat you to an inch of your life. Exploring 


metro is no game. 
Dry - Dry 
Graffed, but otherwise the way it was in 1939 the day it 


closed. 


History: Before the Second World War, the French government drafted 
plans 


in case of invasion that included the closing of non- 
essential 
stations on the metro, St Martin was one of those 
stations. The 


station was closed in September 1939, 8 months before the 
German 
invasion and remained closed until the Liberation of Paris 


in 
August 1944. The re-opening was short lived and the 
station was 
permanently closed soon afterwards due to the close 
proximity of 
surrounding stations. 


Found: It was never lost... 

Rating: 520/50 

Created: 2010-10-24 13:00:00 

Name: St.James AirCon 

Description: Air conditioning for the railway station bearing the same 
name. 

Access: A: Via large grille in flower bed next to Hyde Park 
Fountain 


[Sw:277L18/026L18/056L18, UBD:236F10/003L04/000fFO8, 
Grg:346A10/004A04/000dF08, [GPS:- 
33.8705761635,151.21227282]]. 
Use a stick (like we did) or make a tool (like we did the 


night 
after) just a hook to press on the release lever under th 


grille 

(just like Ogre told us 3 years ago). 
B: [Sw:277K18/026K18/056K18, UBD:236E10/003K04/000fD08, 
Grg:345K10/003K04/000dD08, [GPS:- 
33.8706095282,151.210845161], 
XED, XNL, XWPT]. 
* Both do not connect. 


UPDATE Scarecrow/Hatsumi 2009: 2009 Hats/ Scarecrow 


access via 


fountain garden grill still fine, easiest of all 
air 
con entry 
points. Once inside main area/room look under 
air con 
ducting, 
through smallish gap you can make out a railing 
and 


hole in floor 
via which a ladder provides access to small 


tunnel and 


way to 


look. 
Locality: 
Region: 
Country: 
Care: 
grilled door 


Equipment" 


Found: 
Rating: 
Update: 
flower 


access. 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
and 


resident 
in 


Features: 
tunnel, 


to below 


water 


Access: 
Cahill 


down off 


the 


about 


the 
disused mens toilet >> then station proper. Only 


here is 
by under the ducting;easy to miss if you don't 


Sydney CBD 

NSW 

Australia 

Leads into the station proper (Mens toilets and that 
in the station with the "Warning Telecommunications 


sign on it). 

2003 Mr India. 
3.0/5.0 

2013-11-07 13:00:00 


(Scarecrow) - The entire grille by the 


beds near the fountain has been welded shut. No more 


1995-12-31 13:00:00 
2013-11-11 13:00:00 


St.James Tunnel 
Lake St James. 
Length of double-track disused tunnel 


(Nth) 


(complete with rails 


lights), followed by further unfinished section, with 
lake. Terminates directly under Pioneer (circular) garden 
Botanic gardens. TEL=662m. 

Valk down the middle of a huge lit, double line rail 


without fear of trains, thru a rock blasted pilot tunnel 


a tall shaft then down to Lake St James with crystal clear 


& sandy beach. A place to go boating underground. 
1: Take ladder next to the staircase that leads up to 


Expressway on Maquarie St side, down to air con. Climb 
air con and head up tunnel [Sw:277L14/024L14/056L14, 
UBD: 236F06/001L12/000dG07, Grg:346A06/002A12/000bG07, 
[GPS:-33.8614633145,151.213133126]]. 

2: St. James Station entrance. From Platform 2, 


run down 


tracks towards Circular Quay, same way as trains go. After 


gate 


Ignore 


that 


trains stop 
Station 

the 

This 
Locality: 
Region: 
Country: 


Care: 
out 10-15 


nearest 


and 

run. 

seen by 
Bondi 
Photos: 
History: 
except as a 
WWII. 
Found: 
Rating: 


Update: 
at 


and 


been 


Created: 
Modified: 


50m, it widens out where other tunnel joins from R. Wire 


also at your R leads back to centre tunnel off platforms. 


it. Go beyond it and you will find a little crawl space 


leads into St.James. Other way involves waiting until 


running, then walking up live tunnel from Circular Quay 
until you come across a gated off passage on the R side of 
tunnel. Climbing over this isn't easy, but can be done. 


places you at the lake end. 

Sydney CBD 

NSW 

Australia 

* Keep an eye on the orange LED warning lights: they go 


seconds before a train hits you. Head directly to the 


alcove, don't lie down between the tracks. 
* Never do tunnels whilst scheduled trains are running, 


remember that outsid 


scheduled times, trains may still 


* Help preserv 


location exploration status. Do not get 
drivers, as they will do the same as they did with the 
portal - cameras & sensors. 


Plan available on Cave Clan site. 
Built as an Inner Western Line, never used for trains 


terminus for City Circle trains. Used by military during 


1992 Predator/Diode. 
5.0/5.0 


2010-12-10 13:00:00 (Hatsumi) - from active side voices of 


least two people heard (2.30am) 

on other side of door to platform. 

signs of some work being done, alterations to between lake 
disused train tunnel ( gate ) some indications work has 


recent. 


1995-12-31. 13:00:20.0 
2010-12-12 13:00:00 


Name: 
Alternate: 


Description: 


Station. 
addition 
has been 
reasons 
Macarthur 
tunnel. At 
doorway, 


Features: 
graffiti 


Access: 


from Nth 


climb 
Locality: 
Region: 
Country: 
Care: 

out 10-15 


nearest 


and 
run. 


seen by 


Bondi 


Water Level: 


Photos: 
History: 
by 


Found: 
Rating: 


St.James Tunnel (Sth) 
Hyde Park Bomb Shelter. 


Unused double-track rail tunnel extension from St.James 


Converted 


to basic air raid shelter during WW2, 


by the 


of several blast barriers along its 


length. One barrier 


partially demolished with explosives at some time, 


unknown. Climbable. Legend has 


had his WW2 command bunker som 


for 
it that General Douglas 


where in or off this 


one point on the W wall, there 


concreted up. TEL=375m. 
Veils of tree roots from 


Crees 


t. James Station entrance, 
BD:236EF10/003J04/000£f£C08, 


Grg 


sgee 


extension, 
platform 1. 


over it. 

Sydney CBD 

NSW 

Australia 

* Keep an eye on 


seconds before a 


alcove, don't lie down between 


or run down tunnel the same 
You will reach a siding with a gate. 


the orange LED warning lights: 


train hits you. 


is what might be an old 


in Hyde Park above. Much 


far end, dating back to construction of tunnel. 
[Sw:277K18/026K18/056K18, 


>345K10/003304/000dC08, 


GPS:-33.8706052877,151.210553371]]. Stoop under station 


dir as trains from 
If locked 


they go 
Head directly to the 


the tracks. 


* Never do tunnels whilst scheduled trains are running, 


remember that outsid 


scheduled times, 


* Help preserv 


drivers, 
portal - cameras & sensors. 
* Exits to adjacent live rail 


Shin 


location exploration status. 


trains may still 


Do not get 


as they will do the same as they did with the 


tunnel. 


Plan available on Cave Clan sit 
Vas part of early plans for 


Bradfield, the sam 
1992 Predator/Diode. 
5.0/5.0 


ngin 


ce. 


Eastern Suburbs line designed 


r who designed SHB. 


Created: 1995-12-31 13:00:00 


Modified: 2007-03-07 13:00:00 

Name: Stat! 

Alternate: RNS Cable Tunnel #1 

Description: it Cable Tunnel in Royal North Shore Hospital. 
TEL=100mtrs 
L-Shaped 

Features: The usual pipes/cables. 
Ladder entry/exit (currently locked). 


Current access via building only. 
Access: Park in Herbert St (pacific Hwy end), see big brick 
chimney near 


pedestrian overpass. See build attached to 


chimney 
currently 
being renovated. Enter build (ground floor) and 
look 
for 
staircase. Behind stairs is tunnel. 
Exit possible at other end via ladder, but is 
currently 
locked 
topside. Lock swap to be done asap. 
[GPS:-33.821772087512684,151.1930912733078] 
UPDATE 03-2009 Hatsumi: front door access to 
building 
now has 
doors, likely to have to swap locks at other end 
of 
tunnel now to 
access, although doors not tested. 
Locality: St Leonards 
Region: NSW 
Country: Australia 
Care: Active hospital site. Developers/builders also around. 
BDAN or 
after 6ish. 
Vater Level: Dry > Dry 
Cond: Dusty 
To-Do: Find more. Swap lock so still accessible after reno's 
done. 
This build also has an old hooper/hoist with 
climable 
ladders 4 
storeys high. Opposite staircase. I accessed 
from 2nd 
level of 


build. 


Feat dead 


Notes: 
Found: 
Rating: 
Created: 


Access 


to chimney also possible from outside. 


crows/magpies. 
Will upload pic to gallery of topside exit also. 


Fl@sh - 2009 
3.0/5.0 


2009-07-14 14:00: 


00 


Name: 
Alternate: 


Description: 


is 


Access: 
along 


the power 
is close 


of the 


tunnel. 


Locality: 
Region: 
Country: 
Care: 


holidays. 


Water Level: 


Cond: 
History: 


To-Do: 
Found: 
Rating: 
Update: 
black 


Stockrington Rail Tunnels 
Richmond Vale Railway Tunnels 


Two abandoned brick rail tunnels. The first shorter tunnel 


dry, the second tunnel is flooded. 


TEL (Tunnel 1) = 
TEL (Tunnel 2) = 


~150m 
~390m 


Park in the clearing on Seahampton Road. Walk north-east 


the road until it takes a left hand turn and goes under 


lines, then turns back to the right (1kM). Here the road 


to the railway cutting. Take the track on the western side 


road and drop down into the railway cutting (150m). Walk 


south-west along 


Second tunnel is 


the railway cutting (1km) to the first 


about 1.4km along the track. 


Tunnel 1: [GPS:-32.879436,151.577953] 
Tunnel 2: [GPS:-32.877073,151.564872] 


Seahampton 

NSW 

Australia 
Currently (2011) 


activity in the area including weekends and public 


there is lots of mining and construction 


Vehicles using the rail cutting will not be expecting 


pedestrians. 
Dry - Waist 
Sound 


From www.nswrail. 


1857 Opened 
1962 Closed 


net 


Find Third tunnel in series 
Pandaman, Refound by Batou- 2011 


2,07 590 


2016-02-03 12:54: 


k!: Red bellied 


ti 


17 (The Edge) - Updat 


tunnel 


Update: 
the 


road until 


then 


the 


road 


west 


Second 


32.877073,151.564872 


and it 
and the 
the name 
bridge is 
are 


the 


Update: 


first 


n 


m 


2 
mn 
U1 
D 
3 
H 
mi 
= 


snakes encountered around Tunnel 3 and the bridge west of 


34 


2016-02-03 12:53:02 (The Edge) - Update Access: Park in 


clearing on Seahampton Road. Walk north-east along the 


it takes a left hand turn and goes under the power lines, 


turns back to the right (1kM). Here the road is close to 


railway cutting. Take the track on the western side of the 
and drop down into the railway cutting (150m). Walk south- 
along the railway cutting (1km) to the first tunnel. 


tunnel is about 1.4km along the track. Tunnel 1: 
[GPS:-32.879436,151.577953] Tunnel 2: [GPS:- 


Tunnel 3 is much farther from tunnel 2 and is on 
the corner of george booth drive and richmond vale road 


has two trestle bridges on either sid Part of tunnel 3 


bridge west of tunnel 3 sit on private property - hence 


Dredd's Tunnel and Crossing. Best access to the western 


down the steep ravine from Avery's lane. The landholders 


quite protective of the area so try and keep hidden from 
houses when going to the western bridge. 


2016-01-31 11:22:26 (The Edge) - Update Description: Three 
abandoned brick rail tunnels and two trestle bridges. The 


shorter tunnel is dry, the second tunnel is flooded. 


muddy. Trestle bridges one and two sit side by side with 


and both are in pretty bad condition. TEL (Tunnel 1) = 


(Tunnel 2) = ~390m. TEL (Tunnel 3) =~100m. 


2016-01-22 10:53:38 (The Edge) - Update Alternate Nam 
Maitland Railway Tunnels 


2016-01-22 10:53:06 (The Edge) - Update Name: Richmond 


Created: 


Name: 


Description: 


Features: 
Access: 
[159 H10] 
Locality: 
Region: 
Country: 
Eek!: 
History: 
Found: 
Rating: 
Update: 
into 


Created: 
Modified: 


Name: 


Description: 


from the 
Park. 


Features: 
gate, 


The other 
Gale 
vents. 


Access: 
bridge 


Railway Tunnels 


2011-11-11 13:00:00 


Suncorp Stadium power tunnels 

U'ground power tunnels. Square doubles with cable racks. 
Leads to building with big power equip. 
2 GMH near silver vents on Hale St exit from Milton rd 


Milton 

QLD 

Australia 

Security at stadium, may be alarmed. 
Built mid 2002. 


2002 dsankt (who else was there? I cant even remember) 
4.5/5.0 
2014-09-26 14:00:00 (Audacia) - Locked doors leading up 


Substation are alarmed. 


1995-12-31 13:00:00 
2014-11-03 13:00:00 


Sydney Tram Tunnels 
Mythical, yet blatantly obvious set of tunnels, running 


used for a Car 


Harbour Bridge to Wynyard, where they ar 


TEL=1.2km. 
Two tunnels, 30'h, one which arrives after 400m at an old 


beyond which is the lit tunnels of the Wynyard Carpark. 
dead ends after 500m as the outlet for the Carpark A.C. 


force winds meet you as you stand in front of the 6' x 5! 


Bradfield Hwy, The Rocks, wher 


the pedestrian walk on the 


ends [Sw:277J313/024313/056313, UBD:236D05/001G09/000cN02, 
Grg:345J305/001G09/000aHO2, [GPS:- 


33.8582114628,151.207158835] ] 


near the 
covering 


windows on 


there is an alcove behind a fence, beneath the roadway, 
Pylon Lookout. Over/thru fence, and pull up meshing 


tunnel, crawl under, adjacent tunnel is accessible via 


on 
intersection, 
rollerdoor, 
to 

Locality: 
Region: 
Country: 


Care: 
holes in 


seem to 
dusty. Car 
converted 


found 


History: 
former 


station 
lines 

proper & 
line was 
tunnels 
Wynyard. And 
been 

drink cans, 
1959) 


Found: 
Rating: 


m 


the E side (this entry now has locked gates & is no longer 
accessible). Otherwise go into Wynyard carpark at entrance 


Cumberland St just N of Essex St, walk down ramp to 


turn R, jump over gate (gate replaced by a locked 


requires people to lift roller door allowing a thin person 


enter to open door). 


S 'Care' below. 
The Rocks 
NSW 


Australia 
* Don't enter live tunnels, which can be accessed thru 


the W side, unless its past 2am at night. Workers don't 


mind as long as you don't SMOKE! A.C. Tunnel is very 


exhaust et al. The first 50m of the L tunnel has been 


into a shooting range by Police. Aggressive homeless guy 


living there in 2002. 

* Security on SHB. 

* Nice new sharp pointy metal fence at SHB end. 

* Northern portals have locked gat 

* Camera overlooking northern entry at SHB walkway. 


Former tram tunnels once used to take trams to & from the 


platforms 1 & 2 at Wynyard (till this day Wynyard train 


still doesn't have a platform 1 & 2) for the Northern tram 


over the SHB (they didn't continue south into the city 


didn't connect to the rest of the tram system). The tram 


closed in 1959. Parts of them were later used as access 


for the car-park under the (former) Menzis Hotel in 


although many people have been through there, & it has 


cleaned up, old cigarette packets, tram tickets, soft- 
& other 'memorabilia' from it's time of operation (1930s- 
could still be found in there as late as 2011. 


1998 Ogre. 
4.0/5.0 


Created: 
Modified: 


1995-12-31 13:00:00 
2004-08-25 14:00:00 


Name: 
Alternate: 


Description: 


Features: 
and 


Access: 
here, at 
towards the 
with 


buildings, 


railway 
Carriage 


from 


making 


lock that 


Locality: 
Region: 
Country: 
Care: 

not 


it lies 


Found: 

Rating: 
Update: 
section 


allows 


at 


Tarago, The 

Redfern Pedestrian Tunnel 

Disused tunnel underneath railway line. 

Staircase half way with an opening to watch signals change 


trains go past. 
Cnr Codrington & Wilson Streets [Sw:297C08/065C08, 
UBD:255N04/014L08, Grg:375C04/018F08]. Go down stairs 


[GPS:-33.893363,151.192078]. Head east then southeast 


railway line between the two buildings which are lined 


roller doors. 


nd between the two 


Go through gate at the southern 
[GPS:-33.894277,151.192729], and travel west along the 
corridor. 

The staircase into the tunnel is at the southern end of 
about 100m 


Works right next to the live lines at Redfern, 


the gate. [GPS:-33.894631,151.191621]. 


Gate at bottom of stairs has been dislodged from the wall, 
for easy access. 


There is a gate at the end of the tunnel with a railway 


accessed stairs 
Eveleigh 

NSW 

Australia 

You are extremely close to live lines. 


leading into the Eveleigh railway yard. 


Do not get seen. Do 


nd of the tunnel as 


get hit by trains. B 


quiet near the 


underneath the Eveleigh railway yard. 
2004 Trioxide/Hatchet/Infectoid. 
2.0/5.0 

2009-11-06 13:00:00 


(Hatsumi) - 2009 the once blocked end 


of tunnel has been expertly cut open with an oxy torch and 


rail 


work 


Created: 
Modified: 


Name: 


Description: 


line that 
25-30 


Features: 
Access: 


fence 


confined 


simply 


Locality: 
Region: 
Country: 


Water Level: 


Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


and 


passage to a staircase which thence leads closer to the 


fixit people yards on the the redfern side. 
this location still requires much stealth or at least wear 


gear and reflector vest to fit in. 


1995-12-31 13:00:00 
2009-11-16 13:00:00 


The Canterbury Crack 
weird little concrete tunnel in the side of the railway 


goes nowhere and seems to have little to no purpos, about 
meters long, about 5.5ft tall 


spiders 
park at canterbury ice rink / pools on phillips ave. 


follow pathway between the ice rink and rail way 


when you hit the triangle intersection stop and jump the 
or open the gate onto railway land 


look up the hill and notice opening with a gate and 


space sign 


lock on the gate is fucked but the wire has been cut , 


push to open 
[GPS:-33.909945,151.114845] 
Canterbury 

NSW 

Australia 

Dry - Dry 

Woezie, Diser - 2012 
0.5/5.0 

2012-01-28 13:00:00 


The Incubator 

Bradfields Cable Tunnel 

Old drain-like cable tunnel running under Warringah 
Freeway/Bradfields Hwy. 
7ft segmented pre cast rectangular tunnel with water pipes 


power cables. 


Features: 
10ft 


door. 
Access: 


way you 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
exiting. 


Water Level: 


Cond: 
To-Do: 
under 


Notes: 
to be 


method 


Found: 
Rating: 
Created: 


Name: 


Description: 


depth. 
Features: 
leads 


River 


Access: 
bridge. 


gated 
Locality: 


Region: 
Country: 


MPL 125m 


Old cables, lots of spider eggs, ladder with landing in 


chamber. Cables running through wall to substation next 


Service door in Alfred St North, Neutral Bay. 

Approx opp #359. See two doors. Card southern most door. 
[GPS:-33.835953,151.211718] 

Ladder at western end leads to immovable gatic. Exit same 


entered. 
Neutral Bay 
NSW 
Australia 

Don't mess with vent in ceiling gap at western end. 
ntry/exit is exposed. Listen for cars/people before 


ti 


BDAN. 

Dry - Dry 

Original 

Crawl the 3ft rcp in the park @ end Hampden st (heads 


freeway). 
Vent at western end (end Hampden St, North Sydney) is able 


opened (tools needed) topside. Advise against using this 


of entry. 
-33.83591,151.210359 


Fl@sh Bastion Hatsumi Meekrat Scarecrow 2011 
320/50 
2011-06-27 14:00:00 


The Minger 
Large pillared reservoir containing water of unknown 


Bordered by numerous walkways and large overflow ramp with 
to a 5ft rcp, then out via a small staircase into the 


Medlock Canal. 
Cross to the southern side of the Melock via the Bank St 


Climb down into channel then head u/s 50m to the 5ft high 
tunnel in the side of the channel. [A-Z:96C2] 
Phillips Park 

North West England 

United Kingdom 


Care: 
about 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


rail 
long. 
Features: 
wall 

into or 
are much 
they 


Access: 
end ). 


is 
wing it 


you reach 


out 


currently 


Locality: 
Region: 
Country: 
Care: 

his 


OPP 


Eek!: 


Very smelly! Very slippery. Don't do after rain. Not sure 


gas content inside large chamber. Maybe open manholes in 
wasteland above for ventilation. 

No, but very slippery 

2004 Siologen/Oriface 

2.5/5.0 

1995-12-31 13:00:00 

2005-04-30 14:00:00 


The Mirage 
Under The Nose 
Disused, or appears as so, cable tunnel running under the 


line.... 8ft high x 4.768ft wide and not far off 100m 


Standard cable tunnel affair with old racks running along 


not unlike many others you may or may not have ventured 


will venture into...although the ones under the nsw uni 


nicer and newer and the cables are coloured; and as such, 


don't look like these ones. 
bush bash from the carpark at end of oval ( the Maude st 


the nearby sydenham stayte wail facility on the other sid 


sensitive to people crawling around so you will have to 


through the bush between the line and the oval but once 


an empty shed amongst the trees you will next come to the 
'mirage' a 6ft high concrete structure jutting 90 degrees 


from under the train line - this is it / the door is 


functioning and easy to open. 
[GPS:-33.915979,151.161897] 
Sydenham 

NSW 

Australia 

over canal at Sydenham station end is the security dude in 


hut....be stealthy and don't blatantly walk the train line 


the xpt centre area. 
don't stick scissors into the power sockets 


Water Level: 


Cond: 
History: 
told i 


To-Do: 
Found: 
Rating: 
Update: 


here: 


head 


entry 


and 


Grounds 


Created: 
Modified: 


Dry > Dry 
good yet old 


had seen this from the train a thousand times only to be 


must be seeing things... 
:D 


.. apparently i wasn't. 


dig out the doorway at the other end and see where it goes 


2009 Hatsumi & Scarecrow 
2.0/5.0 

2012-11-19 13:00:00 (Gho 
Access: 


train] 


From this spot: 
ine along fence an 


st) 


- Description: 


MPL=50m. 


-33.91527,151.161548 head toward 


=3 3 9 L56 T ATL 61ST 


d enter through unlocked gate 


Head straight down path to corner of building here 


-33.915670,151.161731 an 
along fence 
line till you come to an 


-33.915874,151.162062. 


As your heading along th 


d turn right, 


opening 


is section of footpath, 


will be visible as a concrete pil 
right, through the fence. Her 
Just goto hole in fence and doubl 


entry is unexposed. 


Can be done by day, 


keepers. 


2009-11-06 13:00:00 
2013-03-22 13:00:00 


then turn left and 


in the f her 


nce 


the tunnel 


llbox structure to your 


-33.915862,151.161916 


le back. Door not locked 


make discreet entry and watch out for 


By Night the tennis court is active and well lit. 


Name: 
Alternate: 


Description: 


the 


Two 


sandstone, 


The Stonewall 
Market city foundations, 
The space between th 


surrounding sandstone be 


Some interesting things 


Paddy's 


drock. TEL=50m, 


grotty little caviti 


s between th 


Cavities 


foundation walls of Market City and 


MPL-50m 


in the carpark of Paddy's Markets. 


cinderblock and the 


and one air exhaust plenum that runs along a wall. 


FIRST CAVITY: 


About metre wide, with one tight spot. Opens out at the 
other end 

into a little room with a bunch of pipes and a grubby 
chair. 

There's a doorway here with a gate that was unlocked last 
time we 

checked. TEL 50m? 


SECOND CAVITY: 

Much narrower, and you gotta dodge protruding 

cables/pipes. Runs 
behind the air conditioning plant room - there might 


conceivably 

be access, but we turned back where the cavity gets so 
narrow 

you'd have to chimney up and climb across. Stinky pools of 
mud, 

not very interesting. TEL 100m? 

LEVEL B2 AIR EXHAUST PLENUM 

A concrete corridor with a fan at one end and grilles 
along the 

wall. Runs the length of the carpark. TEL 80m? 
Features: Stormwater pipework, Big Chamber at the end, surreality. 
Odd 

looking rock slab. 4 storey rockclimb 

double level platforms with intersting rock climbing face 
at 2nd 

story level. 
Access: Enter Market City(Paddy's markets mall), Take elevator to 
the 

bottom basement carpark level (B3 button). [UBD 3:E12] 


1, Look for the exposed rock section at Northern wall of 
carpark, next to Elevators. Enter the hole in 

fence section closest to Elevators. 

**Exposed section has numerous exposed support columns. 


2, Go to LEVEL (B3), Look for a large black water 
tank(stormwater sump) surrouned by mesh fencing in 


carpark. Enter 


hole in fence. There are zipties holding mesh in place... 
[GPS:-33.879481,151.201559] 


Ratter's description: 
FIRST CAVITY: 
Behind the lifts on level B3. Slip through the gap in the 


wire. 

Access from other end via cage with stormwater pipes 
heading into 

the cavity. 


SECOND CAVITY 


good 


you're done. 


has no 
another 


Locality: 
Region: 
Country: 
Care: 


Cond: 
To-Do: 


Notes: 
Found: 
Rating: 
Update: 
now 


a 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


line. 

part of a 
a 

of the 
broken off 
the 

look if 


Features: 
park: 


Vater Level: 


On the opposite wall, next to the aircon. Give the gate a 


kick and it swivels open - remember to close it when 


EVEL B2 AIR EXHAUST PLENUM 
Right next to the stairs that lead out to Hay St. The door 


doorknob or lock and is hanging off its hinges. There's 


gate inside that didn't have a padlock. 
Sydney 

NSW 

Australia 

Both entry points are visible from carpark. 

Dry - Shin 

Pristine 

More cavities @ Paddys Markets c/o Ghost & Ratter 2011: 
Paddies Cavities 

Listing of Paddy's Cavaties combined with this. 

Ghost - 2009, Ratter - 2011 

2.0/5.0 

2015-04-25 14:00:00 (Intrepid) - Cage on first cavity exit 


has a padlock. You can still get inside, you just can't do 


through trip. 


2009-10-11 13:00:00 
2015-05-18 14:00:00 


The Wambool Wreck 
Brewongle Brok 
An 8ft redbrick tunnel under the original western railway 


The railway was diverted long long ago. This tunnel is 
floodplain. It was blocked off at the northern end (though 
large hole has been knocked out allowing access), and part 
southern end is jutting out of the steep bank, and has 
into the gully below. It has a strange chimney section at 
northern end too. Short tunnel, but definitely worth a 


you are in the area. MPL=50m 
Unusual chimney section, bricked off part, broken off 


Access: 
which 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
into the 


Cond: 
History: 
stumps 


the 


inlet. 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


concrete 


City West 


Vater Level: 


Park on side of Tarana Rd (approx 1.3km west of train line 


passes under the road) near the tunnel. Tunnel is here: 
[GPS:-33.502149,149.734582] 

Vambool-Brewongle 

NSW 
Australia 

Steep terrain. 

Don't get too close to southern 


nd wher 


it is breaking 


gully. 

Dry - Dry 

Breaking 

Part of the original western railway. The chimney part 


me.. My theory is it was either for drawing water up to 
trains, or this area was a dam and the chimney was the 


2014 DC and Cactua. 
270/540 

2015-04-23 14:00:00 
2017-02-15 08:05:20 


Trioxide's Tunnel 
Metropolitan Goods Line Tunnel at Lilyfield 
Former deep sandstone railway cutting caped over with a 


arch to form a 20m high X 250m long tunnel beneath the 


Link between James St & Derbyshire Rd in 


Lilyfield/Leichhardt. 


Features: 
(James 


cap 


signal, 


Locality: 
Region: 
Country: 
Care: 


TEL = 250m 
Cavernous tunnel built in 2001 to replac 


4 over-bridges 


St, Norton St, Henry St, & Derbyshire Rd) with a conrete 
taking the City West link above the railway. Signal box & 


cavities behind half demolished walls. 
From Charles St, walk east-bound along the small bush 


that's between the City West Link Rd and the train tracks. 


after about 20m. 


see a big hole in the fenc 
[GPS:-33.874967,151.154736] 
Lilyfield 

NSW 

Australia 

UPDATE SCARECROW 2013: December 2013. 


cameras 


tunnel, 


(Damn 


still be 


Water Level: 


Cond: 
History: 
was 

the 
Abandoned 
one of 
There have 
Ashfield 
this 

come of 
Found: 
Rating: 
Update: 
2014. 
Update: 
demolished 


track 


lights have 


though 


Created: 
Modified: 


The western end has a new Light Rail station built, with 


already installed. 
There are new metal walkways along the ground through the 


along with more lighting. 
There has been a seccer sitting in his car in the site 


Graphers) opposite the north end of Francis St. 
Location is close to becoming active again, but should 


fine to do after Light Rail operating hours. 

Dry - Dry 

In very good condition, lots of graff around. 

The railway line was built in the 1920s, the deep cutting 


only capped over in concrete to form a tunnel in 2001 when 


City West Link was extended to meet up with Dobroyd Rd. 


in 2007 when the Rozelle Railway Yard closed, making it 
the least used tunnels in the history of NSW railways. 
been plans to extend the tram line to Leichhardt é&/or 
which would mean trams would use the former goods line & 


tunnel, but these plans have been shelved & nothing has 


TE... Vek. 


2001-2008 Pandaman 


2.0/5.0 
2014-04-05 13:00:00 (Red) - Now active due to light rail 
extensions to Dulwich Hill, beginning Thursday, 27 March 


Use discretion, similar to that of Glebe Rail Tunnel. 


2011-01-21 13:00:00 (Ghost) - Relay box has now been 


and replaced with a half foot black PVC tube. Th ntire 


section has been completely been refurbished. Workers 


been installed in tunnel roof. 


Care: Work is being performed here. Shift ends at 6pm, 


there maybe workers outside hours. 


2010-05-26 14:00:00 
2014-05-04 14:00:00 


Name: 


Description: 


Access: 
line here 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


bar 


and two 


with 


tunnels 


tunnel goes 
other 
room 


Features: 
Access: 


Vater Level: 


Tunnel Tunnel 
Abandoned rail tunnel 
Head east from where Tunnel Station Rd crosses the rail 


(-41.196788,147.194476) 

Tunnel 

TAS 

Australia 

Ankle in parts, with mud 

Unsure, Listed 2016 by NoPro from visit in March 2015 
3.5/5.0 

2016-06-21 11:39:22 

2016-06-24 07:37:31 


Twin Pits I 
Two impressive 5m sq pits about 6m apart with heavy steel 


grills on top. One is 12m deep with shear concrete walls 
8'h tunnels off the bottom, as well as another 8'h tunnel 
its floor about 4m above the bottom of the pit. The two 
from the bottom go to one blower room, while the 3rd 

to another blower room. Total of 8 rooms, 3 tunnels. The 


pit has a metal roof about 7m down. This is the generator 


between the two blower rooms. 
The depth, blower rooms. 
1,UE: In the Royal Botanic Gardens 


[Sw:277L16/026L16/056L16, 


at the 
deep 
moved by 


abseil 


actually 


outside 


UBD: 236F08/001L15/000dG14, Grg:346A08/002A15/000bG14, 
[GPS:-33.8653532286,151.213376294]], 3m inside the fence 


cnr of Macquarie St and Bent St. Under some trees. On the 
pit, one of the grille sections is unbolted and can be 


two people. Then you need a wire ladder or a rope and 


gear. 
2,UX: Out door at top of staircase in hub room. This is 


the door at the bottom of the set of stairs immediately 


the Shakespeare Gates for Botanical Gardens. 


been 


two 
the 


Locality: 
Region: 
Country: 
Notes: 


and some 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
different, Main 


pits. 
Access: 
Rd) 


33.86372507,151 


gate. Climb 
pit. Use 
room, turn 


Locality: 
Region: 
Country: 

Found: 

Rating: 

Update: 

H33.23 138927151 


will 


UPDATE Hatsumi 07/2011: July 2011 - normally there had 


brackets across the joins of the grilles preventing (easy) 
lifting and entry. These have now been removed, in one or 


corners of the pit big chunks of steel missing, looks like 


hulk tore the corner out bolts and all. 

Sydney CBD 

NSW 

Australia 

UPDATE Hatsumi 2011: No one ever seems to do the twin pits 
series, if you like rope work, deep buried city tunnels 


adventure these are worth chasing down. 
1993 Predator/Diode. 
4.0/5.0 


1995-12-31 -13:%00'::0.0 
2004-09-06 14:00:00 


Twin Pits II 

Triplet Pits. 

Another Air Con setup for the Cahill Tunnel. 
Slightly larger than twin pits, layout is totally 


pit is much larger, lights work, 11 rooms, 6 tunnels, 3 


Rose Garden Gate, Botanical Gardens (near Conservatorium 


[Sw:277L15/024L15/056L15, UBD:236F07/001M14/000dH11, 
Grg:346A07/002B14/000bH11, [GPS:- 

-213648052]]. 

1: Door in small hut nearby. 

2: The pit behind the walls on the south side of the 


onto first then second ledge then onto roof halfway down 
fire extinguisher pipe to climb off roof, walk out of 


L, go up stairs to open main exit from inside. 

Sydney CBD 

NSW 

Australia 

2001 Mr India/Siologen. 

4.0/5.0 

2012-10-16 13:00:00 (Hatsumi) - Oct 2012 - 

212298 

grills here have no caps on the joins between them which 


over 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
Access: 
Gardens 


33.8653340242,151.213917178]]. 


newly 


staircase 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 
locked 


doable at 
replaced 


"chimney" 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
track) 


Railway 


allow access to the pipe. The other two pits have caps 
grills and can't be lifted without tools. 


1995-12-31 13:00:00 
2013-03-22 13:00:00 


Twin Pits III 

The tripplet pit. 

Another Air Con setup for the Cahill Tunnel. 
Cool room with blower and old equipment. 
Middle garden bed at Shakespeare Place gates, 


Botanical 


[Sw:277L16/026L16/056L16, UBD:236F08/001M15/000dH14, 
Grg:346A08/002B15/000bH14, [GPS:- 


Lift grille(easily done with four people) and descend the 


installed(09/2008) ladder. 


UPDATE Hatsumi 07/2011: under hatch is new fancy steel 


for a luxurious entry. 
Sydney CBD 
NSW 


Australia 
2001 Mr India/Siologen. 
340/550 
2011-11-25 13:00:00 


(Fl@sh) - Hatch above new staircase is 


(Bi-lock). 
Access to Twin Pits I, II, III 


currently difficult, if 


all. Most of the brackets holding down grilles have been 
making lifting of grilles a biatch. CNR closest to old 
may be persuadable. 


1995-12-31 13:00:00 
2011-12-13 13:00:00 


Ultimo Rail Tunnel 
The Gauntlet (SRA name). 
An old (larger than single but not wide enough for double 


under 


railway tunnel that parallels Eye Of The Needl 


EL=256m. 


Square. T 


Features: Double track but not side by side. Take a close look at 
the 
points that are not your usual points. Trains cannot pass 
side by 

side. The tracks are offset but not separate from each 
other. 

Unique. 

Access: * Corner Lee & Little Regent Sts [Sw:297G04/027G04/065G04, 
UBD:236B16/003D15/000gG14, Grg:345G16/003D15, 
[GPS:-33.8831717896,151.202895443]], see track below. 

Climb down 
there. Good explorer. 

* Park in Mary Ann (E) or Harris Sts. Walk to Ultimo Rd. 
Just 
before old railway bridge, turn R & head towards 
pedestrian 
tunnel leading to Central [Sw:297G05/027G05/065G05, 
UBD:256B01/015D01, Grg:375G01/019D01, 
[GPS:-33.885416967,151.203507859]]. See tunnel. Enter 
tunnel. 

Good explorer. 

UPDATE BLAKJAK 2014: A new tall steel piked barbed-wire 
topped 

fence and gate has been installed on the northern and 
behind the 

ABC. Lock is standard SRA boundary key. BDAN. 

Locality: Central 

Region: NSW 

Country: Australia 


Care: UPDATE Boris 2011: Cameras now monitor access from Ultimo 
Tafe/ABC side. No cover is available, and it is likely 


that the 
explorer will be followed into the tunnel. 
History: Was originally double track, but was converted to a 
gauntlet 
track (where the tracks come together without points) due 
to 
hight clearance when it was wired for electric trains. 
Notes: * Climb over the fence and explore an under building 
cavity. 
Found: 2004 Pandaman. 
Rating: 4.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-06-24 14:00:00 
Name: Un-cable-tunnel 
Alternate: Central un-tunnel. 
Description: Small HV cable pit and tunnel. 


Features: Cool room. 


Access: 
Devonshire St 


Locality: 
Region: 
Country: 
Care: 
longer 


Found: 

Rating: 
Update: 
has now 


find. 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
water 
Features: 


size 


Access: 


stairs 


louvers in 


until you 


Locality: 
Region: 
Country: 
Care: 

as 


Water Level: 
Notes: 
path 


with 


Pair of gatics located in Prince Alfred Park, near 


Pedestrian Tunnel under Central [Sw:297J305/028305/066J05, 
UBD:256D01/015G02, Grg:375J01/019G02, 
[GPS:-33.8859693671,151.206761566]]. 

Central 
NSW 
Australia 

Bums in park might want to join caveclan if you linger 


airing your lungers by shit-talking. 
1999 Mr India/Fishie/Siologen/Millsy. 
2.0/5.0 

2012-03-25 13:00:00 


So don't langer. 


(Ghost) - TO DO: Tunnel entry point 


been turfed over. Requires searching and digging to re- 


1995-12-31 
2012-04-13 


13:00:00 
14:00:00 


Tunnels 
Short=Uni NSW Srv Tnls. 


University Of NSW Servic 
UNSW Tunnels; Dave's STD. 


Long tunnel with seven side tunnels, supplying power, gas, 
etc to UNSW. 
Big tunnels, up to 12'h, staircases, side tunnels, sloping 


tunnels, wall cavities, access to basements, shape and 


changes. 
Law Faculty building, 


Very expansive. 
[Sw:298C19/077C19, 


UBD:256P15/020M14, 


Grg:376J15, [GPS:-33.9178062015,151.233394542]]. Look for 


S side of entrance. At the bottom of this reach thru 


green door and undo latch, once in, go thru wall cavity 


reach gate, contort over this, emerge in tunnel. 
Kensington 

NSW 

Australia 


Don't open door at top of ladder situated at base of steps 


it's alarmed. 
Ankle at entrance 
2008 (Hatsumi) - * Law fac building is actually off main 


from Anzac pde, see campus pdf online 
* There are no green doors but new silver ones 


hand but 


but 


grounds, 


hatch 


through 


oval, we 


could 


missed 


domes, at 


Also 


like a 


to 


as 


Found: 
Rating: 


vents, the 
gaps between vents are spacious enough for a 


wire mesh 
has been secured to door from inside - need tool 


easy stuff 
* new (?) emergency entry to tunnels in 


sized 


sliding lid on rails with little hand sized 


screwed down 
presum for lock mechanism 
TO DO 
* 5-5.5FT drainage tunnels through campus seen 


various 
new looking swing grilles 
* Climb inside cds units (4) around the main 


looked in 
but didn't enter as inflow pipes, from what we 


tell, was 
only 2ft. Not locked and handy ladders provided. 
* Take a drayne key with you, we didn't, and 


plenty of 
interesting new and old gattics and manholes 
Care 
* rooftop corners of buildings,not all, have 


that 
height assume zoom capabilities are very good. 


some paths 
have poles and domes 
Seccers in lil cars doing random runs but look 


student and 
no problem, we played there for hours 


Recommend arriving at sunset or just after, easy 


blend into 
scenery, still ppl about so not so conspicuous 


arriving at 
midnight and being only ones there. 


Scarecrow and Hats 
2001 Oriface. 
5.0/5.0 


Update: 
we used 


missing. 


gotten 


possible 


See 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
tidy, 


bore 
hole. 


concrete 


Access: 


Haymarket 
building 
fence into 


Locality: 
Region: 
Country: 
Care: 
active, 


GRAF! 


Eek!: 
Panadmen. 
History: 


2012-04-14 14:00:00 (Toothpick) - The old vent door that 


to use, as we have known for a while now, has long been 


I went by the other night and saw that the uni has finally 


around to locking it up tight. Access is thus no longer 
from the stairs on the SW corner of the library building. 
gallery for picks of new door and lock. 


1995-12-31 13:00:00 
2012-04-26 14:00:00 


Warm-Moist-Long-Hard-&-Deep 

WummelHand. 

MetroGrid St Peters to Haymarket Cable 330KV Cable Tunnel. 
3.5m H x 2m W rock-bored tunnel, 25m beneath Sydney, very 


lit, slightly moist. 5 level staircase down 10m vertical 


hole. Tunnel goes Nth from bottom of large vertical bore 


Brightly lit tunnel has rock bolted ceiling in spots, 


floor, and sidewalk-like cable trunk along Left (W) side. 
Spray-creted walls and ceiling. MPL=4km. 
1,UE: NE cnr of Sydney Park [Sw:297B15/075B15, 
UBD:255M11/018J05, Grg:375Bl1l1, 
[GPS:-33.907854071,151.188923222]]. Get inside building. 
2,AX: Alt exit at Technology Park (unexplored), or 


(unexplored), or bolt west from the Sydney Park entrance 
30 feet to Shea's Creek Drain culvert and jump the low 


the bush. 

Alexandria 

NSW 

Australia 

HIGH BUSTABILITY WITH GOD-KNOWS-WHAT PENALTY. Sensitive, 


critical urban infrastructure. NO OBTAINIUM! NO TOOLS! NO 


And don't piss on the wiring!. 
330KV, Moisture, Seccers, Workers, Federal Police, 


Works Project to supply additional power to Sydney CBD. 
* www.metrogrid.com.au/ 
* www.transgrid.com.au/projects/20020321 metrogrid.html. 


To-Do: 
more 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


blasted 
and 


Access: 


Mullens St, 


hut with 


openable, 


Locality: 
Region: 
Country: 
Care: 
check 


Water Level: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


the old & 


swimming pool 


culverts 


yabbies. 


GPS Coords for various other entrances to the tunnel, plus 


instructions. 

Shea's Creek drain. 

2004 Smokering/Diode/Marauder/Felafel. 
4.0/5.0 

1995-12-31 13:00:00 

2006-07-28 14:00:00 


White Bay Cable Tunnel 
Old cable tunnel consisting of 2 deep channels with rock 


roof. Partially flooded. Changes to brick arch then lowers 
submerges. TEL=500m. 
1,UE: In White Bay Power Station, [Sw:276N17/054N17, 
UBD:235G09/011P01, Grg:344G09/011D01, 
[GPS:-33.8665882424,151.175840617]]. From Bus Stop on 


near x with Victoria Rd. Jump fence and look for a small 


a "Confined Space" sign. Usually locked. 
2,PX: Ends at shaft in Lilyfield Train Yard. Hatch is 


but tunnel is submerged. 

Rozelle 

NSW 

Australia 

Security in WBPS grounds. Water appears to be clean, but 


first. 
Shin. Neck after 200m. Go swimming or take a boat 
1998 Siologen/Trioxide/Hatchet/Prowler. 

D0. /'5.:-0 

1995-12-31 13:00:00 

2005-09-21 14:00:00 


Vilson Creek Culvert and Dam 
Elephant Eye 
90m long, 15ft high X 20ft wide culvert running beneath 


current Illawarra railway lines. Dam with 7ft deep 


at upstream end. 15 degree 'kink' where the old & new 


meet about a 1/3rd of the way in. Lots of local graff, 


a mark 


an 


Tunnel. 


Features: 


pool. 


side 


Access: 
station, & 


well 


& then 


tall 
is on 


Train 


Locality: 
Region: 
Country: 
Care: 
seem to 


Eek!: 


Vater Level: 


Coolest spot to hang out in Helensburgh during summer. Has 


on the bottom of the dam that Oriface suggested looks like 


Elephant's Eye, hence the alternate name. 
On the way between Helensburgh train station & Cawley 


Texture changes from red brick to white brick at the kink 
Signifying the 2 different periods of construction. 
Swimming pool with 'Tarzan' rope to swing from tree into 


Large albeit short tunnel, 15 high X 20ft wide. Has dry 


bench on southern side to sit on. 
Drive north along Wilson Creek Road from Helensburgh 


as the road turns right (heading north) you pass over the 
signposted Wilson Creek here... 


[GPS:-34.176054,150.992824] 
Park somewhere around here without disturbing the locals, 


climb down & follow the creek upstream through the tunnel 
upstream to the dam. 15m downstream from the road is a 15m 


waterfall, nice spot for lunch or a rest. The actual dam 


the other side of the railway line beneath the Helensburgh 


Station carpark here... 
[GPS:-34.17595,150.991673 
Helensburgh 

NSW 

Australia 

Floor can be rather slipper. Locals live nearby but never 


mind visitors. 


History: 
line 


the 


To-Do: 
Found: 
Sydne 
Rating: 
Created: 


Don't fall in the dam while carrying your camera & other 
electrical thingies. 

Slimey - Swim 

Originally built in the 1880s to take the single Illawarra 


over Wilsons Creek at Helensburgh, but it was widened in 


1910's to accommodate the 2nd line upon duplication. 
Have a party at the swimming hole. 
2001 - Blakjak, Dtrog, Pandaman, Trainman...Listed 2011 - 


2.0/5.0 
2011-07-10 14:00:00 


Name: Woy Woy Tunnel 


Alternate: FarknTrainComin. 
Description: 1.77km straight double-track railway tunnel near Woy Woy 
with no 

warning lights. Plus a further 100m of cutting W (Sydney) 
end 

before safety and security of ladder. TEL=1.77km. 
Features: Total 1.9kms of heart-stopping, donger-free, non- 
lubricated 


train-spotting, train-avoiding action. The challenge. The 
andrenalin. It is bloody worth it. 
Access: 1,UA: Woy Woy Rd, near Woy Woy. Park at Correa Bay 
Reserve, SW 


of Woy Woy [Sw:NDR, UBD-CC:106G03], or Horsefield Rd 
[Sw:NDR, 

UBD-CC:106F02, XED, XNL, XWPT]. Walk to Abattoirs entry at 
bend 

of road near creek. Use track that heads uphill. Go under 
SRA 

padlocked gate. Do not use torches until you get inside 
tunnel. 

Watch out for cattle grid. Take LH fork up to railway 
gate. Be 

quiet when walking - Abattoir resident caretaker calls 
police. 

Through gate, head W (line S) until you get to portal. 
Note: 

Tunnel actually runs E/W, but for ease of instructions, 
N/S is 

used to indicate train direction: (N=E, S=W). 

*Bast portal: [Sw:001M01/008D01, UBD-CC:106B03, Grg:NDR, 

[GPS:-33.4943114723,151.289723787], XED, XNL]. 

*West portal: [Sw:001L01/008C01, UBD-CC:095K15, Grg:NDR, 

[GPS:-33.486360024,151.272994003], XED, XNL]. 

*Advice: Wait (hidden) for southbound train & follow in. 
This 

will, but DO NOT rely on it, give you 5-10 minutes to get 
some 

distance between you and the end of the tunnel before th 
next 

southbound train. You may have a considerable wait. Use 
CityRail 

timetable to time yourself to arrive a few minutes before 
a 

southbound train. 

2,AX: Back through the tunnel, or via a 3.5+ km bushwalk: 
Take 

path from ladder at Sydney end of tunnel to above portal. 
Follow 


gravel & cement road up hill. Turn L at junction. Keep 


dirt road. At intersection of roads (not path & road), 


Follow 
past old 


[Sw:NDR, 


back to 


dTrog. 
Locality: 
Region: 
Country: 
Care: 


observant, 
ends) 


that 


distance of 
forward 
small, 

see you. 
northbound 
southbound 
50m. 

one or 


move 


VERY 


step out 
train 
direction 


as 


power line, turn L. Power line runs directly above tunnel. 


dirt road taking first RH fork. Follow around bends and 


quarry. You come out at the speed camera on Woy Woy Rd 


UBD-CC:096C13, XED, XNL, XWPT]. If you have not parked an 
emergency car there, it is further 3.9kms (total 7.6kms) 


Horsefield Rd and a further few more kms to the Correa Bay 
Reserve carpark. GPS waypoint & track data available from 


Voy Woy 

NSW 

Australia 

1: Do only at night. 

2: There are NO WARNING LIGHTS. If you are NOT VERY 


you will be seen. Keep an eye on the horizon (both tunnel 
for changes in light caused by oncoming headlights. For 


reason, never shine bright torches at the tunnel portals. 
3: Maximum of 6 people, two groups of 3, keeping a 


at least 25m between groups. Lead group keeps an eye on 


end, trailing group keeps an 


ye on behind end. Use only 


dull torches. Do not shine towards train - drivers will 


4: Total of 77 alcoves (39 southbound side & 38 


Side). Alcoves are numbered from S to N, odd being 


Side. Distance between alcoves on the same side is approx 


Maximum 3 people per alcove, however some ar 


deep, but 
two are very shallow. As a rule, when a train approaches, 


forward to the next alcove. 
5: Once in an alcove, when a train is coming, stay there 


not put your head out (even just a little) as it WILL BE 


T 


CLEARLY S 


EN. After passenger trains have passed, do not 


of alcove, as guard in train rear will see you. Wait until 


gets to other end. Be aware, train coming in opposite 


at the same time will be harder to see. Be wary of freight 


number 


as you 


listen, as 


noise is an 


behind you 


>#60), 
train 


will not 


exit 
will be 
usually 
short 


Eek!: 
You 


passenger 


will 


so will 


explorers who 


Notes: 
warning 


drivers 


that 


450.050mhz. 


blast 


tunnel. 


use these 


You 


well - cars are not lit up, and a train may consist of a 


of empty flat cars joined together. 
6: Use care when approaching the S/W end 


(alcoves <#7), 


still have to negotiate the 100m cutting. Keep quiet & 
approaching train noises echo up the valley, and this 
indicator not to attempt the cutting. But whatch out 


as a train is southbound at 115 kph!. 
7: Use greater care when approaching 


the N/E end 


(alcoves 


as you get very little warning of approaching train. If a 


approaches, do not run the length of the cutting, there 
be enough time. 


8: If you are seen, 


use the bushwalk 


but are not caught, 


otherwise it is 


(see Exit), likely rail staff & police 


waiting for you at the Woy Woy end. Train drivers will 


blast the horn if they see you. Note, it is SOP to give a 


however some drivers do not. 
24/7. Passenger & freight. 


blast when entering tunnels, 
Trains, trains & more trains. 


cannot avoid them. XPT speed limit is 120, inter-urban 


is 115. Only daily operational timetables for track staff 


help you. Abattoir stinks of flesh, blood, and death. And 


the tunnel, if you aren't careful. Consider future 
will not want to tread in/on your remains. 


1: The corner at the S/W end gives you a little more 


when train headlights light it up, but be warned, some 


operate without headlights. What do you expect from those 


drive on bald tyres?. Take scanner and listen to 


will need to listen to Rail M-net as well. Driver may not 


horn, but use the radio to send messages about people in 


Most drivers are issued with mobile phones, so they may 


people in 


can be 


an 


tunnel. 


or Long 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


daily, but 


Features: 
during 


museum. 
Access: 


Use wire 


open to 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
land, DO 


Water Level: 


Found: 
Rating: 
Created: 


to notify controllers and transit coppers or police of 


the tunnel. 
2: Always park at least 1 car near the speed camera - it 


used to transport other drivers to their cars, who in turn 


pick up all the others. The camera is in a remote area, so 
parking an emergency car there is dodgy (thieves) - there 


more secluded place 200m towards Woy Woy. Use a car with 


immobilise facility. 
3: It takes about 40 mins to walk one way through the 


This does not include waiting times. 
4: Get experience playing with big, real trains at Cowan 


Island tunnels before you try to tackle this mother. 
2000 dTrog. 

5.0/5.0 

1995-12-31 13:00:00 

2005-09-21 14:00:00 


WW2 Oil Storage Tunnels 
WW2 naval oil fuel storage tunnels. Official tours run 


can be infiltrated. 
Cavernous tunnels that once stored oil for naval vessels 


WW2 & throughout the cold-war. Now disused & an active 


Kitchener Drive, Darwin Wharf Precinct. 
[GPS:-12.406422,130.820174] 
Look for gate in hill next to Deckchair Cinema carpark. 


to 
open inside handle. Must be done at night as tunnels are 


tourists during the day. 
Darwin Harbour 

NT 
Australia 
Active museum, do not get caught infiltrating. 

Heavy fines apply for trespassing on federal military 


NOT get caught. 

Dry - Dry 

Eddie Mabo, listed by 666 - 2012 
4.0/5.0 

2012-06-04 14:00:00 


Name: 
Alternate: 


Description: 


underground 
Features: 
home 
section of 


months to 


Zone Tours Lair in the 16th Quarry 
The underground Cinema 
A section of the 16th Quarry that was converted to an 


residence and cinema by Lezard Peint and his Zone Tour 
affiliates. 
Security, power, fridge, beds, tables, chairs, toilets, 


cinema, food, music, lights, heating. All down ina 
the quarry. Its an amazing place that took Zone tour 4 


set up, and the deatails regarding its setup are 


astounding, 
is the place itself! 
Access: Email lezard. Its via a Telecom manhole in Place de Lena, 
near 
the northern entrance to Lena Metro Station. Getting to 
the Lair 
is another matter... Email Lezard. [PdP:153(16)I11). 
Locality: 16th District. 
Region: Île-de-France 
Country: France 
Care: Same as above for 14th. 
To-Do: See again, get Photos! 
Found: Or rather, Created: 2004 Lezard & Zone Tour. Now: Was 
Locat 
Rating: 0.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2005-11-09 13:00:00 
Bridges 
Name: Alford's Point 
Description: Bridge over Georges River, near Alford's Point. 
Features: 11 huge rooms with portals between ranging from 20 to 40m 
long. 
Access: Abseil off SE end of bridge to 3' platform. Enter rooms, 
squeeze 


through opening to bridge tunnels. Gates may hinder access 
[Sw:333HO7, UBD:291P11, Grg:429D11, [GPS:- 


33.979573,151.029758)]]. 


Locality: 
Region: 
Country: 


Alford's Point 
NSW 
Australia 


Notes: 


underneath, 


drains 


STE 


PEES 


5ft chin 


rocks 3 


installed to 


should 


hole in 


feed 


oft; 


footrest and 


Found: 


Rating: 


Update: 
span. 


Created: 
Modified: 


Anakaine Update 09/2008: 
South-western side of bridge 


(Menai side), 


has a 
raised grill topped structure leading to 1ft 


below that 
once climbed will grant explorers access to the 


platform that 
services th 
platform means 

you walk right in to the bridge. 


expansion gaps. Getting on to this 


Caution: Climbing the structure is easy enough, 


getting from 
structure to platform that is tricky. There is 


up to do 
from structure to platform, and a 5m fall on to 


inches to 
your left. 


How to: Currently there is a snap strap 
aid 
climbers. It is dodgy at best. To do this, you 


take a rope 
approximately 5-6m in length. A small square 


the side 
wall of the upper most platform can be used to 


rope around 
the concrete and back to the climber to be tied 


effectively 
wrapping it around a wall and creating a 


safety 
Line. 


It's simpler than it sounds. Just take rope! 
1996 Predator/Diode/Mullet. 

3.0/5.0 

2012-02-05 13:00:00 


(Scarecrow) - To Do: Get into newer 


1995-12-31 13:00:00 
2012-02-05 13:00:00 


Name: 
Alternate: 
Description: 
Heights. 


Features: 
Access: 
side of 
in. the 
into. A 
park 

Dr). 
approach 
Locality: 
Region: 
Country: 
Care: 
Eek!: 
Water Level: 
Cond: 


History: 
work to 


between 


traffic on 21 


with two 


traffic. 


http://www.rta.nsw.gov.au/roadproject 


Alfords Dupe 
Alfords Point Bridge Duplication 
Newer road bridge that joins Alfords Point to Padstow 


internal height of 6'. 
MPL: approx 300m 

TEL: approx 600m. 
Multiple sections joined with portals. Cage at each end. 
One section is flooded and has pipes running through it. 
Alfords Point Rd, south of Henry Lawson Dr. 
[GPS:-33.978608,151.030276]Access from underneath 


ither 


the river. Cage are usually locked. Do not cut your way 


Alfords Point side (southern side) is easier to climb 


ladder would be needed for northern side. Best place to 


would be on Redwood Pl or Sewell Ave Lawson 


(near Henry 


There is also an unlocked access trail on the northern 


of the bridge 
Alfords Point 
NSW 
Australia 

Do not been s 
Pigeons. 

Dry - Shoe 
Fairly new 

In February 2007, 


[GPS:-33.975111,151.031298]. 


n accessing or exiting. 


Roads and Maritime Services commenced 


duplicate Alfords Point Bridg 


over the Georges River 
Alfords Point and Padstow Heights. 


The duplication project was completed and opened to 


August 2008 and consists of two parallel bridges, each 


lanes plus a breakdown lane. The existing bridge carries 
northbound traffic and the new bridge carries southbound 


This project was fully funded by the NSW Government. 


rojects/alfords point bridge/index.html 


Notes: 


There is a small beach underneath the northern side of the 


bridges. 


ts/projects/sydney region/completed p 


Found: 2012 Pandaman 
Rating: 2.0/5.0 
Created: 2013-06-04 14:00:00 
Name: Anzac Bridge 
Description: Huge suspension bridge with climbable pylons. 
Features: 20 min climb, huge stay cable anchors, massive space, 
tunnel 

under roadway. 
Access: Throw rope over base of E pylon, Bank St 
[Sw:277B18/055B18, 

UBD: 235M10/012H03, Grg:345B10/012C03, 


otherwise use a 


Sydclan 

to 

alarmed. Also, 
W wall. 
hatches 
opened 
Locality: 
Region: 
Country: 


Care: 
road 


pylon base 


Police. 
TO-DO 
from 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


[GPS:-33.8693972176,151.187758398], XNL]. Anchor it off 
something, prussic up, and throw over wire ladder 
solid ladder that is at least 30' long. Pick lock, or get 


key for roller door. Ascend stairs to top of pylon. Access 


roof of pylon is at explorers own risk as hatch is 


N abutment is accessible by 


xpansion hole above hatch on 


Some nice switchboards controlling lighting inside. Also, 


to belly of bridge can be seen from N abutment, no-one has 
these as yet. 

Ultimo 

NSW 

Australia 

Mega fines for those caught. Do not try to open doors on 


level or just below, they are all alarmed. Climbing W 
will render you visible to Port Authorities, and Water 


Access 


Bridge rooms (small 4') in underbelly of bridge. 
hatches at Nth abutment?. 
1995 Predator. 

4.0/5.0 

1995-12-31 13:00:00 


2004-08-23 14:00:00 


Ladders required?. 


Batemans Bay Bridge 
Southern Space Dust Wheel 


Description: 


the 


Features: 
Access: 
the 


the 


Locality: 
Region: 
Country: 
Care: 
Cameras 


Water Level: 


History: 


the 


http://www.south 


To-Do: 
Notes: 
our 

hurt 
climbing 
Found: 


Rating: 
Created: 


Name: 
Alternate: 


Description: 


Features: 


Vertical lift steel truss bridge on the Princes HWY over 


Clyde River at 


Counter weights blocks, 


Batemans 


Batemans 


Bay. 
drive house, 
Bay. Walk along the pedestrian path and climb up 


walkways and ladders. 


girders until you can use the ladders to climb the rest of 


way up. 
Batemans 
NSW 

Australia 


Bay 


[GPS:-35.70232,150.178961] 


Some parts of the bridge are lit up and highly visible. 


on the road level, 


DEY -= Dry 


The bridg 


Building commenced 1949, 


replaces th 


officially opened in 
only remaining vehicular ferry on 


but not facing where you climb up. 


1956. 


Prince's Highway between Sydney and the Victorian border. 


Not jump off. 


http://www.southcoast.com.au/batemansbay/bridge/index.html 


coast.com.au/batemansbay/bridge/history.htm 


Goretex quote; "Isn't hard, I do it drunk every year at 
Minitruck show "ECC", Do NOT jump off this bridge, I've 
myself every year!"- in response to the difficulty of 
Et; 

Pandaman 

3.07550 

2012-03-18 13:00:00 

Big W 

Storey Bridge 

The Jewel in the Brisbane River Crown 

Huge Steel canterlever bridge(shaped like a 'W') with 


walkways 
Harbour 


Access: 
tallest 


running its length and breadth. 


Bridge. 
Climb inside 


vertical. At 


diagonally back 


cross the 


towards the apex. 


Brisbane equiv to Sydney 


the girders going diagonally away from the 


the top of this squeeze up and climb 


At the top climb out of the girder, 


Locality: 
Region: 
Country: 
Eek!: 
Hardcore 


bridge. 
you 
death. 
Watch for 
caught. 
Rating: 


Update: 
all 


Created: 
Modified: 


dodgy-as-fuck ladder and squeeze into the underside of the 
walkway. Lift a stair and climb onto the walkway. 
Fortitude Valley/Kangaroo Point 


QLD 
Australia 


Scary as fuck climb to the top. 


80% of non Brisbane (AKA 


Ninja Tekneeks) explorers have piked out on climbing this 


At one point in the climb you have to shimmy up with only 


bracing yourself inside the vertical girder to escap 


Confirm presence of ladder under apex before climbing. 


aggressive Magpie at top. Probably a big fine. Dont get 


0.0/5.0 


2010-05-03 14:00:00 (Rudeboyninja) 


- Cameras at the top of 


four pylons now. You will get seen. 


1995-12-31 13:00:00 
2010-05-04 14:00:00 


Name: 
Alternate: 


Description: 


Features: 
Access: 
bridge see 


Locality: 
Region: 
Country: 
Eek!: 
Found: 
Rating: 
Created: 
odified: 


Big W, Northern Abutment 
Storey Bridge 


Bridge attachments, artwork 


Caged off area contained bridge anchor to ground 


Caged door under bridge, next to pedestrian walk under 


dsankt or ekweleks 
Fortitude Valley 
QLD 

Australia 

Frequent traffic 


2003 ekweleks/dsankt/quantum-X 


2.5/5.0 
1995-12-31 13:00:00 
2004-06-10 14:00:00 


Name: 
Alternate: 


Description: 


Features: 
Access: 
bridge [160 


Storey Bridge 
Under bridge walkway and pyl 


Big W, Southern Walkway/Pylon 


LONS 


Hollow pylons, suspended wal 


lkway, 


city views 


1 climb down and around locked gate from walkway on 


Burke 
Baildon St 


Locality: 
Region: 
Country: 
Eek!: 

for 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
traffic 


Features: 
locked 


Access: 
towards 


alongside 


Gloucester St. 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Update: 


gained by 


tall 


the 


from 


B9] 


2 Keys for locked gates in base of pylons in Captain 


park [160 B9] #3 Ladder to walkway in council yard off 
[160 B11] 

Kangaroo Point/Fortitude Valley. 

QLD 

Australia 


100% active, regularly used. Security booth below walkway 


function house near Wharf St. 


2003 ekweleks/dsankt 
4.5/5.0 
1995-12-31 13:00:00 


2005-12-06 13:00:00 


Cahill Expressway Message Board 
Short=Cahill Expy Msg Board. 
Platform supporting large digital message board for 


announcements over the Cahill Expressway at The Rocks. 
Walkway behind sign over expressway and also a number of 


grilles leading into the wall 
Follow the Cahill 


yet to be opened. 
Expressway from Circular Quay Stn 


Harrington Street [Sw:277J14/024314/056J14, 
UBD:236D06/001G12/000cNO7, Grg:345J06/001G12/000aH07, 
[GPS:-33.8611332244,151.207173373]]. Take the stairs 


the overpass on W side of road up to big hotel in 


near th 


Jump over th 
Sydney CBD 
NSW 
Australia 
Can be seen from Hotel and also from 
2003 Durox. 

2.0/5.0 

2011-11-25 13:00:00 (Ratter) - The gate is padlocked and 
surrounded by brand new razor wire. Access can still be 


locked gat top. Walk through bush. 


Expressway. 


climbing over the wall above the message board, 


if you're 
enough to climb back up. 


There's a little locked door in the wall, at the bottom of 


stairs, with glowing lights and pumping sounds emanating 


behind it. It looks like there's a 3' square tunnel, full 


of 

pipes, that goes off to the side and over the road. I 
guess it 

could connect to a service tunnel? Maybe it's just an L- 
shaped 

cavity. Go wriggle in there and find out. 
Created: 1995-12-31 13:00:00 
Modified: 2011-12-13 13:00:00 
Name: Cap'n Snapper 
Description: Large hollow concrete bridge. 
Features: 4 spans, lots of cavities, suspended walkways, lights 
Access: 1 (North) At Sth end of QUT carpark under freeway walk 
behind 

little building and climb palettes to reach access hole 
(approx 

3.5m up). #2 (South) small padlocked door high on stone 
wall of 

bridge abutment. 
Locality: CBD 
Region: QLD 
Country: Australia 
Eek!: Seccas at #1. Police regularly patrol near #2. Pigeons! 
Cond: Very clean, if you have to tag keep it SMALL and HIDDEN. 
Notes: Lightswitch for main span just insid ntry #1. 
Found: 2003 ekweleks/dsankt/quantum-x/dozey 
Rating: 0.0/5.0 
Update: 2016-07-07 06:31:00 (Nopro) - Update Access: #1 (North) At 
Sth 


end of QUT carpark under freeway, behind little building. 


Security cameras now on ceiling of carpark. Fence 
installed around access area. Steel stairway and gantry 


now built 
to access holes, locked door over access hole. 


Still accessible but contact locals for access details. 


Created: 1995=12=37 T3 200400 
Modified: 2005-12-06 13:00:00 
Name: Cap'n Snapper Gantry 
Alternate: The Cage 
Description: Energex gantry suspended from the underside of the bridge 
used 
for carrying HV Cables across the river 


Features: 
students 


without 
Access: 
bridge 
on the 
Locality: 
Region: 


Country: 
Care: 


slight 
during first 


Water Level: 
To-Do: 
bell 


Found: 
Rating: 
Created: 


Name: 
Description: 
TEL=600m. 
Features: 
each. 
Access: 

25mm 


at both 


UBD: 314F07, 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Rad view over river, 


cables, the ability to taunt uni 
walking on the perpendicular pedestrian bridge below 
being seen 


1 (North) Door located at the QUT Garden's Point 
motorbike/scooter parking area on the underside of the 


2 (South) Door located at Lower River Tce, Kangaroo Point 


underside of the bridge 

CBD 

QLD 

Australia 

"Try not to impale your head on the metal girders that 
spontaneously appear on the ceiling to coincide with a 


incline up hill" - Audacia after splitting head open 


visit. 
Dry - Dry 
Bring a water pistol to squirt people as well as a bike 


(ghost bikes). Japes a plenty. 
2007 Dsankt & Ekweleks 

4.0/5.0 

2015-06-03 14:00:00 


Captain Cook's 


Bridge over mouth of Georges River, S of Sans Souci. 


Over 130 rooms with lighting and power. approx 10' cube 


1,UE: On top of and thru hole in cage at N abutment. Need 


spanner. Once inside, climb stone stairs to ladder. Doors 


ends of bridge are now double padlocked [Sw:335N19, 


Grg:463A07, [GPS:-34.0058487036,151.128624905]]. 

2,NX: Sth side has more locks than Nth side, so no exit. 
Sans Souci 

NSW 

Australia 

1996 Predator. 

3.0/5.0 

1995-12-31 13:00:00 

2004-08-31 14:00:00 


Name: 


Description: 


internal 


smooth 


Features: 
deck. 


Access: 


wide 


Eastern 


abutment 


* Current acc: 


along major 
to gate 
reserve and 
Walk past 
Fwy - go 
cross over. 


watch for 


camp - no 


Locality: 
Region: 
Country: 
Nearby: 
Found: 
Rating: 
Update: 
discover 


into 


have had 


the 


Collosus 
Large sized, extr 


mly long twin span road bridge with 
stormwater conduits. Two dead straight, 10' high 15' wide 


floor bridgerooms (approx 1.1km long!). 
Current access to pylons via hanging/floating gantrey from 


Boats on deck along with big-arsed plant and machinery. 
Located on Karuah bypass freeway. Second of two bridges 
encountered when northbound on Pacific Hwy. Crosses very 


river Entrance doorway on Southern side of Abutment on 
end of bridge. Possible belly squeeze under span into 
when completed. [NDR]. 

Turn north off Pacific Hwy 


at Uniting church in Karuah, (M-somthing rd) continue 


road through aborigional village and follow Riverside Dr 


of Karuah Wildlife Reserve. Drive Through gate into 


follow main track northwards 2 km to locked boom gate. 


boom gate to bypass under construction. Walk East along 


past construction camp. This is the SECOND bridge you 


WARNING: security patrol along bypass and access road - 


by 


eadlights Construction camp was empty at 1AM on weeknight 
however procede with caution. Cammeras in construction 


not enter - walk along fwy. [NDR]. 

Karuah 

NSW 

Australia 

Super Light Speed Drain. 

2004 Mr India. 

4.0/5.0 

2012-07-07 14:00:00 (Intrepid) - Stopped here today to 


the site was locked tight (which I expected anyway). Belly 
squeeze is covered with alloy chequerplate which is fixed 


position with a mix of allen head bolts and bolts which 
their heads sheared off. Access door has padlock not of 


bi-lock type. 


Created: 
Modified: 


1995-12-31 13:00:00 
2012-08-15 14:00:00 


Name: 


Description: 


frame 


Features: 
cavities. 
Access: 


33.9939117302,151.071 


the two 


girders here. 


under 
removed 
length 


Locality: 
Region: 
Country: 
Care: 
spores. 


Found: 
Rating: 
Update: 
have a 
end of 


and 


down, 


sliding 


sections. 


Created: 


Modified: 


Como Rail 


Concrete box girder rail bridge, 


rail bridge. T 
Amazing echo i 


Access road down to rail line off Yarran Rd 
UBD: 312002, 


along 


concrete box girders. 
This is only possible if 


the bridge) 


Gr 


1543317]]. 
tracks. 


is parked nex 


EL=400m. 


g:460K02, 
Walk 


You need to get on top of a pylon, 


n box girders, 


There ar 


[GPS:- 


the service gantry 


t to a pylon. 


next to old disused steel 


due to multiple resonant 


[Sw:334H14, 


between 


access holes in the 


(which hangs 


It may also be 


entirely. The hollow space in the girders runs the entire 


of the bridge, 


Oatley 
NSW 


Australia 


with semi-bulkheads at regular intervals. 


Use a mask, this place is likely to have histoplasmosis 


(pigeon shit). 
1992 Diode/Mullet. 


3.0/5.0 


2012-02-05 13:00:00 


suspended catwalk nest] 
underneath 


pedestrian bridge 


(Sv 


(Scarecrow) 


- The concrete box girders 


accessible from 


led between them, 


lte exp 


lorers only). 


climb over th 


fences wher 


then go down the stairs. 


Once inside, 


with proper lock tools, 


Access from northern 


(can park on either side of the river) 


the barb wire has been pushed 


one of many locked 


hatches may be opened to allow entry into the concrete 


1995-12-31 13:00:00 
2012-02-05 13:00:00 


Name: Deception 


Description: A bridge that looks to be standing height, but is far 
smaller. 
Features: Funny steel braces in ceiling. 
Access: Underbelly hatch at the SE end of the City bound on ramp 
onto 

Gladesville Bridge [Sw:276B05/043B05, UBD:2141L13, 


Grg:313F13, 
[GPS:-33.8387344832,151.145646432]]. Needs a few milk 
crates to 


get in. 

Locality: Huntleys Point 
Region: NSW 

Country: Australia 

Found: 2003 Ogre/Dirge/Siologen. 
Rating: 0.57920 

Created: 1995=12=31 61300400 

odified: 2004-08-14 14:00:00 
Name: Dogtrap Bridge 

Description: Bridge, built 1983, which takes Dogtrap Rd over the F3 


Freeway. 3 
rooms linked by small round cavities in walls. Thin people 


only. 
Features: Weighted hatch provides upsidedown cover to access hole. 
Access: 1,UA: Follow Dogtrap road up from Pacific Hwy until you 
reach 

the freeway overpass [Sw:NDR, UBD-CC:067D07, Grg:NDR, 

[GPS:-33.3593129838,151.338733829]]. Park on W side of 
bridge and 

climb down rocks on SW side of bridge till you get under 
bridge. 

Use screwdriver or crowbar to pry the hatch down as it is 
held up 


by a weight on a pulley. 
2,AA: Manholes in middle of road surface also provide 


access, if 
you have gatics, and are willing to open them up. 


Locality: Ourimbah 
Region: NSW 
Country: Australia 
Care: Very steep drop to freeway. 
Eek!: OH&S safety issue: How could the RTA be so stupid in 
designing 
that pulley system? The weight is directly over the edge 


of the 
hole. If it were to slip off its clamps and bean you - 


instant 


resulting 


take some 


Found: 
Rating: 
Created: 
Modified: 


massive fatal head injuries or possible neck injuries 
in permanent paralysis. Next visitor to Dogtrap please 


wire cutters and remove the stupid thing. 

* Wear a helmet if visiting Dogtrap Bridge. 
2003 Durox. 

30/5". 0 

1995-12-31 13:00:00 

2004-11-21 13:00:00 


Name: 


Description: 


Pacific 


Features: 
Access: 


Locality: 
Region: 
Country: 
Notes: 
the 


Found: 
Rating: 
Created: 
odified: 


Doppelganger, Th 
Single span hollow concrete road bridge that takes the 


Hwy over the Sydney To Newcastle Hwy. TEL=75m. 
Amazing Doppelganger echo, and a single abutment. 


4km S on Pacific Hwy from the Gosford turn off from the 
Syd-Newcastle Hwy. Door on E side [Sw:NDR, UBD-CC:085G09, 


Grg:NDR, 
Kariong 
NSW 
Australia 
Spot welded & crawl space blocked 2002. Not accessible 


[GPS:-33.4350395888,151.262653998]]. 


moment. 

1998 Mr India. 
3050 

1995-12-31 13:00:00 
2003-01-10 13:00:00 


at 


Name: 
joined 


that 


the 
back up 


other 


music 'Dum 


possum was 


Access: 


Yarra Blvd 


Description: 


Dum Dum Dum Dah 


Oddly designed bridge with huge 12m high abutment chambers 


by three 10ft high tunnels. Full of walkways and ladders 


accomodate entry from a mahole in the pavement above, 


explorer all the way to the bottom of the chambers the 


to the tunnels near the top then down and up again on 


side. The name is taken from old horror/thriller film 


Dah Dum Dum'. This was incited when the skeleton of a 
found... 


Via Manhole in western footpath at southern end of the 


take 


the 


Locality: 
Region: 
Country: 
Care: 
Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Bridge Over 


from 


Access: 
pedestrian 


jump over 


Wg:016K0O7, 


as if 


kick it, 


abutment 


Locality: 
Region: 
Country: 
Care: 

off 


breakdown?) 


the 


Description: 


bridge over Eastern Fwy. Lifter required. [MEL:45A-2; 
GPS:-37.79178,145.020656] 

Kew 

VIC 

Australia 

Very visible during the day. 

D 


4.5/5.0 
1995-12-31 13:00:00 
2007-04-02 14:00:00 


Falling Rocks Bridge 
Sea Cliffs Bridge. Sir Sydney Cave Clan Drive Bridge. 


The Falling Rocks. 
Nice new concrete cantilever bridge to keep vehicles away 


falling rocks. BDAN. 
Park in Clifton School Pde. Walk back to bridge using 


walk. At start of bridge (look for road expansion gap), 


fence (on ped side) and go underneath bridge. Use gap in 
expansion gap mountings to gain access. [Sw:NDR, UBD- 


Grg:NDR, [GPS:-34.2562527354,150.973052227]]. 


UPDATE Goretex 2009: 
Gap now has steel grill preventing access, Looks 


someone 
has attempted to cut it and failed. Couldn't 
couldn't 
bend it, solid as hell but not attached to the 
so can 
possibly be cut. 
Clifton 
NSW 
Australia 
BDAN (Best done at night). When vehicles approach, turn 


vehicl 


torches. Do not use th parking (emergency 
bays for parking. 


UPDATE Goretex 2009: Rocks fell while I 


was there, Scared 


shit out of me!! 


Eek!: 
Water Level: 


Slippery when pissing down with rain. 
Rogueish persons may not fit. 
Slimy muddy entrance. Take some cardboard to slide over 


History: 
because the 


"FALLING ROCKS 


To-Do: 
last 


Notes: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
Trolley 


Access: 
XNL], 


all 


in 
be on 
half. 


Locality: 
Region: 
Country: 
Notes: 
handles. One 


The 
from 


Found: 
Rating: 
Created: 
Modified: 


Road used to follow cliffline, but rocks fell on cars 


RTA (Road Terrorism Authority) put up signs saying 


DO NOT STOP". 
UPDATE Goretex 2009: Cordless angle grinder maybe, 


for one 


hurrah? 

No tagging please. 

2005 Sydney Cave Clan & Wollongong Cave Clan. 
4.0/5.0 

1995-12-31 13:00:00 

2006-04-11 14:00:00 


Fig Tree Bridge 
Abutment of bridge providing walkway at girder level. 


cars to ride in. 
Trolley cars are mega fun. Great way to lose weight & 


muscles - unless you start the motorised one. 
*Abutment: South side near Reiby St [Sw:276B01/043B01, 
UBD:214L09, Grg:313F09, [GPS:-33.830615858,151.146027228], 


probably locked. All trolley cars may be on this side, but 


will be locked down. 
*Trolley Cars: Nth loop 


road under Fig Tree bridge. Park 


carpark after going under bridge. Trolley cars will only 


the Nth side when maintenanc 


is being carried out on that 


Climb over fence & up into structure. Vrrrmm vrrrmm. 
Hunters Hill 
NSW 
Australia 
The original 


configuration of the trolley cars had 2 


turned the wheels in the direction the handle was turned. 


second retracted the wheels which caused the cars to fall 


the bridge. There wer 
1998 Trioxide. 
0.5/5.5 0 

1995-12-31 13:00:00 
2004-08-20 14:00:00 


no motorised ones. dTrog 1980. 


Name: 


Description: 


Features: 
deep, 


total. Is 


and 


Access: 


Gas Chamber 


steeply sloped peir cavities. 


stuffed full of early CC graff and the remains of 


Pagans musical instruments. 


North side of 
clamber down to hatch on 
embankment m 


where Belford Road crosses 


Multi tunnelled bridge with steep hollow peirs. 
Nice tunnels varying in size between 8ft-5ft, 


with scarily 


Roughly 21 sections in 


mT 


mars 


Big 


Eastern Freeway, 


the undersid 


T 


37.790574,145.048437]. 


Locality: 
Region: 
Country: 
Care: 
History: 
happen to 


Found: 
Rating: 
Created: 
Modified: 


Kew East 
VIC 

Australia 
Careful 


ts belly[MEL:45G-2; GPS:- 


near peirs. 
Named Gas Chamber after someon 


them after they lit a fire inside. 


4.5/5.0 


1995-12-31 13:00:00 
2007-04-02 14:00:00 


where steep fr 


way 


discovered what would 


Name: 


Description: 


Hemisphere. 


Features: 
Gladesville 


Access: 
Grg:313F14, 


at E 


explorable 


tunnels 


decreasing 


meet. Here 


Gladesville 


Bridge 


MPL=800m. TE 


m 


=3.2km. 


Biggest bridge-rooms in Australia!. 


outclasses SHB. 


From park under N end 


[GPS:-33.8410110945,151.147131721], 


side of arch. 


features: 


consisting of 21 rooms each 
steps, 


~ 


ladders, 


in incl 


Usually locked metal hatch, 


Biggest single span concrete arch bridge in Southern 


In some ways 


[Sw:276B06/043B06, UBD:2141L14, 


XNL], 


over mesh fenc 


n 


This puts you on top of 


near fenc 


leads 


(tot=84). 


and catwalks) to begin with, 


the arch with 2 


to 4 


Rooms are very steep 


slowly 


ination until level at the very top. 
2: Walk up top of arch to where bridge deck and arch 


chambers, 
till they 


Locality: 
Region: 
Country: 
Photos: 


construction. 


Found: 
Rating: 
Update: 
including 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
rooms 


Access: 


northeast 


State 


then 


the 


opposite end 


Locality: 
Region: 
Country: 
Care: 


some unlocked metal hatches give access to a series of 


which start off about 6'h, but get progressively lower, 


end at the centre of the bridge at about 1'h. 
Huntleys Point 

NSW 

Australia 

NSW State Library has lovely pictures of bridge 


http://www.slnsw.gov.au/picman/picman.htm. 

1993 Predator/Diode. 

5.0/5.0 

2010-02-08 13:00:00 (Trioxide) - Completely secured 


remote electronic and video surveillance. 


1995-12-31 13:00:00 
2010-03-23 13:00:00 


Guy Faux 
Bridge Forks 
Bridge room for an overpass on Capital Circle. One of two 


on either end of the bridge, connected by a dusty looking 
crawlspace directly underneath the road. 


MPL ~ 6m (room ~ 6x3x2m) 
TEL ~ 130m (crawlspace ~ 120x2x0.6m) 


Padlocked door at [GPS:-35.3054349,149.123299], to the 


of the tennis courts near Capital Circle. 


Park in the BBQ area on the suothern side of the corner of 


Circle and Flynn Drive at [GPS:-35.3046076,149.1232067], 


walk South along the cycle path and go to the left end of 


bridge on the south side. 
Lock housing was snapped off at time of discovery. 


There is an identical (locked & secured) door on the 


of the bridge. 
Capital Hill 
ACT 
Australia 

Don't be seen going in from the road/mak xcessive nois 


depending on 


Water Level: 
To-Do: 
the 


Found: 

Rating: 
Update: 
needs a 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
bridge 
Features: 
and 3ft 


each 
wide and 
section is 


Access: 
to 


Side just 


head 


other exit 


Locality: 
Region: 
Country: 
Care: 
looked 


Water Level: 
Cond: 
kip there 


There may or may not be AFP tape sealing the doors 


the proximity to a Royal visit... 
Dry = “Dry 
Crawl along the crawlspace under the road to the room at 


other end of the bridge. 
Nissan and Delo 2014 
2.0/5.0 

2015-08-26 14:00:00 Just 


(Oriface) - Padlock replaced. 


spanner to undo the bolt latch hole. 


2014-04-20 14:00:00 
2015-10-20 13:00:00 


Hatsumi's Portal 
Sleepover Bridge 
Bridgerooms under eastern distributing road from hbr 


Corridor from entry shaft is 7ft high and about 20ft long 
wide..from corridor is four portals/windows and through 
portal is three chambers interconnected at 5ft high 10ft 
- at end of third chamber of each 


approx 15-20ft long 


mirrored 7ft high 20ft long corridor as per entry. 
Opp end of walkway that holds entry to Seven Dwarves. Next 


sports centre on Cumberland st see stairs at left hand 


next to underpass of above roadway. Take stairs to top and 


left, on bend in path see SCC square dark coloured manhole 
cover...go good explorer ( approx opp toll booths ) No 
point 

[UBD: 1F11, [GPS:-33.860723485635425,151.20651572942734] ] 
The Rocks 

NSW 

Australia 

BDAN...or very quiet or rainy day. Joggers passed and 
curious but basically ignored us. No eyes nearby so easy 


undetected access. 
Dry 
Excellent with no tags or markings of any kind - have a 


mission 
History: 
lay 


n 


To-Do: 
including 


Notes: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


up but 


Features: 
Access: 
going 


can go 


Locality: 
Region: 
Country: 


Cond: 
History: 
To-Do: 
Found: 
Rating: 
Update: 
the 


Update: 
possible to 


locked 
property. 
allowing 


but it 


Vater Level: 


after big night on the town or wait out for sent jims 


Hats walked past this cover for months speculating what 


below. Then a helpful Scarecrow offered to assist with 
investigation. The rest is history. 
Have a slumber party. Use as course on bridgeroom expo 


Seven Dwarves like we did. 

Hatsumi finally finds a decent location worth listing. 
Hatsumi / Scarecrow 

3.0/5.0 

2008-08-13 14:00:00 

2008-06-30 14:00:00 


I'll Finish It Later 
unfinished bridge going over the Nepean River.Both sides 


didn't complete past the river banks. 


Good for photos 
Turn into the Sydney Skydivers property take dirt road 


around airfield follow the road Bush bashing as far as you 


and walk the rest. 
[GPS:-34.20158,150.66353] 
Picton 

NSW 

Australia 

Dry = Dry 

Excellent 

unknown 

find out History 

Goretex what 2009 
2.0/5.0 

2017-03-01 13:02:20 (Maggot) - Update Access: Padlocks on 


gate are display only. Open the gate and drive in. No 4WD 


necessary. 


2013-03-28 13:00:00 (Intrepid) - This is no longer 


There is a 


4WD to unless you possess the neccesary skills. 
gate along the track just past the end of the skydiving 


The fences over the gate have been taken down/opened 


cattle access across the rail corridor. Can still walk in 


Update: 


Main 


is a fair way. 


2010-08-01 14:00:00 (What) - History 
Apart of the Dombarton - Maldon Line Project 
This line was to provide a short cut between Maldon on the 


South (near Picton) and Dombarton at the foothills of the 
Illawarra plateau, near Port Kembla. 

Construction began but was not completed. 
http://www.nswrail.net/locations/show.php?name=NSW: Jct+ 


628Maldon%29&line=NSW: dombarton_maldon:0 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Huge open 
Features: 
hatch door! 
Access: 
(use 
climbing up 
spanner 

to get 


and 


rocks. 


requires a 


2010-07-24 14:00:00 
2013-04-23 14:00:00 


Iron-Cove Bridge Duplication 

Rascal's Bridge 

9ft high, 18ft wide, brand new (and thus remarkably clean) 
powered bridge room running from Rozelle to Drummoyne. 


space with no ducking or crawling necessary. TEL=400m. U2 
First glance will introduce you to som rie red security 
EDs... until you discover the light switch above the 


No torches required! 
1. Bridge room can be accessed by climbing up here at 
[GPS:-33.86071,151.163641] underneath the bridge pillar 


landscape rocks to help you get up there) and then 


between th Use a 13mm 


xpansion space to a mesh fenc 
to remove nuts and bolts. Chimney or use 2-3 milk-crates 


up to mesh and crawl inside by bending the mesh once nuts 


bolts removed. ENSURE YOU PUT THESE 


NUTS AND BOLTS BACK, 


THIS LOCATION BECOME 


COMMON ACCESS OR A HOME TO PIGEONS! ! 


nuts and bolts hidden underneath dirt in south-east corner 


the landscaped rocks meet the t-beam.) 
2. Access hatch near to t-beam and above landscaped 


Padlocked (with what looks like a dodgy bike lock) and 


ladder to reach. 


Same 


super 


with 5m+ 


Locality: 
Region: 
Country: 
Care: 
exit. 


Water Level: 
Cond: 
keeping 


History: 
approved plans 


Inner 


the 


with one 


lane. 


only used 


bridge 


was first 


To-Do: 
remain 


ensuring that 
Found: 
Rating: 
Update: 

has 


with 


with 


3. Another hatch on the north-western end of the bridge. 


detail as above, except may require longer ladder, or 


powers. 
4. Mesh at north-western end of bridge. Only accessible 


ladder. 

Rozelle 

NSW 

Australia 

Ensure you put nuts and bolts back. Turn off lights upon 


No tagging or graff. 
Dry - Dry 
Brand new. No pidgeon poo, and let's keep it that way by 


them out. 
(From Wikipedia) In April 2009, the NSW Government 


to construct a second bridge over Iron Cove as part of the 


West Busway along Victoria Road. 


The new bridge has been constructed on the western side of 
existing bridge and holds three westbound traffic lanes 


lane designated as an AM bus lane. The existing bridge now 
carries three city bound traffic lanes and a 24 hour bus 


The existing outrigger lane has been closed and is now 


for maintenance reasons. There is also a 4.3 metre wide 
pedestrian and cycle path on the western side of the new 


which connects to both the The Bay Run and Victoria Road. 


Work on the duplicate bridge commenced in July 2009. It 


opened to traffic late on Friday 28th January 2011. 
Continue ensuring that bolts nuts washers and plates 


intact and installed into the mesh; in addition to 


the mesh does not get cut. No tagging or graff. 


2011 Raptor Red 
4.0/5.0 
2011-12-21 13:00:00 (Red) - Inaccessible, at present. Mesh 


been replaced with a large piece of checkered steel plate 


two small vents up high. Other end potentially accessible 


the 


Created: 
Modified: 


ladder (same old grill is there). Might be some gattics 


pedestrian walkway that would need sussing out. 


2011-06-11 14:00:00 
2012-01-28 13:00:00 


on 


Name: 
Alternate: 
Evacuation 


Description: 
passage over 


Features: 
between 


through. 
minutes 


Access: 
road 


Road. 


Ways 


33.623554,150.828080]. 


small gap 
Hawkesbury 
concrete 
secured 
Seek 

that runs 
Entry 
Locality: 
Region: 
Country: 
Water Level: 
History: 


Found: 
Rating: 


Jim Anderson Bridge 
Hawkesbury Valley Way 


Bridge aka The Windsor Flood 


Road. 

2km long elevated roadway/bridge, designed to allow 
the Windsor Flood Plain during times of flooding. 

7ft high bridge underbelly, with open expansion joints 


sections and big mesh covered holes in the floor to look 


Anti-pigeon mesh covering 


very crevice. TEL=1.5 km (20 


fast walk from end to end). 
South end; Accessed from beneath. There's a long service 


running from where Hawkesbury Valley Way crosses Mulgrave 


The bridge starts just north west of Hawkesbury Valley 


intersection with Curtis Road. 
Park 
Mulgrave Train station and walk along service road, 


[GPS:- 
at 
to 


squeeze through at the vehicle entry gate next to 


Vall The 


ey way. Entry gate into the bridge is up a 3m 


wall, bring a friend to boost you up. Gates are usually 


with 


BiLock Padlocks, Do Not Tamper with or Remove these 


further advice. North end: via the looped service road 


off the intersection of Mileham St and Day Street. 


[GPS:-33.614132,150.818413]. 
Windsor 

NSW 

Australia 

Dry - Dry 

Opened in September 2007. 
2007 Pandaman, 2013 Raptor & Phobic 
3407/540 


Same deal as above. 


! 


Bridge 


Created: 


Name: 
Description: 
spans of 


This 


block 


excellent 
are 


on 


beams at 
concrete road 


deck has a 


a 


Features: 
Railway 


viaduct 


distinguishable 


Viaduct - 
genius of 
imposing 
to 

seemed 


Access: 
corner Old 


2012-01-12 13:00:00 


Knapsack Viaduct 


In John Whitton's words, the bridge 'consisted of five 
fifty feet and two of twenty feet each, built in masonry 


for a single line of railway on an incline of 1 in 30'. 


primary description failed to convey the majesty of the 


sandstone viaduct sweeping across Jamisons Creek, 
sandstone gully, with maximum pier heights of 38m, 


a deep 
and 


stonemasonry. The tall ribbed piers taper with height and 


topped with classical semi-circular sandstone arches built 


corbels at the spring lines.The current configuration 
incorporates sandstone faced reinforced concrete cross 


each pier which cantilever to support a reinforced 


deck edged with sandstone faced parapets. This current 


road width of 30 feet 
traditional sandstone 
accommodate the revis 


(9.1m). The bridge terminates in 
abutments which have been widened to 
d road width. The bridge now sits on 


disused road. 


Features as described by 'Railway Guide NSW, 1879' - 'the 


may be seen winding upwards - 
declivities, alternating with 


past huge rocks and steep 
dense woods; the noble 


across Knapsack Gully being hence already 


You have by this time arrived at the Knapsack Gully 


boldly erected across a steep and stony gorge by the 


the Engineer in Chief, John Whitton. This admirable and 
structure (which Imperial Rome might have been proud 
claim) consists of seven successive arches'. 'It must have 


like flying.' 
The most rewarding access is via method #1 #1: 


Locate 


Great Western Highway and Walkers Crescent, Emu plains. 


cross it. 
of old 
the 


bridge, 


Heading down 


descent. 


from maps 


Lapstone 


Leonay 


Locality: 
Region: 
Country: 
Eek!: 


Cond: 
History: 


Railways. 
across 


part of 


from Emu 


to 


incorporating 


Nepean 


the same 


Water Level: 


Immediately west (50m) is the rail line and a bridge to 
Head over bridge, and park in parking bay. Observe ruins 
cottage and obelisk in front of you. Up the hill further 


track begins. At a leisurely walk it is 10 minutes to the 


not the 30minutes that the NPWS signage suggests. #2 


(east) the Great Western Highway there is an unmarked, but 
blocked off side road towards the bottom of the last 


parking in this area provides a short 1 minute walk to the 
bridge. [GPS:-33.759103,150.639899]. 


Update 2014 DC: There is a large grill over a 
deep mineshaft 50m to the west of this bridge. Visible 


too. [GPS:-33.759244,150.63929] simply follow path from 


end of bridge down into the gully. 


There is also an old walking tunnel under the highway: 
[GPS:-33.758048,150.642528], and the triple outfalls of 


underpass (as mentioned by Swim and Drainbiz in the intel 
section) is located here: [GPS:-33.757738,150.644219] 
Lapstone / Emu Plains 

NSW 

Australia 

This writeup infringes heavily on copyright. 

Dry 

Excellent condition 

The Knapsack Viaduct was designed by and built under the 
direction of John Whitton, second Engineer-in-Chief for 


Its purpose was to carry the original Western Railway Line 


Knapsack Gully at the head of Jamison Creek. It formed 


the Little Zig Zag, which climbed th astern escarpment 


Plains to today's Glenbrook. Whitton repeated this Zig Zag 


descend the western escarpment of the mountains, 
similar stone viaducts. The Victoria Bridge across the 


River at Penrith was also designed by Whitton as part of 


and the 
Notes: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Access: 


Locality: 
Region: 
Country: 
Care: 
exiting. 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


long 


Features: 
goo on 


Access: 
the 


to get 


of 


onto 


programme, as were the Springwood Railway Station (1884) 


Bowenfels Railway Station Group (1869). 
Nearby "mine shaft" here- 
http://www.expobase.cc/unknown/location/628 
Anakaine, 2008 (and everyone else!) 

3 0/540 

2008-07-25 14:00:00 

2017-02-16 16:32:45 


Kooragang Hideyhole 

Small abutment room in overpass where Teal St passes over 
Cormorant Rd. 

Door at ground level in eastern abutment near train lines 
underneath Teal St on Cormorand Road. [NDR]. 

Kooragang 

NSW 

Australia 

Vatch for trains and minimise being seen entering / 


Dry - Slimey 


Good. 
2006 Trioxide. 
0.5/5.0 


1995-12-31 13:00:00 
2007-01-14 13:00:00 


Legohead 
6.5 foot high bridge room crossis the M7. About 200 metres 


and tilted on an angle to compliment the curv 
Lego bricks all the way through the bridge. Weird black 


the walls that makes tagging with a nail easy. 
Similar access to Aspidgeonosis. [Sw:231J07, UBD:169N07, 
Grg:246C07]. Park in the suburbs on the Norwest side of 


Norwest Blvd access to M7. Walk up to the M7 and its easy 


to the abbutment. [GPS:-33.74495,150.937686] 


UPDATE SWIM 2013: 
Anti-pigeon mesh is currently intact on Norwest Blvd side 


bridge. 
Park in Sporing Avenue or Enda Pl, Kings Langley, and walk 


your left 


Locality: 
Region: 
Country: 
Care: 


grass. 
Eek!: 


History: 
refound by 


2005. 
TO-DOS 
Found: 
Rating: 
Created: 
Modified: 


Water Level: 


cycleway -33.747546,150.941913, 


hand-side until you get to the M7. 


Follow cycleway till it 


CT Ct 


Norwest 

NSW 

Australia 

Don't get spiked on the anti-pidgeon screen. 


UPDATE SWIM 2013: 


No EKeks. 
Dry 


and follow cycleway on 


ends -33.745804,150.94001, 


Beware of big rocks & holes when you walk/run on the 


Found by Dougo on his second trip to Sydney in 1994, 


Onyx, Ogre, Tyr, 
Aknowledge Dougo. 
2005 Siologen. 
330/570 
1995=12s31- 13:00:00 
2007-01-15 13:00:00 


Bolt and Hatchet after construction in 


Name: 


Description: 


Access: 
opening at 
block 

(hmm 
entrance 
Locality: 
Region: 
Country: 


To-Do: 
winch, 


Notes: 
but 


tunnels 


tunnels 


Lennox 
Short, 
Parramatta River. 
Bridge on Church St 
Grg:308C01, 


MPL=15m. TEL=30m. 


narrow tunnels through stonework of old bridge over 


[Sw:252N13/080N13, UBD:211C01/024H05, 
[GPS:-33.8106758809,151.004945849]]. 


Small 


base of NE end of arch. Was blocked with a large concrete 


that had 


to be car- jacked out of the way. BI 


into the river perhaps) 


in some other way. 
Parramatta 

NSW 
Australia 
Get into 


the other tunnels, 


spade, etc. 


The layout suggests there should be four sets of 


only one set is now accessible. Ther 


but the local council 


is a story 


ock is gone 


may block 


if they exist. Need heavy duty 


tunnels, 


that the 


in this bridge connect up with very old convict built 


these 
concrete 
Found: 


Rating: 
Update: 


that 


block 


a lot 


not 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
leading 


Access: 
takes 


abutment. 


Locality: 
Region: 
Country: 
Care: 
bridge is 


verge. 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


than goes 


that go Nth from the bridge up under Church St. Supposedly 


tunnels were used as a gaol in early days. Earth & 


block. 

1993 Diode/Mullet. 

4.0/5.0 

2015-01-04 13:00:00 (Red) - Bridge has been renovated and 
landscaped again. There is a concrete block with a reo bar 


"could' be removed, but there is another, larger concrete 


blocking said smaller block. The yellow sandstone has had 


ither 


of mortar replaced. Enter is xtremely difficult or 
possible. 


1995-12-31 13:00:00 
2015-01-24 13:00:00 


Lode Runner 

Gibber-Gun-Ya Bridge. 

Fairly large concrete Bridge. 

7-13' tall, wide, with elevated centr 


platforms, hatches 


to tops of piers. 
The next major bridge after Pheasants Nest [NDR], bridge 


road up a big hill. Park on S side. Go in thru door in 


Door may be padlocked. 

Hume Hwy 

NSW 

Australia 

Huge spiders living on door. The road shoulder at this 


real narrow, watch for traffic and park tightly into 


2000 Siologen/Fishie/Trioxide. 
3.0/5.0 

1995-12-31 13:00:00 

2002-09-24 14:00:00 


M7 Clanway 
Minchinbury flyover 
7m wide, 6ft high concrete prestress hollow bridge room 


Features: 
crawl 


Access: 
section 
then 


bridge. 


hole in 


up 
inside of 
here, at 


the mesh 


Locality: 
Region: 
Country: 
Care: 


nearby 


Eek!: 


Water Level: 


Cond: 
To-Do: 


over the M7 intersection at Eastern Creek 


TEL=470m 
MPL=470m 
Large concrete blocks, pre-stress anchor blocks. Small 


through portals between the 6 sections of bridge. 
Small room with ladder and hatch at far end. 
#1, Climb either over the fence or around the fence 


jutting out from the concrete section. Head up embankment 


under the bridge to abutment, where the road joins the 
[GPS:-33.799631,150.853497] 

Climb onto concrete slab, Move wire mesh, slide through 
mesh into bridge. 


Replace mesh upon exit. 


2, Lift gattics at [GPS:-33.7982145,150.8568147] or 
=@[GPS:-33.7996550,150.8535055], on side of roadway, 
DANGEROUS! !!!. Climb down ladder into bridge. 


T 


UPDATE Red 2011: Another ramp can be access here, at 
[GPS:-33.800163,150.853149]. The mesh cage has been pulled 


making for easy access. Please close the gate on the 


the bridge room to prevent birds from entering. Exit is 
[GPS:-33.79892,150.852601], but has a padlocked gate and 


cage is still intact. 


Eastern Creek 

NSW 

Australia 

Pedestrian and Traffic activity on nearby bikepath and 
surrounding roads. Mention of bike path have CCTV on 


signs, Camera's IF there, are not obvious. 


Sharp edges of entry point and drop off edge of abutment. 


Spiders in surrounding trees and shrubs. 

Dry - Dry 

Pristine 

Access all the Bridge rooms in this area of the M7. 


Found: 
Bazura 
Rating: 
Created: 


Name: 
Description: 
Camden 


Features: 
Access: 
#2: Via 


2010 - Xsv, Ghost, Trioxide, Fenix, Ginger, Ali, Devos, 


4.0/5.0 
2010-12-19 13:00:00 


M72M5 


Brand, shiny, new bridgeroom, off-ramp from M7 to M5 from 


Valley Way. 5.5' high, portals. TEL=400m. 
Lovely cement seating throughout, in case you get tired. 
1: Via abutmentment on Camden Valley Way end of bridge. 


manhole at street level. 


#3: Abutment opp end. 


*[Sw:309018, 


Locality: 
Region: 
Country: 
Eek!: 
Cond: 
History: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
Features: 


Access: 


up. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 
awesome 


side, 


UBD:288B02, Grg:423G02]. 
Prestons 

NSW 

Australia 

Some sandstone under abutment unstable. 
New. 

Completed October 2004. 
2004 Onyx/Ogre. 

3.07540 

1995-12-31 13:00:00 
2005-01-05 13:00:00 


Mr India's Bridge 

RealName= Mooney Mooney Bridge. 

Huge bridge, internally massive. TEL=800m. 

Maximum ceiling height of 6 stories, old PC equipment, two 
parallel spans, 12'h at ends, gets huge near the legs. 

End of Karool Rd, off Pacific Hwy [Sw:NDR, UBD-CC:085C07, 
Grg:NDR], S side of Old Mooney Mooney Bridge. Then look 


Higher. Higher. There. 
Mooney Mooney 

NSW 

Australia 

1998 Mr India. 

5.0/5.0 
2011-01-23 13:00:00 


(Red) - This bridge has a pretty 


security configuration. I can only speak of the western 


(yet 
using the 
bridge on 
over. 
gate, as 
into 
access. 
front 
towards 
white PIR 
a video 
also a 
with 

the way 
out the 
on it, 
although 
be 

path of 
would 


Entire mesh 


RTA sign 


entering. 


Update: 


Created: 
Modified: 


however. We have a high security screen fence with large 


spaced) spikes on the top (although this is climbable 


gate at a foothold). Fence is otherwise flush with the 


the sides, leaving this main gate bit the only way to get 


Going under is an issue, unless you dig under the main 
the rest of the fence has reo-bars close together digging 
the ground thus preventing digging underneath to gain 


However, even if one was to get past this we have, in both 


corners, a large black dome with camera inside pointing 


the centre of the caged area. This camera has a large, 


attached to it and on top of this is something resembling 


camera or other type of PIR and is black/grey. There is 
dome camera at the back of the caged area facing the gate 
several power boxes nearby. Nothing seemed to activate in 


of security sensors, and several of us where here sussing 


area for a while. Each white PIR has a little white dome 


about 1cm cubed which looks like it could light up red 


nothing came of it. I imagine this little thing could also 


another type of sensor. Although, we never did cross the 


the PIRs. Security lock on the gate is a weird shape - I 
describe it as a Mickey Mouse head silhouette shape. 


covering gate can easily be removed with a 
larger-than-your-average-large Philips head screwdriver. 


tells workers/contractors to contact the RTA before 


2010-01-03 13:00:00 (H2odeluxe) - cameras at either end of 
bridge, two each side, motion motor appeared to activate 


1995-12-31 13:00:00 
2011-01-31 13:00:00 


Name: 


Description: 


inside, 


space and 
Features: 
Access: 

Miller St 


pylon 


were 
area, 

the 
behind 
freshly 
Locality: 
Region: 


Country: 
Care: 


Northbridge Bridge Pylons 


High concrete pylons of bridge. Hollow, approx 25m high 


with metal ladder. Room near top, access to cross arch 
to outside at very top (under roadway). 
All the pigeon poo you could want. 


Park in The Boulevard, steps down to park at cnr with 


[Sw:257K15/036K15, UBD:216E03/022K05, 
[GPS:-33.8177337938,151.212769165]], 


Grg:315K03, 
down thru bush to SI 


of Suspension Bridge. 


slit window, that is about 3m above ground. There was a 


beam leaning against wall, which helped. Once inside, 


on 25cm ledge above 5m drop, to ladder on other wall. 


Update: Hatsumi 10/2008: 


Immediately under the bridge at 


is a raised area under the road deck...this is accessed 


12ft high wall which has a 4ft wide ledge in front of it 


35ft drop to the base of the pylons. 


Easy to walk down 


bridge to ledge at either end of bridge no problem. 


have had ropes 


end ar 


at the northbridg 


disrupt communications to anywhere;p 


Update: 2013 (Axel) - Northern footings are inhabited or 


recently. Various camps/beds dug into the slope. Cooking 


gravity fed water drum, also power has been spliced from 


bridge cabling. New access created, 


no climbing. Walk 


fence on NE end, down slope to foundations, duck through 


dug hole. Even better party spot than it used to be. 
Northbridge 

NSW 
Australia 

Don't fall off narrow ledges. 


Keep someone outside. 


Cd 


Need to get through approx 20cm w x 


Both 
installed with foot rungs tied in although 


better. Alongside the bridge at 
Cammeray end is a cable pit 6ft deep and 10ft long...don't 


edge 


CT ft 


Found: 
Rating: 
Created: 
Modified: 


1992 Diode. 
2.0/5.0 
1995-12-31 13:00 
2004-08-14 14:00 


:00 
200 


Name: 
Alternate: 


Strathallen Ave 


Short=Northbridge Susp 


Description: 


former 


Features: 
remains 


top. 
Access: 
crates or 


Lift 


Locality: 
Region: 
Country: 
Photos: 


History: 
bridge 


which had 
Found: 


Rating: 
Update: 


birds they 


Update: 
padlocked 


making a 
bridge 


something 


security to 


Bridge. 


Two old sandstone towers, 


suspension bridge, 
staircase, 


Old spiral 


of anchors. 


Strathallen Ave, 


Northbridge 
NSW 
Australia 


The Northbridge 


Northbridge Suspension Bridge 


Bridge, 


Sandstone bridge betw 


other objects to climb up to 


Long Gully Bridge. 


that used to support cables ona 


converted to supported arch. 


all sandstone. Anchor rooms, with 


n towers. 


Ladders up to 


SE tower at road-deck. Use two milk 


(usually padlocked) hatch. 


hatch and swing it back. Cover ears as it clatters down. 
[Sw:257K15/036K15, UBD:216E03/022K05, 
[GPS:-33.8177337938,151.212769165]]. 


Grg:315K03, 


NSW State Library has lovely pictures of bridge 
construction and 
modification. http://www.slnsw.gov.au/picman/picman.htm. 
Bridge is a reinforced concrete arched 


constructed in the 1930s to replace a suspension bridge 


been opened in 1892. 


2000 Siologen. 
4.0/5.0 


2013-05-23 14:00:00 


were ther 


befor 


(Axel) - "Trip wires" are just for 


the security and fence. 


2011-04-11 14:00:00 


with a bi-lock. 


forced removal very difficult. 


(Red) - Both hatches permanently 


Padlocks are protected by a welded plate 


Fence erected around entire 


to stop or prevent frequent suicides. 


resembling trip-wires at key ledges, 


Pylons have 


perhaps to alert 


to go 
easier to 
regular. 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
loc: 


Access: 
[160 


Region: 
Country: 
Eek!: 
Traffic. 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


control 


Features: 
space 


Access: 
either 


Once on 
dodgy 


Locality: 
Region: 
Country: 
Found: 


climbers, or maybe to simply deter birds. Lights appeared 
out around llpm weeknights, making later night entries 


sus out after this time; if indeed these timings remain 


1995-12-31 13:00:00 
2013-08-18 14:00:00 


Obvious 

Hawthorne St Bridge 

Hollow concrete bridge 

Upper and lower cavities (crowbar manhole access to lower) 


Sth Brisbane 
Round Gatics on footpath in middle of Hawthorne St bridge 


A19] 

QLD 

Australia 

Check direction of traffic camera, upper end of bridge. 


2003 ekweleks/dsankt 
ISAD 
1995-12-31 13:00:00 
2005-01-04 13:00:00 


Old Glebe Island Bridge 
The Centre of OGIB, including the swing mechanism, the 


hut, the surrounding pier and the bridge deck itself. 
Thousands of Seagulls, Nice perspective on the area. Big 


inside pivot drum. 
Need boat or swim from shore of the bridge causeway off 


Somerville Rd or Bank St [Sw:276R17/054R17, 


UBD:235K09/012D02, 


Grg:344K09/011J302, [GPS:-33.867569114,151.183635265]]. 


the pier, head to ladder in giant pivot, contort thru 


grille. 

Rozelle 

NSW 

Australia 

2003 Hatchet/Trioxide/Siologen/Maddog. 


Rating: 
Created: 
Modified: 


3.0/5.0 
1995-12-31 13:00:00 
2004-08-23 14:00:00 


Name: 
Description: 
Features: 
sides. 


Access: 


50m along 


Reid Ave, 
away from 


hatches. The 


the 


Locality: 
Region: 
Country: 
Care: 
Notes: 


Found: 
Rating: 
Update: 
replaced with 


Created: 
Modified: 


One Eyed Python 
Hollow Rail Viaduct. TEL=550m. 
Many rooms, 6' with triangle shaped rooms off to the 


Numerous artefacts, old newspaper, 
Styrofoam. 


plans, big chunks of 


Climb fence from John Young Cres to the S of rail viaduct 


[Sw:277N18/029N18/056N18, UBD:236H10/003004/000fP07, 
Grg:346C10/004E04, [GPS:-33.8703480146,151.217682729]]. 


the viaduct is a gatic manhole. 


Eastern entry access from the corner of Dowling St and 


through two sets of locked gates. Head along the lines 
Kings Cross station. After 90m there are two steel 
first is access into an expansion chamber. The next on 


one you want though. [GPS:-33.873364,151.220039]. 
Woolloomooloo 

NSW 

Australia 


Mind for trains. 


is 


The new steel hatches into the bridge sit perfectly in the 


existing gatic collars. 
1999 Siologen. 
320/520 

2012-01-27 13:00:00 (Scarecrow) - Gatics have been 
steel hatches locked with SRA locks. 


Ankle deep flooded section after 8 or so sections. 


1995-12-31 13:00:00 
2012-01-27 13:00:00 


Name: 
Description: 
Valley 


Features: 
Access: 


Onyx's Bridgeroom 
Brand, shiny, new bridgeroom, on-ramp to M5 from Camden 
Vay. 5.5' high, portals. TEL=300m. 


Lovely cement seating throughout, 


2: Via manhole at street level. 


in case you get tired. 
1: Via abutmentment on Camden Valley Way end of bridge. 


Locality: 
Region: 
Country: 
Eek!: 
History: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


and 


Access: 
Use 


end of 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


on from 


Features: 
Several 


cables 
Access: 
a hole 
access. 
Locality: 


Region: 
Country: 


3: Abutment at opp end. 
*[Sw:309018, UBD:288B02, Grg:423G02, 
[GPS:-33.954128,150.876341]]. 
Prestons 

NSW 

Australia 

Some sandstone under abutment unstable. 
Completed October 2004. 

2004 Onyx/Ogre. 

3045.0 

1995-12-31 13:00:00 

2005-01-05 13:00:00 


Pheasants Nest 
Hollow concrete road bridge with Huge rooms, electricity, 


equipment. TEL=400m. 
1,UE: South Western Freeway, 3km Sth of Wilton Rd [NDR]. 


ladder or something similar to access the hatches at Nth 


bridge. Best done at night. You'll probably need tools. 
Hume Hwy 

NSW 

Australia 

1996 Diode. 

5.0/5.0 

1995-12-31 13:00:00 

2003-09-16 14:00:00 


Polyaspidgeonosis 
Twin vaulted bridgerooms 800 Metres long. This is the run- 


the M2 to M7 going over Old Windsor Rd at Bella Vista. 
Floor drops away at the pylons similar to Mooney Mooney. 


pigeons, local graff. Interesting 5 inch thick structural 


for several hundred metres. 
Climb up the hill to the abutment where the M2 crosses Old 
Windsor Rd. [Sw:231J07, UBD:169N07, Grg:246C0O7]. There is 


cut in the anti-pigeon mesh in the expansion gap. Easy 


[GPS:-33.751712,150.950078] 
Bella Vista 

NSW 

Australia 


Care: Watch for the pigeons and don't hit your head when th 
roof 
lowers in sections. 


Eek!: No Eeks !!. 

Water Level: Dry - Dry 

History: Originally explored by Dougo in 1989 rediscovered by Ogre, 

Onyx, 
Tyr, Bolt and Hatchet after construction in 2005. 

To-Do: Re-find in 2007. 

Found: 2005 The Inner Circle. 

Rating: 3207540 

Created: 1995-12-31) 13:00:00 

Modified: 2007-01-15 13:00:00 

Name: Powder Box 

Description: Small metal box shaped bridge room 6'h x 5'w under Western 
Distributor ramp. TEL=20m. 

Features: White powder lying all over the at the end. 

Access: Cnr Pyrmont & Camden Sts (exit laneway) 


[Sw:277E20/025E20/055E20, 

UBD:2350Q12/012P08, Grg:345E12/012J08, 
[GPS:-33.874658,151.197546]. Climb on top of fence for 
electricity sub-station on Pyrmont St. Hatch to bridge 


room is 
above metal gate in fence, push up. 
Locality: Pyrmont 
Region: NSW 
Country: Australia 
Care: Do this one only in the early hours of the morning. High 
security 
exists in the adjacent building. 
Found: 1997 Ogre. 
Rating: 2707/570 
Update: 2015-05-24 14:00:00 (Scarecrow) - Hatch is now padlocked. 
Created: 1995-12-31 13:00:00 
Modified: 2015-08-12 14:00:00 
Name: Power St Bridge 
Description: A nice and cosy bridge along the m7, nothing special! 
About 60-70m long. 
Features: Dust. 
Access: Usual routine: Walk along the bike path, jump the fence, 
climb up 


the rocks and spot the hole on the left hand side. 
[GPS:-33.752239,150.845877] 
Locality: Plumpton 


Region: NSW 


Country: Australia 
Care: Watch out for the cyclists. 
Water Level: Dry - Dry 
Found: 2010 xsv. 
Rating: 05/560 
Update: 2010-12-30 13:00:00 (Red) - Bridge room can now be 
explored 

through to the other side. The other side includes an 

balcony-style lookout beneath the pillars holding up the 
other 

end of the bridge overlooking the M7. On balcony exit, a 
wall 

cavity can also be explored inside one of the on-ramps 
which 

meets up at ground level before allowing one to explor 
the level 

below the balcony on the inside of the wall dividing the 
M7 from 

the bridge supports. Follow balcony around to black 
fence/gate 

and climb over this and another to get back to Power St. 
Created: 2010-11-18 13:00:00 
Modified: 2011-01-05 13:00:00 
Name: Predator's Bridge 
Description: Series of rooms within structure under rail bridge over 
Gore Hill 

Fwy. MPL=100m. TEL=400m. 
Features: Several long 6'h rooms with portals between them. 
Access: Near Cleland Rd [Sw:257C13/035C13, UBD:215N01/021K01, 
Grg:315COl, 

[GPS:-33.8125421599,151.192524432]]. Park in Artarmon 
Reserve 

(near oval). Follow rail embankment to bridge. Duck around 
and 

under bridge, and drop into hollow behind retaining wall. 
Climb 

ladder (if its there) to hatch. If ladder not there, find 
it. 
Locality: Artarmon 
Region: NSW 
Country: Australia 
Care: Avoid being seen by cars on expressway when entering or 
exiting. 
Nearby: *Tunks Creek Course: == DiodeDox == unnamed under 


Predator's 


Bridge == MulletDox == GobbleDox == Gravel Socks ==<Long 


Bay. 
Found: 1992 Predator. 


Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
River 


Features: 


cables/comms, 


Access: 
access 


(above) and 


CBD 


located 


Locality: 
Region: 
Country: 
Care: 


Water Level: 
History: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
15m. 
Features: 


Access: 
the 


there's 


metal 


2.0/5.0 
1995-12-31 13:00:00 
2004-09-27 14:00:00 


Pteradactyl 
Victoria Bridge-Rooom 
Twin concrete box girder bridge spanning over the Brisbane 


between North Quay (CBD) and Southbank. 
Three full length spans, one 1/4 length span, 


cavities, lights 
1 (North-West) Hop over the green gat 


on North Quay to 


gantry with upper door into CBD side 
abutment [GPS:-27.471500,153.022688] 
2 (North-East) Use footpath between Queen's Wharf Rd 


the Bicentennial Bikeway (below)to access lower door into 


abutment [GPS:-27.471785,153.022632] 
3 (South-East) Lower door into Southbank side abutment 


where pedestrian path meets underside of 

bridge [GPS:-27.473296,153.019760] 

CBD 

QLD 

Australia 

Visible to traffic on the Riverside Expressway when 
entering/exiting via #1 and #2 (CBD side) 

Dry = DEY. 

First box girder bridge constructed in Brisbane (1969). 
2003 Dsankt, Ekweleks & Quantum-x 

520/520 

2015-06-21 14:00:00 


Scarecrow's Bridge 
Iron Cove Bridge 
The embankment cavity of the Iron Cove Bridge. 15m x 15m x 


Wooden walkway with some dodgy bits, ladders, strange 
inner-cavity through a portal. 
Victoria Rd. The south-eastern corner of the bridge, go to 


pedestrian walkway that passes under the bridge. Look up, 


a hole near th 


corner. Only for the slim. Also a square 


Locality: 
Region: 
Country: 
Care: 
riding 


Eek!: 


Cond: 
To-Do: 
Found: 
Rating: 
Update: 
are 


cavity. 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


overpassing 
each side 
must 
Access: 
towards 


underside 


to enter 
birds 


Locality: 
Region: 
Country: 
Care: 

the 


Eek!: 


Cond: 
History: 


Vater Level: 


Water Level: 


hatch in the footpath on the SE corner. Bolted shut. 
[GPS:-33.86043783503336,151.16372108459473] 

Rozelle 

NSW 
Australia 

Pedestrians constantly walking by, walking dogs, jogging, 


bikes etc. 
Wooden walkway is a little flimsy in places. 
Dry - Dry 

Little graff, if any. 
Check the northern embankment, may be similar access. 
06-06-09, Bastion, Hatsumi, Scarecrow, Vox. Jun 7 
2.0/5.0 
2010-08-17 14:00:00 (Scarecrow) - Wooden walkways inside 


gone. Can still get in but difficult to get down into the 


0000-00-00 00:00:00 
2010-08-18 14:00:00 


Seven 
Seven on Seven 
2x 5ft high concrete bridge rooms on Seven Hills Rd 


the M7-Motorway in Baulkham Hills. The two sections of 


are joined by an interesting circular black hole that one 


climb through to continue on to the next section. MPL=80m. 
TEL=160m. U2. 
Park on west side of Amphitheatre Circuit and walk up 


Seven Hills Rd. Jump fence and walk down slope towards 


of bridge. Climb through hole in gate. Bend pre-cut mesh 
here: [GPS:-33.756526,150.956889]. Replace mesh to avoid 


and teenage boys from entering. 

Baulkham Hills 

NSW 

Australia 

Vatch out for a small, hidden drain just after you jump 


fence. It is buried in the long grass. 

Concrete dust. 

Dry - Dry 

Good. 

cC. 2004 during construction of West-link M7-Motorway. 


Found: 
Rating: 
Created: 


Name: 
Description: 


underbellies. 


Features: 
outside 


Access: 
Grg:316A06], 
bridge 
#2,UX: 
girders is 
from 
Locality: 
Region: 
Country: 
Care: 
Found: 


Rating: 
Update: 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Access: 
Requires 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


2011 Red 
2.07540 
2011-11-09 13:00:00 


Seven Dwarves 
Old bridge-room, with big abutment and 7 x 6! 


TEL=200m. 
Large expansion crack (pee on cars), access to girders 


above Circular Quay Rail Station, knarly ladders. 
1,UE: Takes Cahill Expressway over Magquarie St 
[Sw:277L14/024L14/056L14, UBD:236F06/001L12/000dG07, 


m 


access is a thick spiderweb manhole on the NE side of the 


just to the Nth of the actual expressway, at same level. 


Access to girders via gate in middle tunnel, beyond 


access to the pavement via lightweight gatic, lift easily 
below. 

Sydney CBD 

NSW 

Australia 

Ladder is dodgy. 

1998 Siologen/Ogre. 

2:0540 
2011-01-21 


13:00:00 (Red) - [GPS:-33.861526,151.213241] 


1995-12-31 13:00:00 
2011-01-21 13:00:00 


Shitterah 

The Entrance Bridge. 

Small bridge with very small and dusty bridge room. 
Two hatches N end [Sw:NDR, UBD-CC:061E11, Grg:NDR]. 


manhole keys. 
The Entrance 
NSW 
Australia 

2003 Durox/Dayv/Millsy. 
0.57540 

1995-12-31 13:00:00 
2004-12-10 13:00:00 


Name: Silverwater Bridge 
Description: Medium sized road bridge with abutments and 4 sets of 15 
rooms 


going from N to S sides. TEL=450m. 
Features: Missionary entry and a lot of obstacles on the way from 
one side 


to the other, inc. 18" wide portals 6' up, cables, etc. 


Access: From the Sth end of Fallon St walk to the Nth end of the 
bridge, 

up the embankment, to the centre of the abutment. 
[Sw:253018, 

UBD:212F06, Grg:310A06, [GPS:- 
33.823210283,151.051208544]]. Entry 

currently blocked. 
Locality: Silverwater 
Region: NSW 
Country: Australia 
Vater Level: Ankle after rain 
Found: 1998 Sioclogen/Hatchet. 
Rating: 3.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-08-31 14:00:00 
Name: Skeleton Crawl 
Description: Platforms hung from the roof of tunnel were M2 crosses 
under 

Epping Rd. Used to carry cables. 
Features: Valkways crossing over road, with three joining rooms. 
Lots of 

cables. Nice view over motorway. Has a very sci-fi feel, 
only 

problems are the crossbars on the walkways forcing you to 
crawl 


under them. Pigeon shot abounds. 
Access: 1,UE: Cross Epping & Pittwater Rds [Sw:255P06, 
UBD:194G10, 


Grg:283B10, [GPS:-33.7963116239,151.137436024]]. Park 


Blenheim 


Rd. Cross Epping Rd. Look over fence & you'll see the 
slide/bridge. Walk Sth to the end of the fence, then 


around it. 


Easier not to go thru gate, but along fence until you 
reach the 
slide/bridge, clamber down this into room. 
2,UX: You can climb out at the S room. 
Locality: North Ryde 
Region: NSW 
Country: Australia 


Care: 
To-Do: 
back. 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
of 


Features: 


unfortunately, 


Access: 
from 


Green 
(a 

the 
climb 


Locality: 
Region: 
Country: 
Care: 
fair 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
wheels 


Features: 
roar 


Be careful climbing down slide/bridge. 
Piss on hot four cylinder cars with big subwoofers in the 


2002 Mr India. 
30750 

1995-12-31 13:00:00 
2004-08-14 14:00:00 


Slateford Aquaduct 
Old stone aquaduct 


carrying the Union Canal over the Water 


Leith. 
Numerous high, narrow chambers, all separate 


pidgeons, pidgeon poop. 
Go down walkway on the eastern side of the Water of Leith 


Lanark Road, past the WOL info centre(near int with inglis 


Rd). [Collins:30J13] Under the Aquaduct arch use something 


pallet from the nearby B&Q did the trick) to climb up to 


holes (or stand on railing i guess), Shoo pidgeons away, 


thru hole. Scale down inside walls. Look around. 
Slateford 

Scotland 

United Kingdom 

Make sure you can get back out before climbing down, is a 


way down. 

Go back with a long, narrow ladder. 
2004 Siologen 

T5750 

1995-12-31 13:00:00 

2007-06-02 14:00:00 


Space Dust Wheel of Heaven 
Sky Wheel Bridge 
The climbable truss span towers of Ryde Bridge Rd with big 


that used to raise/lower sections of the bridge. 
Giant wheels, panoramic views, good vibrations as trucks 


beneath on Concord Rd 


Access: 
bridge on 


ladder, 


climb to 


Locality: 
Region: 
Country: 
Care: 

but are 


Water Level: 


History: 
lift 


system. 
To-Do: 
Notes: 
Found: 
Rating: 
Update: 
removed. I 


ladders 
make 
impossible. 


Created: 
Modified: 


Walk south along pedestrian footpath from north side of 


northbound side of Concord Rd. Come to first tower with 


use good bridge climbing skills to get onto ladder and 


top. 


Ryde 
NSW 
Australia 


less visible whilst at top 


[GPS:-33.823136,151.095389] 


Be quick in ascent as you can be seen getting onto ladder 


of tower. 


Dry-> Dry 


The middle section used be 


device. 


Th 


The bridge was buil 


Enjoy 
Rascal 
30/50 


2013-11-07 13:00:00 


asked 


other tower & free the 
the space dust sparkle! 
& Scarecrow 2010 


at the local fire station,th 


raisable until they removed th 


t to replace an old ferry 


wheels. 


(Siologen) - Ladders have been 


fireys there said the 


were removed in August 2013. The absence of the ladders 


climbing the bridge exceedingly difficult, 


if not 


2010-04-02 13:00:00 
2013-11-11 13:00:00 


Name: 


Description: 


made 
spiky 


Access: 
Locality: 
Region: 
Country: 


History: 
purely 


Vater Level: 


Spiky Bridge 


Convict-bui 


1t 


(mid 1800s) bridge, not overly exciting but 


from irregul 


ar] 


y shaped local stone with a small culvert & 


top it's interesting. 


Pull over of 
Swansea 

TAS 
Australia 
ankle 

Bui 


f: 


lt by convicts, 


(-42.18667, 148.06493) 


the highway 


rumour is that the vertical spikes were 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 


underneath the 


Access: 
Grg:NDR]. 


tunnel and 
on 


Locality: 
Region: 
Country: 
Care: 
Cond: 
steel 


vertical 
train 
History: 


To-Do: 
top, 


Notes: 
time as 


helping 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 


to piss off the supervisor 

Listed 2016 by NoPro based on visit in March 2015 
2.0/5.0 

2016-06-23 10:56:50 

2016-10-31 17:20:35 


Stan Unwell 
Stanwell Park Viaduct. 
A huge brick viaduct with a bit missing! Catwalks 


bridge about 40 metres off the ground. 
1: Stanwell Park station [Sw:431P19, UBD-Wg:013N10, 


Walk down access road towards the S. Walk around the 
you're there. Catwalks are SRA padlocked. Climb over gate 


bridge. 
Stanwell Park 
NSW 
Australia 

Don't drop anything valuable!. 

One section of the bridge is missing, and is replaced by 


girders. There are a number of steel cables through the 
piers to hold the bridge together which go tight when a 


goes over the bridge. 

The bridge was constructed in the 1920s when the line was 
deviated and duplicated. 

Sit on steel cables when a freight train is going over the 


Abseil off the catwalks to the creek. 
The mountains on each side are crushing the bridge over 


they get closer together. Th 


overhead wiring is also not 


its condition. 

1995 Trainman. 
3.0/5.0 

1995-12-31 13:00:00 
2005-09-21 14:00:00 


Stockton Bridge 
Fishie The Screaming Poof, FTSP. 
Massive bridge over North Channel, Stockton. 


Features: 


Tunnels oddly 


is big 


Access: 


in 
look 
correct 


Nc:134B02, 


Locality: 
Region: 
Country: 
Care: 


Water Level: 


History: 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


the 


housing 


through to 


Features: 
the 


lighting 


tags 


the mesh 


Huge pylons with gurgling pipes and insane pigeons. 
shaped, 12' high with portals and gaps. Tunnel up, middle 


but pain to traverse cos of dividing walls. 

*Pylons: E end of island [Sw:NDR, UBD-Nc:134B02, Grg:NDR]. 
Hatches located either sid 

*Underbelly: Use steps to walkway. Walk up to level with 
lightpole (western side) marked "1044KT7". The poles are 


sequence, 1044 appearing after 1043, after 1042. Near 1044 
thru holes in deck slabs for a grille underneath. Lift 


slab, (will need two lifters). Slab at [Sw:NDR, UBD- 


Grg:NDR, [GPS:-32.8847065415,151.78372784]]. 


UPDATE Goretex 2010: 
Hatches locked. 


Kooragang Is 

NSW 

Australia 

Lots of grotty pigeons flying at your head. 
Ankle in base of pylons 

UPDATE Goretex 2015: 

History: http://youtu.be/dP9wjcxLa68 
2002 Mr India/Siologen/Fishie/Rei. 
540/540 

1995-12-31 13:00:00 

2010-01-05 13:00:00 


Stonecutters Bridge 
Symonds Rd Bridge 
5ft high concrete bridge room on Symonds Rd overpassing 


M7-Motorway in Dean Park, near new Stonecutters Ridge 


estate. The two sections of the bridge are joined by an 
interesting circular black hole that one must climb 


continue on to the next section. TEL=80m. U2. 
Of interest is perhaps the neat tiling on the outside of 


bridge, along with the spotlights from the M7-Motorway 


up the way before one discretely enters. Inside, there ar 


and random spray cans, including evidenc 


of repairs of 


been 


Access: 
north 


mesh. 


Locality: 
Region: 
Country: 


History: 
otorway. 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


stormwater 
floored 
Features: 
Access: 
doorway on 
Possible 


[NDR]. 


*Current: Turn 


aborigional 
Wildernes 


track 


TO 


over. 


watch for 


Water Level: 


and one particular panelled section which looks to have 


kicked in and is now fixed. 
Park on Symonds Rd or Stonecutters Dr and jump fence on 


side of bridge. Enter bridge here, at 
[GPS:-33.731648,150.865775], by removing a pre-cut square 


Please put back to keep out birds and teenage boys. 
Dean Park 


NSW 
Australia 
Dry - Dry 


c. 2004 during the construction of the West-link M7- 


2011 Red 
22.0 /5:3.0 
2011-11-09 13:00:00 


Super Light Speed Drain 
Bridge yet to be officially named by RTA. 
Large sized, long twin span road bridge with internal 


conduits. Two dead straight, 10' high 15' wide smooth 


bridgerooms (300m). 

Possible lighting to remain after construction. Ride bike 
through!. 
Located on Karuah bypass freeway. First of two bridges 
encountered when northbound on Pacific Hwy. Entrance 


Southern side of Abutment on Eastern end of bridge. 
belly squeeze under span into abutment when completed. 
N off Pacific Hwy at Uniting Church in Karuah, 
(M-something rd) continue along major road through 


village and follow Riverside Dr to gate of Karuah 


= 


Through gate into reserve and follow main 


Reserve. Drive 


northwards 2 km to locked boom gate. Walk past boom gate 


bypass under construction. Walk East along Fwy - go past 
construction camp. This is the first bridge you cross 


WARNING: security patrol along bypass and access road - 


camp - no 


Locality: 
Region: 
Country: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
Access: 
Use 


a 


eadlights Construction camp was empty at 1AM on weeknight 
however procede with caution. Cammeras in construction 


not enter - walk along fwy. 
Karuah 

NSW 

Australia 

Collosus. 

2004 Mr India. 

34107540 

1995-12-31 13:00:00 
2004-06-04 14:00:00 


Sweatbox 
Series of 5' high rooms under Western Motorway. 
HOT! - totally made of metal. 


Climb up under overpass where M4 goes over Wentworth St. 


shifter to open the only hatch you can reach [Sw:273D03, 
UBD:211K11, Grg:308K11, [GPS:- 


33.8322925917,151.022498456]]. 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
Found: 
Rating: 
Update: 
when 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
Access: 
over 


cont enu 


Granville 


NSW 
Australia 
Please replace bolts when you leave. 


Dusty, and did we mention really hot..!!. 

2003 FeNiX/spuTnik/Curly. 

2.0/5.0 

2010-11-29 13:00:00 (Ghost) - Notes: Best done at night 


metal is cold. 
Look for black writing that says "Unscrew me" 


Care: 10kg hatch swings downward not upward. 


1995-12-31 13:00:00 
2010-11-30 13:00:00 


Sydney Harbour Bridge 

Coathanger. Kursk (arches). Short=SHB. 

Big bridge. Needs no further description. 

The views. The challenge. The andrenalin. 

*Arch #1: Abutment at NW hinge of lower arch - climb up 


razor wire and fence onto concrete platform. See ""Arch 


below. 


between the 


rails; 


follow 


in the 


inspection 


or may 


Grg:345K01/001K02, 


main 

cross rail 
met by a 
This isn't 
enough they 
directly L, 


leads 


bridge if 
involve 
pillar 


Locality: 
Region: 
Country: 
Care: 
Don't 


the 


torch. 


*Arch #2: Cycleway from Nth end, to rail line section 


two arches. Observe series of hatches in deck between 


Sth-most one is wooden and possibly accessibl Open and 


arch ladders & steps down to abutment hinge. 
*Arch cont: Squeeze up into arch body over top of hinge, 


centre cavity of arch. There is an opening that has been 
previously grilled. Near the very top there is an 


hatch in the roof that is closed but not sealed. From here 
ladders & stairs lead to a final movable ladder that may 


not be in place to allow access to the top of top arch. 
*Arches: [Sw:277K09/046K09, UBD:236E01/001K02, 


[GPS:-33.8504763762,151.211611304], XNL]. 
*Gangway: Walk up the bike path from the S end, where the 


arch section comes through at deck level, jump fence, 
lines and look for stairway down. Take it and you'll be 
typical looking house door with a Lockwood lock on it. 

a dead latch, and if someone in your group is skinny 

can wiggle through the gap and open it. Once in, go 

to do otherwise may set of I.R. sup steps to gantry that 


along under footpath. Walk to other side if you want. 
*Gangway Exit: Possible to exit from the Nth end of the 


doors down through Nth pillar are unlocked. This would 
walking on the section with no floor to get to the Nth 


though. 
Sydney Harbour 
NSW 

Australia 
*Beware trains, keep an eye on the orange warning lights. 


be seen. A bit dodgy since Sept 11, with seccers patroling 


bridge. 
*Beware exposure! Wear black clothing and use minimum dull 


*Do it after 2am when the lights go out in the trusswork. 


between th 


*The spac abutment and the arch is occupied 
by the 

security office! 

*Do it on a warm summer night so your body gives less 
contrast to 

the rumoured-to-exist 


*$2200 fine if caught. 


(but not proven) IR detectors. 
Don't carry ID, give a false name 


CLC: 

*Both the NW & SW pylons are occupied by the seccers 
(Sydney 

Eastern Security). 
Notes: Security use UHF-CB channels 11 & 14 but use tone squelch 
with 

non-standard DCS codes. You can hear them, but they will 
not hear 

you. 

*Diode found Arch Acc #2 in 2000. 
Found: Various 1995-2000. 
Rating: 5.0/5.0 
Created: 199512531 1320000 
Modified: 2004-08-25 14:00:00 
Name: Tamar River Bridge 
Description: Box girder bridge over South Esk river at the base of the 
gorge. 

Rooms are 6', similar to Powder Box. 
Access: Vest Tamar Rd. Steal tall ladder from the boat shed at the 
north 

end and carry across the bridge to south end where you 


will see 


the unlocked hatches. Needs two people to do it this way! 


Only 
steal ladder at night and return it when you're 
finished :) make 
sure you climb the bridge next door also! 
[GPS:-41.439976,147.127748] 
Locality: Launceston 
Region: TAS 
Country: Australia 
Care: Night job reccommended 
Water Level: Dry - Dry 
Found: Misc 
Rating: 207540 
Created: 2011-12-05 13:00:00 
Name: Tarban Creek Bridge 
Description: 5 parallel & unconnected hollow support arches each 


usually 


wow 
E 


Locality: 
Region: 
Country: 
Notes: 
Found: 
Rating: 
Created: 
odified: 


locked 


(west) 
*Nth: 
Grg:31 


follow 
bridge 
*Sth: 
Huntle 
NSW 
Austra 
Origin 
1998 S 
4.0/5. 
1995-1 
2005-0 


at both ends (Nth & Sth), numbered "A" (east) to 


. MPL=100m. TEL=100m. 


Park in Durham St [Sw:276B03/043B03, UBD:214L11, 


3F11, [GPS:-33.8361354933,151.145508117], XNL, 


footpath to bridge, follow vehicular track to under 


Down embankment 
ys Point 


lia 


from the dead end of Huntleys Pt Rd. 


ally there was no handrail: dTrog 1980. 


iologen. 
0 
2-31 13:00:00 
9-21 14:00:00 


Name: 


Description: 


was the 
cheap 


Features: 
on each 


varies in 
sometimes 
interesting 


Access: 
Locality: 
Region: 
Country: 
Care: 
neaby 


Cond: 
Found: 
Rating: 
Update: 


Created: 
Modified: 


Tetris 


Amazingly versatile bridge commonly used for parties that 


backup venue for the Clannies and is a great source of 


accomo 
15 lar 


dation. A worthwhile explore as well. 
ge rooms, joined by a small portal. The final room 


side contain the bridge supports, parts of V-shaped and 


height from 8-12ft. The first room on south side is 
full of couches and carpet and is plastered with 

graff from Clannies nights and Quiz nights. 

(unlisted) 

(unlisted) 

VIC 

Australia 

Try not to linger around door during business hours of 
warehouses. 

Not quite a 5 star hotel... but its free! 

Melbclan 

0.0/5.0 

2009-12-21 13:00:00 (Loki) - Contact locals for access. 
1995-12-31 13:00:00 

2009-12-22 13:00:00 


Name: 


Description: 


Western 
Features: 
through. 


Access: 


lower 


locked. 
Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Thunderbox 


Abutment & crawl spac 


Distributor. 


M 


Viewing cracks 


Door in abutme 


ne al 


nt, 


PL= 


under pedestrian bridge under 


120m. TEL=120m. 
oads of rat shit, booms as you crawl 


where pedestrian bridge meets Harris St 


Ultimo 
NSW 
Australia 
1998 Ogre. 
230/570 


[Sw:277E20/025E20 


Vestern Distributor, 


, UBD:235012/012008, Grg:345E12], next to 


up lane from Powder Box. Usually 


1995-12-31 13:00:00 
2007-03-04 13:00:00 


Name: 


Description: 


River, 


Features: 
Access: 
Grg:462F05, 


enter 
Nth end 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 
off. 


sandstone rock 


on top 
and at 
gate 
tiny 


it back 


Tom 
Real 


Ugly's 
name. 


Sth 


1,UE: 


hatch on side pylon. 


Blakehurst. T 
Steel welded box construction, 
Under Nth abutment 


[GPS:-34.000859514,151.114865553]], 


Princess Highway bridge over mouth of Georges 


EL=700m. 


lots of girders inside. 
[Sw:335H17, UBD:314A05, 


through grille, then 


Hatches are usually locked. Hole at 


of bridge has been covered over with stronger mesh. 


NSW 
Australia 


1992 Predator. 


3.0/5.0 


2012-01-13 13:00:00 


Fenced area has hole in it. 


face 


and jump down onto rocks. 


Blakehurst South 


(has a stair-] 


(Red) - Continued where Hatsumi left 


One can them climb the 


ike formation) or merely cross the road 


the door handle. 


(like Ratter did) 


unlocked latch. 


into place. 


Cage door has padlocks at base 


One may reach through the first locked 


and open second door as it only has a 


Door swung open and we were unable to get 


Still no access. 


Update: 2008-01-07 13:00:00 (Hatsumi) - strong mesh over north end 
has a 

door/gate. Fenced in area under north end, used for 
council 

stuff, see sandstone ledge, s left side under 
bridge...see door 


council dudes 


in mesh with hand hole presumabley with lock but as 
loitering about didnt get to check it out..... 


to do: check it out 


Created: 1995-12-31 13:00:00 
Modified: 2012-01-28 13:00:00 
Name: Toto's Yellow 
Alternate: RealName= John Whitton Bridge, Meadowbank Bridge. 
Description: 12'h steel box bridge, split into 2 sets of 5 sections. 
TEL=400m. 
Features: Height, noise and bodily sensation when trains go over it 
when 
you are inside. 
Access: From S end of Bank St walk down thru park to rail access 
gate 
[Sw:254N17, UBD:213E05, Grg:311K05, 
[GPS:-33.8201424555,151.089069295]]. Jump fence and walk 
to Nth 
end of bridge. To get down to door you need a Meadowbank 
key to 
the cage surrounding the ladder. 
Locality: Meadowbank 
Region: NSW 
Country: Australia 
Care: This bridge has 21 sections each padlocked. DO NOT drop 
the key 
on the outside while opening them, as this will render you 
prisoner. Avoid being seen by trains. 
Found: 1998 Hatchet/Predator. 
Rating: 30/550 
Created: 1995-12-31 13:00:00 
Modified: 2005-09-21 14:00:00 
Name: Trundler, The Condor 
Alternate: Indooroopilly Pedestrian Bridge 
Description: The maintenance cage underneath the bridge 
Features: Trundling in maintenance cart, views from top. 


Access: 


- #1 


bridge 


Locality: 
Region: 
Country: 
Eek!: 

a Will. 


Condor is 


History: 
Lights 


TO=DO 
Notes: 
finished. 
Found: 
Rating: 
Update: 
performed a 


rope. 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Bridge isa 


Features: 
with 


Numerous 
high 


Bolte 


looking down 
Fluro lit 


Access: 
Ponds Ck 


m 


For Condor - Open NE pylon, enter and climb. For trundler 


Walk along bridge, climb down caged ladder on the RHS. #2 


Hardcore. Jump traintracks, walk the underside of the 
cage. 

Indooroopilly. Adj. Walter Taylor Bridge [178 K7 

QLD 

Australia 

Long drop, railings get dewy. If using entranc 2, write 


Don't decapitate yourself while trundling. Top door on 


LOUD when it closes. Its a long fall, take a headtorch. 
Dozey and Quantum X rigged up Unauthorised Christmas Tree 


in odd patterns at the top of The Condor, Christmas 2004. 
Fishing expo, abseiling expo. 
Remove chain around before trundling, and replace once 


2004 dozey/quantum-x 

34.9/54;0 

2011-04-10 14:00:00 (Meekrat) - JoshG and meekrat 

rope drop off the trundler early 2011 on 25m of dynamic 


1995-12-31 13:00:00 
2011-04-22 14:00:00 


TWL/Bolte Bridge Underbelly 
Tullamarine-Westgate Link Elevated Freeway 
km long elevated freeway with explorable belly. Bolte 


huge new bridge built crossing Port Melbourne. 
Kilometres of V shaped 8ft high tunnel including junctions 


offramps. Crammed full of cables, drainage, portals etc. 


balconey sections were you can step outside the structure 


above town. Leads eventually to the massive internals of 


Bridge. Huge cavities at least 6m high with grilles 


peirs. A fair bit of Twl is lit, all of Bolte bridge is 


internally. 
1: Underneath where the Tullamarine Fwy crosses Moonee 


where 
may be 


Region: 
Country: 
Care: 
Rating: 
Created: 
odified: 


at Mt Alexander Rd via metal plate. [Mel:2aE-1] #2: Under 
Bolte Bridge goes over Turner St via metal plate. Shifter 
required. Replace plate! [Mel1:42K-11] 

VIC 

Australia 

Being seen getting in. 

0.0/5.0 


1995-12-31 13:00:00 
2004-04-02 14:00:00 


Name: 
Alternate: 


Description: 


Rhodes and 
privately 
Sydney 


Features: 
multiple 


natural 


when 


Bridge 
system 
system 


Access: 
151.083211] 


access 
fashion a 
can only 


your 


water 


Utterance 
Bennelong 


funded infrastructure and 


Ventworth point. 


Bridge 
An utterly spectacular bridge linking the suburbs of 


It is Australia’s largest piece of 


the first bridge to be built in 


Harbour since 1995. TEL= 330 m; 


Just utterly. 


Cool tiered stairway system at both ends, 


grates looking down to the water that provide awesome 


also appears 


lighting during the day, 


height varies from 6-10ft - which 


looking at the bridge from outside doesn't look possible?! 


to be acting as a cable tunnel with a ducting 


running down the guts. There's a temporary fluro lighting 
in place. 
From Rhodes - Gauthorpe street [GPS:-33.827979, 


Head 


underneath the bridge and wade 2-3m's through the water to 


door located at the base of first pylon. 
plank to cross or use a boat to avoid getting wet. 


be opened from the outside. 


Alternatively, 
Door 


No locks or padlocks, just 


standard "dad shed" drop bolt and slide plate. 


front to underneath the bridge, 


From Wentworh Point. Make your way along the 


look for small hole in 


and up 


Exact same 
access 
is 


Locality: 
Region: 
Country: 
Care: 

to the 


system 
purpose 
illegally. 


Eek!: 
bridge. 


Water Level: 


Cond: 
History: 


construction 


first 


Notes: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
of the 


Warringah 


Stapleton 


Description: 


Access: 


construction fence and pop on through, head to your left 
temp ladder into bridge [GPS:-33.826624, 151.080413]. 


door as the Rhodes side i.e. just two drop bolts. NB: This 


will change once the construction that's taking place here 


completed. 

Rhodes 

NSW 

Australia 

Permanent security patrols at the Wentworth point side due 


vast amount of construction taking place. Road side cctv 


will be installed in the near future - though, the main 


of the cctv is to catch drivers crossing the bridge 


Ongoing cabling work seems to be taking place inside the 


Check for workers before you utter. 
NA 
Excellent. Brand new. 

The Bridge took 10 years planning and two years of 


to complete and is the first privately funded bridge and 


new bridge to be built in Sydney Harbour since 1995. 
http://www.homebushbaybridge.com.au/ 

Aydun, Db, Ratter, Sids, Delo 2016 

5.0/5.0 

2016-08-15 00:24:46 

2016-08-16 15:25:49 


Warringah Expressway Catwalks 
Short=Warringah Expy Catwalks. * Each is named in memory 


5 streets totally wiped for the construction of the 


Expressway: St Minnivers Ave, Nisbett St, Perry Ave, 


Ave, and Gorman St. 
Five catwalks under the bridges for Ernest & Falcon Sts. 
Park in Merlin St (North) [Sw:257L20/036L20, 


UBD: 216F08/022L15, 


Grg:316A08]. 

*Falcon St: Via small park between the two bridges. 
[Sw:257L20/036L20, UBD:216F08/022M16, Grg:316A08, 

[GPS:-33.829621801,151.21486628], XED, XNL, XWPT]. 


Cammeray golf 


structure can 
the 


Locality: 
Region: 
Country: 
Care: 
night 


To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
the 


Features: 
Access: 


Crosses 


fArt 


Locality: 
Region: 
Country: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


[Sw:257L20/036L20, UBD:216F08/022L16, Grg:316A08, 
GPS:-33.829490052,151.213864142], XED, XNL, XWPT]. 
Ernest St: Via Anzac Park, same dividing park, or 


* 


O 


urse. This street has 3 bridges: 
[Sw:257L19/036L19, UBD:216F07/022L14, 
PS:-33.8275823622,151.213514879]]. 
[Sw:257L19/036L19, UBD:216F07/022L14, Grg:316A07, 
PS:-33.827671323,151.214053273]]. 
[Sw:257L19/036L19, UBD:216F07/022M14, 
GPS:-33.827836154,151.214849407]]. 
Exits: All catwalks fully cross the bridges or the 


Grg:316A07, 


Ga 


Q 


Grg:316A07, 


+o ta +a +A 


be used where, in one case, the catwalk is shorter than 


bridge. 

North Sydney 

NSW 

Australia 

Easily seen by traffic when entering catwalks. 


Do late at 


and don't loiter. 

Piss into open sunroofs on cars. 
1981 dTrog. 

3.0/5.0 
1995-12-31 13:00:00 
2007-01-18 13:00:00 


Wedge, The 


Wedge shaped bridge room that is 9' at one end and 4' at 


other. TEL=50m. 


Pipes, cables and a balcony. 
Small gatic in E foot path at Nth end of the bridge that 
the Eastern Distributor, 100m from the fArt Gallery on 


Gallery Rd [Sw:277N17/029N17/056N17, 


UBD: 236H09/003001/000fP02, 


Grg:346C09/004E01, 
Sydney CBD 

NSW 

Australia 

Pop the other 5 gatics in the bridge. 
1999 Tyr. 

2.0/5.0 

1995-12-31 13:00:00 

2004-09-05 14:00:00 


[GPS:-33.8672941589,151.217886792]]. 


Name: Western Distributor Flyover 


Alternate: Short=Western Dist Flyover. 
Description: Underbellies of twin bridges each with 6 rooms. Rooms are 
approx 

80m long with small loaf shaped tunnels between each room. 
The 

roof and floor of each room is curved, being 4'6 at sides 
and 6'2 

in middle. TEL=600m. 
Features: Post stressing cables mounted in concrete blocks inside 
bridge. 

Hundreds of new fluorescent tubes lying in Nth bridge. 
Access: Between Darling harbour flyovers and Glebe Island Bridge. 


[Sw:277E20/025E20/055E20, UBD:235012/012P08, 
Grg:345E12/012308, 


[GPS:-33.8747189313,151.195851198]]. Nth end of Bulwarra 
Rd, 

under the S flyover where it crosses the road is a im 
square 

hatch held up with one bolt (shifting spanner needed). 
Hatch is 

lightweight, hinged and has a ladder on the inside for 
entry. The 

hatch for the Nth flyover is directly N of the S one, but 
is on 

the E side of the road. This one has two bolts in it and 
is 

higher up, but is easier to open as bolts are only finger 
tight 

and there is no fear of a car running into the open hatch, 
or 

you. 
Locality: Pyrmont 
Region: NSW 
Country: Australia 
Care: It is possible to get run over by cars at night while 


opening the 
N of these pair. 


Found: 1998 Ogre. 

Rating: 3.0/5.0 

Update: 2009-09-15 14:00:00 (Scarecrow) - Both hatches are locked 
with 


heavy duty padlocks. 
Ghost- September 2009. 


Created: 1995-12-31 13:00:00 
Modified: 2009-09-23 14:00:00 


Name: Western Distributor Mini's 


Alternate: 
Tam; 


Description: 


wide. 


Access: 
huge 


finger tight 


Short=Western Distr Minis. 


What Shall We call It?. 
Underbellies: 
* Comb: 4'h split into 


* Concrete Tim Tam: 
* What Shall We call 
* TEL=150m. 

*Comb: Hatch above shal 


metal flowers 


[Sw:277G20/025G620/055G2 


Grg:345G612/003C07/000cA14, 


33.8738465697,151.202172213]]. 


makeshift 


King 


the 


Station. 
Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
bridge on 


dry (The 


Access: 


covered sides 


Enter. 
Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 


n 


*Concrete 


substation is, 


St. 

*WSWCI: The underbelly of t 
Western Distributor. 20 
Ultimo 

NSW 

Australia 


1998 Siologen/Mr India. 
2.0/5.0 

1995-12-31 13:00:00 
2004-09-05 14:00:00 


Wet Pussy, Dry Pussy 
Two 

the F3. Eastern is 5! 
Dry One). 


Small bridge carrying t 
Brooklyn, 
[GPS:-33.5588896955,151 


of road, under bridge t 
Brooklyn 

NSW 

Australia 

2001 Siologen. 

2.0/5.0 

1995-12-31 13:00:00 


Twin 4'h, 
It?: 


(sculptures) 


deep in water 


[Sw:137A20, U 


* The Comb; 


8 sections, 


30m 
2 x 4'h 


long. 


The Concrete Tim 


each 60m long and 2m 


low embankment, 


Bathurst St. 


Bol 


on 


0, 


[GPS:- 


where Western Distributor splits, 


Om NE of the 


(The Wet One), 


18" pipe joining them. 


off footpath, W of 


US ake 


UBD: 236B12/003C07/000eF14, 


Tim Tam: Hatch in fenced off area where 


W end of 


he foremost W down ramp from 


Blackwattle SLR 


3m high oddly shaped bridge abutments for unnamed 


W is 


he Pacific Hwy over F3, 
BD:055L16/-CC:113116, 


.192865817]], in tiered 


here are hatches. 


4kms from 


Grg:075A16, 


rock 


Lift these. 


Modified: 2004-08-31 14:00:00 


Name: Woronora Bridge 
Description: Long, very high road bridge. TEL=450m. 
Features: 12'h, with triangle cavity divides, small abutments. 
Internal 
drainage. Very cool external pedestrian walkway. Hollow 
Pylons. 
Access: *W end: Take a Rodent along with you and have him climb 
over the 
expansion gap above the door and open it from the inside. 
[Sw:353P05, UBD:312E13, Grg:459K13, 
[GPS:-34.0195828476,151.045904391]]. 
*E end: Climb in thru expansion gap near doorway and start 
of 
pedestrian walkway. Don't use door as it is being watched 
by a 
camera. May need tools. 
Locality: Woronora 
Region: NSW 
Country: Australia 
Found: 2000 Bullwagon/Siologen/Hatchet. 
Rating: 4.0/5.0 
Created: N995=12-31. “13300%.00 
odified: 2004-08-31 14:00:00 
Bunkers 
Name: Albert Park 
Description: Air raid shelter and tunnel system under Albert Park. 
Access: There are gatics and old doorways in the park but they are 
bolted. [GPS:-36.850677,174.767461] 
Locality: Auckland 
Region: AUK 
Country: New Zealand 
Eek!: Main park, very exposed, tunnels have been partially 
filled. 
Water Level: Dry - Dry 
History: http://en.wikipedia.org/wiki/Albert Park tunnels 
Notes: Hasn’t been opened since 1997. 
Found: 2004 Durgin/Nivelo 
Rating: 0.0/5.0 


Created: 2010-01-07 13:00:00 


Name: 
Description: 
this 


Access: 


42.9149917,147. 


X26]. 
Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
bunker. 
Access: 
track. 


tracks 
Grg:437K04, 


the 


the 


the 
freshly 


Locality: 
Region: 
Country: 
History: 
room. 
Found: 
Rating: 
Created: 
odified: 


Alexandra Battery 
Originally constructed in February 1885 to defend Hobart, 


Site has since been developed as a public park. 
629 Sandy Bay Rd, Sandy Bay. [GPS:- 

3581694]. Most 

sections are locked up, entrances are obvious. ? 


[Map 18, 


Sandy Bay 

TAS 

Australia 

Melb Clan 1993 
0.0/5.0 

1995-12-31 13:00:00 
2003-12-31 13:00:00 


Anzac Rifle Range 
Malabar Battery. 
Two gun emplacements, 


3 storey observation tower, and 
From the carpark end of Fisherman's Rd follow the vehicle 
2nd L turn. Scout around till you find a trench with rail 


in it. Follow it to the tower [Sw:318P20, UBD:297K04, 


[GPS:-33.9653190619,151.263277228]]. Trench continues to 


bunker. 
Update: 2013 


(Snm) - The tower is now locked up except for 


basement entrance and only the main entrance is open to 


tunnel as the large gates at the gun placements have been 


welded shut. 
Malabar 

NSW 

Australia 

Housed 2x6" guns, 


searchlights, observation room, plotting 


1992 Predator. 
3.0/5.0 

1995-12-31 13:00:00 
2004-04-05 14:00:00 


Name: 


Description: 


LE 
Features: 
Access: 
UBD:251H16, 


Involves 
private 


smaller, 


wall 


current 


he'll 


Locality: 
Region: 
Country: 
Photos: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


x 
points & 
Features: 
buildings. 
Access: 
Grg:236K16, 


track, 


Ave. 


Bankstown Bunker 
Old Air Force command post barely used during world war 


Huge rooms, historical value. 
Under park cnr Edgar & Marion, Condell Pk [Sw:293B20, 


Grg:368H16, [GPS:-33.9167607026,151.015171862], XOM]. 


squeezing under the bunkers roof, entrance to which is in 
backyard, crawling along a tunnel that gets gradually 


squeezing round a tight bend, climbing off a ledge, into a 


cavity then, squeezing thru a hole in the wall. Contact 


tenant to get permission. Don't trespass on his land as 


call the cops. 

Bankstown 

NSW 

Australia 

Ve have plans - floor plans!!!. 
1995 Diode/Predator. 

5:20/93.0 
1995-12-31 13:00:00 
2006-09-10 14:00:00 


Bantry Bay Munition Stores 
Short=Bantry Bay Munition Strs. 
Old munitions stores used up until the 1970s. 14 stores, 1 


command post, 1 x outhouse, 1 x dam, narrow gauge line w 


turntables, wooden rail tracks inside buildings. 
Historical value. Very nice wooden flooring in older 


1 (short): End Leinster Ave [Sw:237016, UBD:176K16, 


XNL]. Follow track, lst L, to behind houses, find next 


cross creek, down hill, meets up with track from Tipperary 


2 (med): Follow the Magazine Track from Tipperary Ave 
[Sw:237P14, UBD:176J314, Grg:236K14, XED, XWPT, XNL]. Turn 


next sign (where #1 joins) follow sign. Next sign near 


ignore it and go the opp dir. 30m on gets you to the fence 


hole. This is the N end. 


walk 


has a 


Nice 


XNL] . 


Locality: 
Region: 
Country: 
Cond: 

one. 
Notes: 
Area", but 


Found: 
Rating: 
Update: 
difficulty 


minutes. 


magazine 


to the 


easy 


shut 


building 


hole at 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


century 


3 (long): Follow track from Killarney Drive [Sw:237P19, 
UBD:196J03, Grg:266K03, XED, XNL, XWPT] to the stores. You 


the entire length behind the stores. Nice dam. This access 


shortcut down a ladder - use as emergency exit. 
* N end: [NDR, [GPS:-33.7769098346,151.230690842], XED]. 


numbers. 
* S end: [NDR, [GPS:-33.7785408871,151.229987748], XED, 


Nice codes. 
Killarney Heights 
NSW 
Australia 
All buildings locked & windows welded. Hole in a newer 


* Still shown on street directories as a "Prohibited 


now evidently controlled by NPWS. 

* 3 roofs replaced June 2003. 

1993 dTrog. 

4.0/5.0 

2013-08-18 14:00:00 (F1@sh) - Magazine Track from end of 
Tipperary Ave to Bantry Bay magazine is a rough medium 


track. From Tipperary Ave walk takes about 15 to 20 


About 10 meters before you come to the fence line of the 


compound you will see a track marker about here: 
-33.774885,151.228915 There is a very rough track heading 


water's edge. Follow waterline until you reach fence. Very 


to climb through fence. Most doors 
and windows of the storage buildings are rusted or welded 


although some are open. inside the middle long storage 
at centre of complex is accessible through ventilation 
rear of building. Watch out for asbestos. 


1995-12-31 13:00:00 
2013-08-18 14:00:00 


Barbette 
Battery A84 (1871-4). 
1870s bunker with 6 gun emplacements. The best 19th 


TEL=300m. 
Features: 
near 


Access: 
Ave. 


stairs. 


and 


circle 


going in, 


Locality: 
Region: 
Country: 
Photos: 
History: 
Submarine 


the 


Nearby: 
Suakin Dr. 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


Arsoned. 
Features: 
dia 


containing a 


bunker in Sydney. For many years storage, including a wine 
cellar, for the army. Contains 2 guns, unplugged. 


Zig zagging trenches. Shoot-em-up speak-easy front wall 


entrance. 
Suakin Dr [Sw:278M03/048M03, UBD:217H11, Grg:317H11, 
[GPS:-33.836656,151.259227]]. Park in carpark Commonwealth 


Valk down Suakin to stone wall. Look over. See stairs. Go 


Bunker entrance is on LHS, 50m past bottom of stairs. Good 
explorer. 


Update Hatsumi 09/2008: Many entrances grilled or covered, 


then two entrances at either end afford via gun 


with no 
doors or any obstacle. 


Spoke to harbor trust guy who said no problem 


signs are 


just to protect them from liability. 
Georges Heights 
NSW 
Australia 
Plans: http://www.trioxide.net/bunkers/. 
* Remained as a battery until 1889, before it became a 


Mines Firing & Observation Post. 
* Sydney Cave Clan crashed the Army's farewell party in 


bunker in 2002. We were asked to leave. Good work dudes. 
* Became part of Sydney Harbour National Trust in 2003. 
C9A Gun Pit. Filled in. At corner of Commonwealth Rd & 


1999 Maddog. 
540/50 

1995-12-31 13:00:00 
2006-07-28 14:00:00 


Barnton Quarry ROTOR Bunker 
Barnton Bunker 
Vast, 5 level, 60 room Radar Receiving nuclear shelter. 


Dozens of empty rooms, numerous corridors, 200m long, 12' 


reinforced steel tunnel littered with old tyres and 


Aircon 
two 


level, 


structures with 


Access: 
Drum Brae 


on 
bunker, 
and 
bunker 
towards 
steep. 
Head down 
shaft 

the 
Locality: 
Region: 
Country: 


Care: 
better 


taped off 


smell 


Water Level: 


Cond: 
damaged 


History: 
receiving 


arsoned. 


the 


took 3 


burnt out truck. Large main operations hall, Basement 
plant, radar/coms rooms, 4 staircases, canteen, toilets, 
emergency exits, two vent shafts. Partly flooded basement 


with mess hall and mezzanine levels. Above ground 


a few open rooms, covered in graff peices. 
Take gated road off Clermiston Rd North, 100m north of 


Drive. Go in past mobile phone tower gates to second gate 


left. [Collins: 17G17]. Climb over gate and go towards 


heading to right hand side. Go down right side of bunker 


take track in bushes up around the back of the cutting the 


sits in. Once at the top of the cliff above bunker, head 


concrete building then cut north down hill, which is very 


At bottom of hill in second quarry is a 2 storey tower. 
to this and climb thru hole in mesh. Carefully climb down 
using bolts, brackets and the rickety ladder hanging from 


wall. Good idea to use rope as well. Sometimes there are 
otherways in. 

Clermiston 

Scotland 

United Kingdom 

Asbestos littered all over main hall. Dont stir up dust, 


still take a mask. Areas in annexe area that have been 


are either flooded or structurally unsafe. Nasty burnt 


pervades entire complex. Shaft is a dodgy entrance! 
Lower Annexe level is flooded, kn deep 
All but the Air Con Plant near the entry shaft has been 


by fire. 
Built at the end of WW2, used during 1950s as Radar 


station. Was to be sold off in late 1980's, but was 
Thoughts of refurbishment in mid 90's were discarded after 
rest of the place was arsoned in 1996. Firefighter said it 


days to extinguish. 


LO=DO3 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Access: 
up and 


Locality: 
Region: 
Country: 
History: 
1818 


Esplanade, 
Prince 
walks 
station and 
once 


viaa 


Notes: 
access. 
Found: 
Rating: 
Update: 
internal 


can be 
will 
few 
view. 


Created: 
Modified: 


Description: 


Explore flooded levels. 
1997 Sub Brit 

0.0/5.0 
1995-12-31 13:00:00 
2003-12-31 13:00:00 


Battery Point 
Gun circles, open tunnels, great views. 
East side of Princes Park. Can walk around bunkers, barred 


padlocked, no internal access. [Map 18,N22], 
[GPS:-42.8876028,147.3370472]. 

Battery Point 

TAS 

Australia 

The first construction near this strategic site was the 


Mulgrave Battery, built on the site of today's Castray 


In 1841 the 


and renamed Prince of Wales Battery in 1855. 


Albert Battery was constructed higher up the hill - guided 


now visit its well-preserved tunnels. The semaphore 


Signal mast still standing on the edge of Princes Park 


signalled ships entering the harbour, and relayed messages 


chain of stations to Port Arthur. 


This park is the home of a recently constructed childrens' 
playground and provides public convenience facilities. 
Take bolties do late at night if you want to get internal 


Melb Clan 1998? 
345/550 
2013-07-22 14:00:00 (Ason floss) - The gate blocking 


access is located on Castray Esplanade and looks like it 


(and has occasionally been) lifted off its hinges. This 
make a gap large enough for entry. It's heavy - needs a 
people or a good lever, but the entry is shielded from 


1995-12-31 13:00:00 
2013-08-02 14:00:00 


Name: 
Alternate: 


Description: 


Features: 
ocean. 
Access: 
UBD:198K15, 


track 


Locality: 
Region: 
Country: 
History: 
for 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


underground 


activated). 
Features: 


Centre" 


although those 


Access: 
and turn 


Bluefish FLOP House 

The Flop House. Prev=North Head Bunker. 

Three roomed lookout with rooftop access. And a chillout 
building. 

Primarily good as hangout/party location, nice views over 


Park at gate at end of Bluefish Drive [Sw:259N11, 


Grg:289E15, [GPS:-33.8105458028,151.305877396]]. 


5 


Follow 


around fence. Turn R just before old chimney. 

Bluefish Pt 

NSW 

Australia 

Forward Observation Post. Housed range finding equipment 


Sydney Harbour Defence. 
2004 Pandaman. 

2.0/5.0 

1995-12-31 13:00:00 
2004-09-17 14:00:00 


Bowenfels Battlements 
Bowenfels Bunkers 
Four 3.7 inch anti aircraft gun emplacements, and an 


bunker. 3 of these guns still remain. (although de- 


4 separate battlements, 3 of these still contain guns. 
A 3 level (underground/ground/above ground) "Command 
and bunker. 


Features several short 
tunnels, small rooms, guns. 


The 
designed very similar to the Clarence Battlements, 


ones are pretty much just ruins now. 


The Bowenfels ones are in good condition. 
Turn off GWH into Kirkley Street and follow this around 


right into Stockade Close. 


Battlements are here: [GPS:-33.501968,150.120535] 
Locality: Lithgow 
Region: NSW 
Country: Australia 
Vater Level: Shoe - Dry 
Cond: Good/Excellent 
History: This says it all I think. 


http: //www.environment.nsw.gov.au/heritageapp/ViewHeritageItemDetails.asp 
x?ID=5061196 


Found: 2002 DC 

Rating: 307550 

Created: 2013-11-08 13:00:00 

Modified: 2017-02-15 07:18:10 

Name: Bradleys Head 

Description: Three gun battery with small bunker consisting of 1 ante 


room and 


1 magazine room. No longer locked. Bunker TEL=80m. 


Features: Zig zagging trenches like Barbette and Steel Point; Fort 
style 
shooting gallery; Look for the “ironing board" remains; 
Look for 
the candle wick snuffer. 
Access: End of Bradleys Head Rd [Sw:278G10/047G10, UBD:237C02, 
Grg:347C02], [GPS:-33.8521847841,151.246388349]]. 
Locality: Mosman 
Region: NSW 
Country: Australia 
Care: Gates are locked at 8pm, New Years Eve excepted. 
Nearby: Additional gun circle near point. Original stone jetty. 
Found: 2004 Pandaman. 
Rating: 2.0/5.0 
Created: 199512531 13300800 
odified: 2004-06-24 14:00:00 
Name: Commissionar's Point Battery 
Alternate: Chrismas Island Battery 
Description: World War 2 gun emplacement with gun still on original 
mounts, 
shell rooms, ranging station and lookout, and officers and 
enlisted men's barracks 
Features: Fantastic view over Indian Ocean from ranging station. 
Original 


cannon is in excellent condition 
Access: Follow road along Flying Fish Cove, passed Kampong and 
customs 


reach 


50 


Locality: 
Region: 
Country: 
Eek!: 


Cond: 
History: 
of 5 


1942 the 


mutinied 


occupied 


soldiers died 


attached to 


TODOS 
Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
Access: 
access 

area at 

the gate 
forks. Take 


electris 


of a 


Water Level: 


wharf and shed. Take single lane road up cliff until you 


the old island governor's residenc 


The battery is about 


meters passed the residenc 


GPS: -10.428475,105.663049 
Christmas Island, WA 

VA 
Australia 

Red crabs 

Dry - Dry 

Good 

Built in 1930s, the battery as manned by a small garrison 


British officers and NCOs and Indian Sikh soldiers. In 


Japanese attacked the island and the battery held of the 
attacking ship whick left. Soon after the Sikh soldiers 


and took the British soldiers captive and the Japanese 


the island for the rest of the war. All the British 


on the island. There is a small commemoration plaque 


the wall of the battery remembering them 
Get into (locked) magazine room 

Wolfman 2009 

4.0/5.0 

2009-12-25 13:00:00 


Cow Dung 
Concrete semi circle bunker that is quite small 


around 8m in length 4m in width 

Rather like a small super sturdy garage with a blast door 
small fireplace and chimney at one end 

From the main airport hangers keep left and follow the 


road that goes around the airfield. Follow to the glider 


the back of the aiport by the river. Park here and jump 


following the road roughly north. After 200m the road 


the right fork up a small hill and through the 


fence. Bunker is straight ahead about 300m in the middle 


person 


Locality: 
Region: 
Country: 
Care: 

the 


Water Level: 
Cond: 

To-Do: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
peak of 


steep 
cast iron 
along 


Features: 
Access: 
minutes. You 


Locality: 
Region: 
Country: 
Care: 

of 


Eek!: 
US 


after 


Water Level: 
History: 
1908. Didnt 


n 


To-Do: 
Jump low 


paddock. This route avoids attracting the attention of the 
who's property it's on. 


[GPS:-34.036879,150.682961] 
Camden 
NSW 
Australia 


Take a camera and not a texta you are within view of 


airport control tower the whole tim 
Dry - Dry 
Original with some local graff 

Find historical records of this one 
2012 Woesie and Vox 

1.0/5.0 


2012-01-02 13:00:00 


Diamonds are Forever 
Diamond Head Coastal Artilery Observation Plat 
Multi-level underground observation post built 


form 
into the 


ct ct 


Diamond Head. Entrance through 150 meter tunnel then up 99 
stairs. Aceess to 4 levels of observation platforms via 
spiral staircase. Other firing bunkers and tunnels located 
ridge line around lip of Diamond Head crater 


Multiple levels and amazing views from top 
Park here 21.262881,-157.804463 Walk up trail for 40 


cant miss it. 

Honolulu Hawaii 

HI 

United States of America 

Active military base nearby. Gates close at sunset. Lots 


tourists. 
Dont fall down sides of Diamond Head. 


Its a long way down. 
military types may not take kindly if you are caught here 
dark. 


Dry - Dry 
Built as part of Honolulu's coastal defens 


system in 


do a hell of a lot of good in December 1941. 
Saty overnight after lockout avoiding US military types. 


chain link fence to explore other bunkers along crater 


ridge line 
taking care not to slide down the crater. 


Found: General Tojo, 7 December 1941 

Rating: 3:0750 

Created: 2012-08-15 14:00:00 

Name: Dubbunker 

Alternate: Dubbo Bunker 

Description: Single RAN bunker surrounded by new residential 
development. 


Down central stairs is a squarish room, with 


doors to 
an igloo-shaped room at each end. 
Approx 35m long 
Vertical shafts at each end have been 
sealed. 
Features: Large empty bunker 
Access: Located in the park at Western end of Keswick Pkwy, here: 
[GPS:-32.2634025,148.6339259] 
Tin 
panels securing front door, unlikely to keep may people 
out. 
Neighbours are nosy. 
Locality: Dubbo 
Region: NSW 
Country: Australia 
Cond: Obligatory graffiti and smoking paraphernalia 
History: Must find some info online 
To-Do: The other bunkers/Raaf base up the street. 
Notes: [Dubbo Drainage, Apex Park and WW2 
Bunkers] (http://www.expobase.cc/unknown/location/640) 
Found: Found NoPro and DC. First explored 2016 NoPro. 
Rating: T LTN 
Created: 2016-05-15 04:09:49 
odified: 2017-02-15 07:27:37 
Name: East Point Battery 
Alternate: East Point Military Museum 
Description: Disused WW2 coastal artillery emplacement. Many tunnels, 
towers, 


& underground rooms to explore. Very good condition. 
Features: Vandal free WW2 complex similar to North Head (in Sydney). 
Many 


tunnels & underground rooms to explore, as well as 


observsation 
towers, original damage from Japanese WW2 aerial attacks, 
steeped 
in history. 
Access: Alec Fong Lim Drive, East Point, NT. 
[GPS:-12.406393,130.820182] 
Locality: East Point, Darwin, NT 
Region: NT 
Country: Australia 
Care: Active museum, although most emplacements can be 
infiltrated 
after hours. 


Eek!: DO NOT get caught trespassing as heavy fines apply. 
Official tour 
recommended ($14). 


Vater Level: Dry - Dry 
History: The Darwin Military Museum was originally established as 
an 

artillery museum by the Royal Australian Artillery 
Association 

(NT) Inc (RAAA) to exhibit photographs and artefacts from 

Darwin's history during World War II. The Museum now has a 
large 

exhibits of items from the war, including Navy, Army and 
Air 

Force items from Australian, US and other armed forces. 
Its 

setting is, appropriately, amongst concrete gun 


emplacements and 


other fortifications in an area that was one of the most 
heavily 

fortified parts of Australia during the war. 

At the peak in around 1943, there were over 110 000 armed 
forces 

personnel based in Darwin and nearby areas. It was from 
Darwin 

that General Douglas MacArthur launched his campaign to 
liberate 

Manila and more generally to reclaim the Philippines from 

Japanese occupation. 

During the war Darwin was bombed 64 times over almost two 
years, 


with the first two raids alone on 19 February 1942 
resulting in 
the deaths of an estimated 243 people. Other sources place 
the 


figure as much higher, even up to 1000, and a memorial 
plaque on 


the Darwin Esplanade overlooking the harbour says 292 
people were 
killed. ABC TV News on 28 February 2010 carried an item 


saying 


that Darwin City Council has commissioned Naval Historian 
John 
Bradford to get to the truth on how many died. 
http://www.abc.net.au/news/video/2010/02/28/2832484.htm 
http://en.wikipedia.org/wiki/Darwin Military museum 
To-Do: Photograph the whole area for CC galleries. 
Found: Douglas MacArthur, listed by 666 - 2012 
Rating: 4.0/5.0 
Created: 2012-06-04 14:00:00 
Name: Empire of the Sun 
Alternate: Fortress Nauru 
Description: Intact hill top Japanese Army anti aircraft battery, semi 
underground Japanese military prison, numerous ocean side 
and 
hill top cannon and machine gun bunkers in various states 
of 
decay 
Features: AA gun has two main cannons plus flack cannons with semi 
filled 
in underground soldiers quarters. Bunkers are concrete 
block 
house type with firing slits. Prison is build into a 
limestone 
ravine with three cells originally build for ammunition 
storage. 
Access: Get a visa, fly to Nauru, go to Command ridge and look 
around 


AA gun is here: 
[GPS:-0.533886,166.91627] 


Hill top bunkers are here: 
[GPS:-0.534476,166.91627] and here: [GPS:- 
0.535712,166.91646] 


Japanese prison is here: [GPS:-0.536235,166.91812] 


Seaside bunkers ar 

here: [GPS:-0.548085,166.945726] 
here: [GPS:-0.545746,166. 949138] 
here: [GPS:-0.527642,166.952998] 

and here: [GPS:-0.515074,166.958083] 


Japanese hospital and command bunkers are supposedly 


around 

here: [GPS:-0.543896,166.917483] 
Locality: Republic of Nauru 
Region: NSW 


Country: Australia 


Care: 

Water Level: 
History: 
1942. They 
the 

limestone and 
strategic 
island 


an 


To-Do: 
situ 


in 

might 
magazine 
wreckage 
Found: 


Rating: 
Created: 


Name: 
Description: 
remnants of 


Access: 
[Sw:158M02, 


follow road. 


defence 
on W 


Locality: 
Region: 
Country: 
Notes: 

& Rec 


Heat, sun stroke, wild dogs (carry a stick(. 


Dry - Dry 

Nauru was occupied by a 2500 Japanese army garrison in 
brought in 1500 Korean laborers to fortify the island. As 
americans thought it too well defended and having a 

coral reef surrounding it as well as it not being of 
importance it was bypassed and isolated as the US Marines 


hopped towards Japan. The Japanese garrison surrendered to 


Australian force in September 1945 
There are two or three more hill top AA batteries still in 


as well as the Japanese command bunkers supposedly covered 


jungle behind the air terminal. According to locals you 


still be able to find Japanese army helmets and empty 


casings in the jungle there. And a shot down US bomber 


for those keen to climb between the limestone outcrops. 
2014 - Wolfman 

3.0/5.0 

2014-01-26 13:00:00 


Except That 
2 x gun sites, 1 x 


BOP (now a disused storeroom), 1 x 


engine room. 
Get to the Sport & 


Rec Camp at Little Patonga Beach 


UBD:077H02, XED, XNL, walk 


XWPT], to W end of beach, 


See BOP. Go in BOP. For gun sites, leave road at point 
[Sw:158K05, UBD:077F05, Grg:107F05, 


[GPS:-33.5703614353,151.258965074]]. 


For remains of inner 


CDOP, scrub bash from upper terrace at point towards water 
side. 

Juno Pt 

NSW 

Australia 


Named after the numerous signs on the bordering NSW Sport 


TRXCEPLE THATS". 


property, 


Found: 2003 dTrog/Maddog/Dirge/Curly. 


Rating: 0.5/5.0 

Created: 1995-12-31 13:00:00 

Modified: 2004-04-28 14:00:00 

Name: F.Y.T.O. (Freeze Yer Tits Off) 

Alternate: Shores". Y aTr On." 

Description: Big house looking structure. 

Features: Half submerged structure in ground with one big room in 


it. Has a 
corridor going around it and a tunnel headed S which is 


bricked 

up with a power cable running through it. Named as such 
because 

Dirge reckons some part of her body was cold at the time. 
Access: HMAS Watson, Further Nth of HMAS Watson bunker, end of 
Cliff- St 

[Sw:279C04/049C04, UBD:217012, Grg:318E12]. (150m or so), 
you go 

through the bush next to the main road into the Navy base 
still 

by the cliff and you will come to it. Jump down into it in 

silence. 
Locality: South Head 
Region: NSW 
Country: Australia 
Care: Active Naval land, enter at own risk, do not touch 


quipment, B 


discreet, do late at night and in small numbers. 6' drop 


to get 
in and is within 3m of navy houses. 

Found: 1999 Maddog. 

Rating: 3.0/5.0 

Created: 1995=12-31) 1300400 

odified: 2004-06-24 14:00:00 

Name: False Cape Gun Emplacements 

Alternate: Anaconda Bunkers 

Description: 2 gun circles, 1 observation tower (walk/climb up hill 

from top 
gun circle about 100-200m to get to observation tower), 1 
generator bunker 

Features: 180 degr ocean views from lower gun circle. 


Rails in both gun circles for the two 155mm heavy guns 
that were 

there. 

Tile and slate flooring and carpet in observation tower. 


Access: Park on Koombal Esplanade, East Trinity [GPS:-16.882368, 
145.836821] and walk along track halfway up driveway at 


end of 

esplanade, or continue driving along same track if you 
have a 

4wd, at first major fork take the left branch and go past 
the rcp 

graveyard towards the beach [GPS:-16.876607,145.846875], 
head up 


the trail away from the beach and past the rusted 
escavator and 


you will find the bunkers [GPS:-16.871314,145.848822] 
Locality: East Trinity 
Region: QLD 
Country: Australia 
Care: Very bushy area, decent walk (take water). 
Water Level: Dry - Dry 
History: see ozatwar http://ozatwar.com/bunkers/falsecapeguns.htm 
To-Do: False Cape Campout 
Found: Lb, Rabbit, Majestic, Chewy, NoPro, Audacia, Nick, 
Jigglephysic 
Rating: 4.0/5.0 
Created: 2015-06-08 14:00:00 
Name: Faux Gecko Bunker 
Alternate: Abbey Road 
Description: Part of a ammo magazine for WW2 coastal defences. Dates 
back to 

the 1800's, was formerly part of the Gecko Bunker system. 
TEL=50m 
Features: In good condition, little sign of activity between WW2 & 
2005, no 

graff, little damage. Original electrical fittings, 
(decaying) 

gun rack, vaulted ceilings, bricked up doorways that could 
lead 

to other parts of this bunker, rusted machinery & other 
WW2 


artifacts (plz do not steal). 
Access: End of Cliff St [Sw:279C04/049C04, UBD:217012, 
Grg:318E12]. Walk 
along the track out to South Head, take the right hand 


fork after 
the stairs. When you come out of the path, you will be at 
a small 


pedestrian crossing. Before you cross this roadway that 
runs from 


HMAS Watson navy base (on your right) to the light-house 
keepers 


left on 


covered 


you will 


required 
shaft. 
ladder. 


Locality: 
Region: 
Country: 
Care: 
will 


ladder is 
before. 
fragile, 


Eek!: 


Vater Level: 


garage (on your left), you will see a slab to your front- 


the other sid 


of the roadway about 5m away, it might be 


with bushes. 
If you cross the pedestrian crossing & walk up about 20m 


come to some larger slabs, these are Gecko Bunker. 
Back at the roadway, a few (4 or 5 min) helpers wil be 


to slide the slab of "new" concrete off the top of the 
Lower yourself down the 10' drop with a rope or rope- 


[GPS:-33.834552,151.280856] 

Watsons Bay 

NSW 

Australia 

Is very close to an active navy base, if you get seen you 


most probably have to answer a few questions. 
The shaft is around 10ft deep & not very wide, a rope- 


the best option although 1 made with a rope has worked 


Alot of the stuff in there is decaying & therefore very 


handle with care & watch where you step. 
Active navy base nearby etc etc. 
Slimey - Shoe 


History: 
Command WW2 
To=D0:; 


Found: 
Freak 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 
junction of 


Wg:002M09, 


Built 1800s & reused during WW1 & WW2. Is part of the ammo 


magazine for Hornby Battery, part of the Sydney Fire 


coastal defences. 

Get thru that doorway near the entry shaft, could lead to 
something, but bricks & mortar are industrial strength. 
2005 - Beachbum, Blakjak, Floss, in conjunction with the 


2.0/5.0 
1995-12-31 13:00:00 
2008-01-04 13:00:00 


Flagstaff Point 

Small Bunker under a light house. 

Gun circle, various Rooms. 

At the base of the lighthouse off the circle road, 


Endeavor & Marine Drives [Sw:NDR, UBD-Wg:036D01/- 


Grg-Wg:007F07]. Door padlocked, use rope to climb into gun 
circle, which sits next to lighthouse. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Access: 
Region: 
Country: 
Found: 


Name: 
u'ground 


Access: 
Locality: 
Region: 
Country: 
Eek!: 
Cond: 
History: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Cowan on 


Access: 
Locality: 
Region: 
Country: 


Description: 


Wollongong 

NSW 

Australia 

1999 Maddog. 
2:0750 

1995=12=37 13700400 
2005-04-08 14:00:00 


Forest Road 

Northside of forest Road. Padlocked door. 
TAS 

Australia 

Melb Clan 1998? 

0.0/5.0 

1995-12-31 13:00:00 

2003-12-31 13:00:00 


Has potential. 


Fort Bribie 
Military stuff, bunkers, air-raid shelters, rumoured 


hospital 

Valk in 

Bribie Island 

QLD 

Australia 

Tides for 4wd access along beach, be careful on structure 
Most intact. Broken rooves 


See... [book] 
2002 Magga 
0.0/5.0 


1999-12-31) 1.30.02 0.0 
2003-12-11 13:00:00 


Fort Cowan 
Cluster of bunkers on the beach (Western) side of Cowan 


Moreton Island 

Southern most structure 
(-27.129861,153.363779) 

Nothern most structure 
(-27.124839,153.365614) 

Valk along the beach behind Cowan Cowan 
Moreton Island (Cowan Cowan) 

QLD 
Australia 


Care: 
tower 


Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
connecting 
22% 
traverse on 
locked 
Room with 
of brick 
various 
There 


etc). 


paraphanalia 


Access: 


over/under/thru 


main gate. 


around 


& the 


Tunnels, Obs 


of the 
going 


Locality: 
Region: 


Some are on private property, repurposed. The RAN3 Control 


is made almost entirely of asbestos sheeting 
2016 by NoPro based on visit in 2015 

35540 

2016-07-12 06:28:51 

2016-08-11 01:18:48 


Fort Scratchley 

Abandoned historic coastal defence fort & museum. 
Within the sandstone walls & dry moat is historic Fort 
Scratchley. It consists of 2 Gun Emplacements with 


tunnels, trenches, & shafts. The emplacements are host to 


Guns that 


fully restored 6 inch Breach Loading Naval 


their pivots; the breaches are operational but have been 


There is a 3 level Observation Tower, a Lower Ammo 


up. 


Eek!). There are lots 


Tunnels (*locked up & alarmed, see 


& wooden topside buildings (barracks, mess halls etc) in 


stages of dissrepair (broken windows, doors kicked in 


are also cannon barrels, anchors & other military 


laying randomly about. Lots of original doors, electrical 
equipment, & other fittings in rooms & tunnels. 

End of Nobbys Rd. [Sw:NDR, UBD-Nc:146E04, Grg:NDR, 
[GPS:-32.925664,151.791464]]. Nobbys Head Bunker is at the 
Northern end of Nobbys Rd (near lighthouse), while Fort 
Scratchley is at the southern end. After going 


temporary perimeter fence, 


walk up the driveway to the 


From the main gate, follow the (10ft tall) wall & dry moat 


to your left (west) untill the wall becomes smaller (5ft) 


moat flattens out, climb over wall & explore Fort. 


on the far Eastern side 


Tower, & Gun 


Emplacements are all] 


Fort facing the ocean. You can enter & exit the Fort by 
over the wall at other places, 
Newcastle East 

NSW 


just scout around. 


Country: 
Care: 
property 
in 

of 


Fort can 


prominent 


trenches 
NOT trash 
locals 


Eek!: 
red 


red door 
barely 
didn't 
make our 
Cond: 
History: 


against 


To-Do: 
or 


Have a 


Notes: 
work 


Nearby: 


Found: 
Rating: 
Update: 
longer an 


genuine 


Australia 
Although abandoned, it is still an active military 


administered by the Defence Department, don't get caught 


there. Is in a built up residential area with houses full 
nosey neibours overlooking the entry points. The whole 
be seen by almost anywhere in Newcastle because of it's 


location high up on a rock, you can & will be seen from a 
distance unless you are carefull. Lots of deep shafts & 


about, be carefull while walking around in the dark. DO 


the place up or put any graff up, it's bad enough that the 


have already begun to wreck the plac 
The Lower Ammo Room & Tunnels which are accessed thru big 


doors are locked & alarmed! If you attempt to open that 


a loud siren will sound - woop woop!! Don't panic, it can 


be heard from outside the Fort perimeter, & seccers/cops 
show up in the 5 mins it took us (beachbum & blakjak) to 


way out of the fort in an orderly manner in broad daylite. 
Abandonded, topside buildings falling down. Bunkers in top 
condition. May be restored soon!. 
Built in the 1880's, in use till after WW2. Only Coatsal 
Artillery in Australia to fire a shot in anger during WW2 


Japs in 1942. 


http://www.ozatwar.com/ozatwar/fortscratchley.htm 
Explore Lower Ammo Room & Tunnels without triggering alarm 


being detected in any way. Explore all topside buildings. 


proper CC expo there. 
Temporary fencing suggests that there is gonna be major 


there soon. May be restored as a museum. 
No Mans Land, Nobbys Head, Shepherds Hill, Shepherds Hill 
Communications, Tour of Duty. 


2006 Blakjak/Beachbum. 
4.0/5.0 
2017-01-14 23:44:41 (Tim Dole) - Update Description: No 


abandoned site, rather a majorly resorted location, with 


Update: 
shop, 


Created: 
Modified: 


Name: 


Description: 


restored. 
Features: 
lower 


Access: 


Grg: 318! 


Gl 
= 
N 
oes 


light 
key 

of 

hole for 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


(TG&B) . 


entrances lead 


metal 


Access: 
armco 


& replica cannons installed 


2013-04-27 14:00:00 (Axel) - Buildings restored, gift 


museum tours etc. 
Locks are abloys. 


1995-12-31 13:00:00 
2013-06-03 14:00:00 


Gecko 
Bunker at South Head in good condition. 


Currently being 


2 gun circles, wooden floors, painted doorframes, flooded 


section and maybe some reptiles. 
[GPS:-33.834356,151.281127] 
End of Cliff St [Sw:279C04/049C04, UBD:217012, 


Walk 


along the track out to South Head. about 100m S of the 


house (red & white striped) you will see bunkers. Manhole 


with hook will be useful and a few helpers to get the slab 
"new" concrete off the top of the shaft. (Slab has a eye 


hook). Lower yourself down the 10' drop with a rope. 
South Head 

NSW 

Australia 

10' drop getting in. 

1999 Ogre/Dirge. 

4.0/5.0 

1995-12-31 13:00:00 

2005-06-01 14:00:00 


Georges Head TG&B 
Pre-World War II Tower, Gun emplacement, and Bunkers 


There are 2 bunkers, each with 2 entrances. The W 


to shelters, whilst the E two lead to the magazine. The 


door also leads to the magazine. 
Drive past Upper Casemate, park near the drive-thru gap in 


that 


Grg:317J11, 


graffed. 


Locality: 
Region: 
Country: 
To-Do: 


Notes: 
shelters 
someone 
Found: 
Rating: 


Created: 
Modified: 


Name: 


Description: 
mountainous 


Access: 


Km from 
even 

at 

not be 
Locality: 


Region: 
Country: 


Notes: 
Found: 


Water Level: 


railing, follow narrow track SW leading to concrete steps 


lead to the tower [Sw:278N03/048N03, UBD:217J11, 


[GPS:-33.837465,151.261026]]. 


Update Hatsumi 09/2008: Locked tight, signs say to protect 
resident Bent Wing bat collony. Gun circles 


Vatch tower 

locked. 
Georges Head 
NSW 
Australia 
Update Hatsumi 09/2008: 
Follow path down to waters edge to s single tiny coastal 
observation room at base of cliff. Although its boring. 
UPDATE Wolfman 2012: 
Metal gates on most doors including bunkers, tower and 


have had a bar removed alowing easy access. Looks like 


has taken an angle grinder to the bars cut through. 
1992 Predator. 

2.0/5.0 

199.5=12-34) 13'3:00%.00 

2004-06-24 14:00:00 


Godley Head Bunkers 
Many bunkers/pillboxes/guncircles on the cliff of the 


terrain nearing Lyttelton. 
End of Summit Rd, onto Godley Head Walkway. 
[GPS:-43.586565,172.806401] 
[GPS:-43.583162,172.801568] 


UPDATE KAZMAN 2014: Summit Road has been blocked about 10 


th nd du 


to recent earth quakes. Anyone caught on it 
walking, they can be fined $5000 on the spot. Still doable 
night or early morning, just need to trek for 12 Km and 


seen. 
Lyttelton 

CAN 

New Zealand 

DEY -= DEY. 
http://godleyhead.org.nz/ 
2004 Durgin/Nivelo 


Rating: 
Created: 


2.0/5.0 


2010-01-07 13:00:00 


Name: 


Description: 


Features: 
apart). 
Access: 
Grg:257K12, 


track 


room 1 


track 


rooms. 
Locality: 
Region: 
Country: 
Nearby: 


by 


daytime. 
Found: 
Rating: 
Created: 
Modified: 


Grotto Gun 


Pre-World War II gun emplacement and magazine rooms. 
2 x gun emplacement, 


Cutler Rd Carpark 
ED, 


XWPT]. 


on RHS just before wooden walkway. Foll 


[Sw:258N12/038N12, 
[GPS:-33.8130731221,151.263943395]]. 


[Sw:258N12/038N12, 


U 


BX 


Down stairs to walking track. 


BD:197J16, 


rooms 


a 


(in two groups, 


UBD:197J16 


60.9m 


r 


Take not too distinct 


ow track 


Grg:287J16, 


Climb down 


to roof of 


and follow 


towards Manly for 2nd emplacement and other magazine 


Grotto Pt 
NSW 
Australia 


Crater Cove squatters huts 
GPS:56H 339253 6257049]. 


Grg:287K16, 


NPWS), 


2002 dTrog/Celt. 


2.0/5.0 


1995-12-31 13:00:00 
2007-01-18 13:00:00 


so no exploration there dudes. 


[Sw:258P12/038P12, U 
Semi-occupied 


BD:197K16, 
(backed 


Visit during 


Name: 


Description: 


Features: 


wall 


cliff 


provides 


before 


stream 


Henry Head 
Bunkers. 


UPDATE Anakaine 2009: 


OF 


about 6-7m high 


face below 


the bunkers. Th 


some 


magnificent san 


sunset in 


april when then 


through the 


INTEREST: 


There is a retaining 


, and 20m long propping up the 


is has a cavity behind it that 


dstone + lighting type photos 


sun is at the right angle to 


broken door and in to the cavity. 


west, 


right 


rather 


are 


to 


(south) 


where 


Access: 
after 


(Cape 


marked 


[Sw:338 


Cd 

bh 

ol 
` 


locked 


on left 


currently 


that this 


Beware, 


ground. 


To access: From the two bark bench seats facing 


proceed 

down towards the cliff face. Head towards the 
near the 

cliff face into the scrub, you will discover a 
pathetic 

excuse for a fishermans track (discover if you 
lucky!). This 

is about the only way down without ropes. Head 
bottom of 


cliff, once at the bottom, head to your left 


towards the 
heads. Follow cliff around for 150m, back under 


the bunkers 
are. 


This retaining wall is easily visible to anyone 


entering / 
exiting botany bay in a boat. 
Off Anzac Pde, turn L at National Park sign (The street 


Grose St). Follow till end of locked gate at Pistol club. 


Banks) or Up Golf Course Road (Henry Head). The bunker is 


by the lighthouse its next to, on street directories 


UBD: 317A03/297i315, Grg:467A03/438iA15, 
[GPS:-33.9979672327,151.238382617]]. All tunnels & bunkers 


up but access can be gained by removing bars from window 


side of the main entry door (please replace). 


UPDATE Anakaine 2009: Access is very easy to all areas 
(13/04/2009) 


Lower gun circle has had gate opened, meaning 


is the 

easiest and most obvious way in for most. 
jumping in 

means a fall of at least 2.5 metres onto uneven 


side of 


obscured by 


afternoon, 


revealing 


Locality: 
Region: 
Country: 
Care: 


impossible 


Notes: 
bushwalking 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


Features: 
Access: 
fork in 


Cire 4 
centre 
isa 

that has 
door is 


Locality: 
Region: 


Less obvious is a set of stairs on the western 


the fort, 

located near two park benches (within 10m). The 
stairway leading 

down in to the upper underground level is 


scrub and 
makes an fantastic entrance in the late 


before sunset 
as the light streams down Through the scrub, 


an 
underground world hidden below. 

Henry Head 

NSW 

Australia 

Avoid nights when there are functions at the Golf Club 

(security). Climbing out of lower gun circle is near 


so don't fall/go in. 
Can be accessed legally at night by using dedicated 


path. 

(Henry Head), Howies, Lapa Lookout, Pistol Range, Squeeze. 
1992 Predator. 

3.0/5.0 

1995-12-31 13:00:00 

2005-07-11 14:00:00 


Hermitage, The 

WW2 anti air craft bunker. 

Single room corrugated iron gun pits in surround design. 
Follow track on N side of Bluefish Dr approx 50m before 


road [Sw:259K09, UBD:198G13, Grg:289B13]. Gun circle #3 
(signposted) here, at [GPS:-33.806558,151.29917]. Gun 


(Signposted) here, at [GPS:-33.806112,151.299402]. 


(Signposted) here, at [GPS:-33.806526,151.299677]. There 


grill at the rear of the command centr 


(western corner) 


been bent. Access to the room is through this way. Main 


padlocked. 
North Head 
NSW 


Command 


Country: 
Care: 
Notes: 
just a 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
staircases, 


large gun 


Access: 
brick 


track 
Coast 
Wg:042G16, 
Locality: 
Region: 
Country: 
Notes: 
part of 
The 

does 
Found: 
Rating: 


Created: 
Modified: 


Name: 


Description: 


Features: 
gun 


radar 


Australia 
Has resident hermit and watch for ticks. 
There is a board in the floor covered by a mesh. There is 


small and disinteresting sump below. 
2003 Nitro/Nexus. 

4.0/5.0 

1995-12-31 13:00:00 

2004-09-05 14:00:00 


Hill 60 
WW2 Bunkers and tunnels. 
Two big downward sloping tunnels, with rails and 


lots 


of rooms, two big gun circles one with the remains of a 


head. 
At the E end of Military Rd, turn L into Hill 60 Park. At 


building (toilets) veer R and use carpark. Follow vehicle 


past gate down to entrance. Bunkers are directly below 


Guard building. Doors are rusted open. [Sw:NDR, UBD- 


Grg:NDR, [GPS:-34.492121989,150.916382914]]. 

Port Kembla 

NSW 

Australia 

The building at upper carpark (veer L at toilets) is also 


the fortification but either not connected or blocked off. 


upper carpark is locked at dusk by an elderly resident who 


it for nothing. 
1999 Trioxide/Tyr. 
4.0/5.0 

1995-12-31 13:00:00 
2006-01-12 13:00:00 


HMAS Watson 
Active Bunker for communications used by Navy. 
Has not been entered yet. 2 weird Antennas sitting over 


placements, air conditioned, lights on inside. 2 huge 


looking dishes on top. 


Access: 
UBD:217012, 


Entry to 


navel 


Locality: 
Region: 
Country: 
Care: 


quipment, b 
there 

you 

Found: 
Rating: 


Created: 
Modified: 


Name: 
Description: 
Access: 
after Grose 


to 
you go 
stacks & 


[Sw:338J12, 


Locality: 
Region: 
Country: 
Nearby: 
Found: 
Rating: 
Created: 
odified: 


HMAS Watson, end of Cliff St [Sw:279C04/049C04, 


Grg:318E12]. Just to the Nth of Satellite bunker, you will 
actually walk over it and hear the humm of the air-con. 


the bunker is from the car park and is highly visible to 


staff. (refer to Satellite bunker). 
South Head 
NSW 
Australia 
Active Naval 


land, enter at own risk, do not touch 


discreet, do late at night and in small numbers. I expect 


would be computer equipment inside and strongly recommend 


don't enter this bunker unless you have a death wish. 
1999 Maddog. 

3.0/5.0 

1995-12-31 13:00:00 

2004-09-04 14:00:00 


Howie's 

World War 2 army bunker. 
Turn off Anzac Pde onto road for NSW Golf Club (1st L 
St). Head to Pistol 
Bush-bash towards tower 


Club and National Park and park there. 
(Lapa Lookout). Then head downhill 


back of houses. Walk behind these to road, and as soon as 


past the old gates look up the hill, you will see vent 


the bunker entrance which is almost always locked. 
UBD: 297E16/297iN12, Grg:437E16/438iE12, 
[GPS:-33.9920102782,151.248075668]]. 

La Perouse 

NSW 
Australia 
(Henry Head), 
1996 Howie. 
4.0/5.0 
1995-12-31 13:00:00 
2005-07-11 14:00:00 


Howies, Lapa Lookout, Pistol Range, Squeeze. 


Kangaroo Bluff 


Description: From the time of the first official white settlement of 
the 


Derwent at Risdon Cove in 1803, there was concern over th 
possibility of attack by sea. By 1836, it was thought tha 
mutually supporting batteries on both sides of the Derwent 


Cott 


could 

turn Hobart Town into a fortress. Kangaroo Point, with its 
steep 

bluff, was an ideal site located on the eastern shore. 

At the close of 1840, arrangements were made to purchase 
the 

land. However, it took almost forty years of re-cast 
plans, 

financial delays and further land purchases before 
excavations 

commenced. 

The Kangaroo Bluff site was built to support the Queens 
Battery 

(located at the Domain in Hobart) and the Battery Point 
battery. 
Access: Kangaroo Bluff Historic Site is situated on Hobart's 
Eastern 

Shore, only 10 minutes drive from the city centre. From 
Hobart 

head east over the Tasman Bridge to Bellerive, then along 

Victoria Esplanade and Gunning Street. 

Battery Bluff Reserve. [GPS:-42.8814583,147.3671528]. 

Site is padlocked. 
Locality: Bellerive 
Region: TAS 
Country: Australia 
Care: The battery is surrounded by a deep moat and care must be 
taken 

when walking around the area. 
Notes: The Historic Site is open between 9:00 am and 5:00 pm 


every day 


and entry is free. 


Found: Melb Clan 1998? 

Rating: 0.0/5.0 

Created: 1995-12-31 13:00:00 

Modified: 2003-12-31 13:00:00 

Name: Kau Point Battery 

Description: WW1 Battery. 4 gun circles and ammunition storage 
facility. 

Access: Follow Massey Road almost to the northern point of Miramar 


head. 


spots on 


memorial 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
gear 


Features: 
Access: 
after Grose 


Locality: 
Region: 
Country: 
History: 
station, the 


Nearby: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 


Lithgow Small 


circle 
fully 


passageways. 
Features: 


Some 200m before the point there are som 


car parking 


the western side of the road. Park here, follow stairs up 
escarpment to Massey memorial. Follow track from Massey 


south to reach the ultimate plateau. 
Mt Crawford 

WGN 

New Zealand 

Dry - Dry 

2008 Pandaman 

2.0/5.0 

1995-12-31 13:00:00 

2008-04-18 14:00:00 


Lapa Lookout 
Three storey Forward Observation Post. Held range finding 


and comms gear. 

Good views, funky arse staircase. 

Turn off Anzac Pde onto road for NSW Golf Club (lst L 

St). Head to Pistol Club and National Park and park there. 
Bush-bash towards tower [Sw:338J12, UBD:297E16/297iN12, 
Grg:437E16/438iE12, [GPS:-33.9924590074,151.249192335]]. 
La Perouse 


NSW 

Australia 

Upper level was actually the searchlight direction 

lower (middle) level was the FOP and housed range finding 


equipment for Sydney Harbour Defence. 

(Henry Head), Howies, Lapa Lookout, Pistol Range, 
2002 Pandaman. 

2:07 5.20 

1995-12-31 13:00:00 

2005-07-11 14:00:00 


Squeeze. 


Lithgow Battlements 
Pair of anti-aircraft gun emplacements guarding the 


Arms Factory from aerial bombardment. One is a simple gun 
with trenches and ruined outbuildings, the other is a 


fortified bunker with semi-underground rooms and 


Wear and tear from decades of neglect. Kangaroos. 


Access: 
OFE 


[NDR]. 
maniac. 
No 
Region: 
Country: 
Eek!: 


Cond: 
History: 


Vars. 
To-Do: 
ask 
Found: 


Rating: 
Created: 


Modified: 


Name: 


Alternate: 
Description: 


remain, 


"Stone", 
Access: 


which leads 


Grg:317H10, 


has 1872 


shaft. 


be 


towards 


head W 


Locality: 


Driving down Chifley road into Lithgow, take the 4WD track 


road roughly a kilometer before you start going downhill. 
If youre at the war memorial you've gone too far, you 
Follow 4WD track to end, get out and walk along the path. 


doors, no fences, no gates. 
Lithgow 

NSW 
Australia 

Lithgow locals. 

Ruined. 

Built to protect the Lithgow Small Arms factory, a major 
munitions production center during the first two World 


Abandoned in peacetime, hence current terrible condition. 
Get GPS co-ords. Go to Small Arms Factory and obtain more 
comprehensive history from their informative plaques. Dont 


them about secret tunnels, they will not be amused. 
2002 Syd Cave Clan. 

2.0/5.0 

1995-12-31 13:00:00 

2007-01-14 13:00:00 


Lower Casemate 
Official name. AKA Beehive. 
1870s bunker and gun emplacement. Two wooden mounts 


burned. High domed ceiling. Seen in the 1970s film 
Take track starting near the N end of Upper Casemate, 


to stairs & door [Sw:278M02/048M02, UBD:217H10, 


[GPS:-33.8349693,151.2601814]]. The usually locked door 


inscribed above it. 
*Near the door (12m bear 154 deg) is a covered vertical 


Ladder down this. 
*Gun portals (3 square holes cut into the cliff face) can 


reached by following track starting from next carpark 
Middle Head from Upper Casemate. Follow track to water and 


along waterline. However these are usually barred and have 
perspex windows. 


with 
without 


they are 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 
new 


low 
ones 


graffiti 


Created: 
Modified: 


Name: 


Description: 


Features: 
Access: 


South 
walk S 
Bunker 


Locality: 
Region: 
Country: 
Care: 
more!). 
Found: 
Rating: 
Update: 
at 


Update Hatsumi 09/2008: Locked tight, combination of bars 


perspex shielding behind it. Entry not possible 


substantial effort - bars aren't even locked, 
just 
fixed into place. 
Georges Heights 
NSW 
Australia 
1992 Predator. 
5.0/5.0 
2016-01-31 04:10:39 (Red) - Update Access: The door has a 


lock, but it looks to be someone's custom lock, i.e. it is 


quality and cheap and different in appearance to other 
spread out across the headland; probably due to recent 
tagging inside. So, either NPWS is keeping people out 


specifically now due to recent vandalism, OR someone has 
"personalised' their own access. 


1995-12-31 13:00:00 
2004-06-24 14:00:00 


Maddogs 

WIT army bunker at South Head. 

Intact shell loader and clean bunker, few shells outside. 
[GPS:-33.835038,151.281448] 
HMAS Watson, just S of Gecko bunker, End of Cliff St 
[Sw:279C04/049C04, UBD:217012, Grg:318E12]. Walk out to 


Head, when you reach a bunker on the cliff side (Gecko) 
along the cliff and go around the fence of the naval base. 


is under flag pole. 

South Head 

NSW 

Australia 

On active Naval land, enter at own risk (need I say 


1999 Maddog. 
4.0/5.0 
2013-03-30 13:00:00 (Blakjak) - New fence has been erected 


out the 


carefully 


petruding 


have 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 


Access: 
Nelly 


starts near 
Walk" 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
tree 


History: 
Roads 


later on 


known as 


Magnetic 


Water Level: 


HMAS Watson to replace the old one. It protrudes further 


cliff than the old fence, negotiating it requires 


climbing down to the ledge below & going under the 


section of the fence. The trees & bushes along the fence 


been trimmed back making it more exposed. 


1995-12-31 13:00:00 
2013-03-30 13:00:00 


Magnetic Island Bunkers 
Island Forts 
WW2 Gun emplacements and Observation Posts. 
2x Gun Emplacements 
1x Observation Post 
1x Command Post 

1x Storage Rooms 

1x Range Finder 

the panoramic views & photo ops. 

Tourist Graff. 

Air Conditioning. 

Catch the ferry to Maggie Island, follow the road out of 


consisting of: 


Bay heading towards Horseshoe Bay, the walking track 
the Radical Bay turnoff; its signposted as "the Forts 


[GPS:-19.123026,146.8704] 
Townsville QLD 

QLD 
Australia 

snakes, hunidity, dehydration etc. 

Local Islanders who have family trees that are more like 


trunks... 
Dry - Dry 
The Magnetic Battery was built by the Queensland Main 


Commission using local labour. Construction of the complex 
started on 28 September 1942 and was finished 10 months 


10 July 1943. 
The Royal Australion Navy establishment at the forts was 
RAN Station 21, the Port War Signal Station (P.W.S.S.) 


Island. 


There were two large 155mm guns with 26 foot long barrels. 


They 

had a 6 foot recoil and could throw a 105 lbs shell to a 
range of 

18,000 yards. The guns never fired a shot in anger but it 
is 

believed they did once fire a warning shot on a U.S. Navy 
P.T 

Boat that arrived in the bay unannounced. 

(http://home.brisnet.org.au/~dunn/forts.htm) 
Notes: The Command Post (largest bunker) is most likely run and 
used by 

NPWS. 
Found: Kava 2009 
Rating: 2.0/5.0 
Update: 2014-04-26 14:00:00 () - At time of visit 04/2014 the 
observation 


post has been marked as restricted entry due to ongoing 

construction. Being the good little CCer I am, I 
investigated and 

found the steel stairs have been removed to stop people 


accessing 

the obs. post. I climbed up into it anyway (2m sheer rock 
wall). 

Probably has had access restricted either due to peopl 
climbing 


(and falling) off the unsecured roof, or due to 
instability (none 
observed by me). 


Created: 2009-12-30 13:00:00 
Modified: 2014-07-22 14:00:00 
Name: Mark Battery 
Alternate: Inner Middle Head. Both official reference names. 
Description: Extensive 1871 bunker, hidden in bushes. The two gun 
emplacements 

housed the "Disappearing guns". 
Features: Side passages, big rooms, two bricked up side tunnels 
(that lead 

to two more gun emplacements), twisting and turning main 
tunnel. 

Also in very nice condition, thanks to secluded location. 


Cleared, & painted in 2002 for a NPWS open day. 
Access: Walk across oval at end of Military Rd towards the Nth, 
thru the 


33.8249252944,151.266750567)]]. All 


which 


33.8241513957,151.266863439], XED, 


follow 


ladder. 


gate on the other sid 


Follow the trail until you come to 


road. Follow the road 50m to where it becomes a trail into 


Continue along the trail and look for a channel to the R. 


channel leads to the first Gun Circle [Sw:258P18/038P18, 


UBD:217K06, Grg:317K06, [GPS:- 


gates are locked. Follow path to the point and near the 
observation post is the remains of another Gun Circle in 


there is a crawl 
* For searchlight 


hole giving access to the bunker. 
[NDR, [GPS:- 


XNL, XWPT] & 2 lower observation posts [NDR, 
[GPS:-33.8239969297,151.266780122], XED, XNL, XWPT], 


narrow track to the N, heading downhill. Care on dodgy 


The hole you pass [NDR, [GPS:- 


33.8244575925,151.266835646], XED, 


attached 


Locality: 
Region: 
Country: 
History: 
The old 


emplacements 


technology, 


concealing 
position 
the 

idea 


about 2 


XNL, XWPT] has been explored. It is a single room once 
to the bunker. 

Middle Head 

NSW 

Australia 

* In 1890 the Inner Middle Head Battery was modernised. 


Muzzle Loading guns were removed along with their 


and two 6" Mk V Breach Loading Guns on HP (disappearing) 
mountings were installed. These were the latest 


allowing the crew protection whilst operating gun and 

it until it was fired. The gun was loaded in the lowered 
then raised to the firing position. When the gun was fired 
recoil lowered the gun to the loading position. The whole 


didn't work very well with the rate of fire being slow at 


rounds per minute. 
* With the modernization, 2 of the original gun 


mplacements wer 


positions. 


housed 


filled in. The dead end brick walls indicate their 


* In WW2, the main batteries wer lsewhere, so the gun 
mplacement nearest the water was filled in, and the other 


a generator for the searchlights that were placed nearby. 


Notes: 


{UPDATE} Intrepid 06/12 - Upper casemate and Mark 


batteries have 


improved 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 


XED, 


Locality: 
Region: 
Country: 
Care: 
land. 


buildings 


Eek!: 
unwanted 


Notes: 
end) to NE 


had the missing bars from their gates rewelded with new 


extra bars welded at 90 degrees to the others 
1998 Mr India. 

5.0/5.0 

1995-12-31 13:00:00 

2004-09-23 14:00:00 


Middle & Georges Heads Fortification List 
Short=Middle Head List. 
This is a reference list of the many bunkers found on the 


headland, Australia's #1 site for bunkers. Heritage area. 
Chowder Bay Rd [Sw:258N19/038N19, UBD:217307, Grg:287K03, 


XNL, XWPT]. 
Middle Head 
NSW 
Australia 

* All except Barbette and Pengo are on NPWS controlled 


Pengo is accessible, Barbette may require stealth as 


are inhabited periodically. 
* Middle Head area is a known Gay pickup place. To avoid 


proposals, do not carry a towel. Real blokes should wear 
masculine clothing and walk in a heterosexual way. 
The fortifications in order starting W (Harbour Bridge 


(Manly end) are: 
C9A Gun Pit). 


* Barbette (& 

* Pengo. 

* Rads. 

* Georges Head TG&B. 
* Sub Stop. 

* Upper Casemate. 

w 


Lower 


Obelisk TG&l 


Casemate (Beehive). 


+ + 


1801 & 1802 


B (& Oops). 
(see 
Obelisk for details). 


* Outer Middle Head (multiple bunkers very 


* Twinobs Post. 


close together). 


* Mark Battery (Inner Middle 


Found: 


Head). 
1769 Pandaman. 


Rating: 
Created: 
Modified: 


Name: 


Description: 


Signal 


Features: 
original 


views. 
Access: 


5.0/5.0 
1995-12-31 13:00:00 
2004-06-24 14:00:00 


Midnight Shaft 


WWII Searchlight #12. Halfway down a 80m sea cliff at 


hill. Originally had a shaft at end but now filled in. 
Hardcore abseil down cliff, flooded lower section, 


electric motor, rotted wooden floor and breathtaking 


Pretty much under Macquarie Lighthouse [Sw:279F10/049F10, 
UBD:238C02, Grg:348H02, [GPS:- 


33.8537210148,151.28633687]]. Walk 


10m to 
ELELEE) 
you 
about 
the 


Locality: 
Region: 
Country: 
Care: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


area, a 


Features: 
Access: 
of 


Locality: 
Region: 


down the park and when you come to the ocean, walk about 
the L facing the ocean. (this is the lowest point of the 
You will see a rusted bar and slab of concrete in front of 


through the fence. About 3m to the L should see you just 


land next to the pill box which can only be seen once over 


cliff. Abseil and Prussic gear essential (50m+ rope). 
Vaucluse (South Head) 


NSW 

Australia 

Rotted floor will give way over the flooded level. 
Dive the lower level. 

1999 Maddog. 

5.0/5.0 


1995-12-31. 13:0000 
2004-08-21 14:00:00 


Newington Arms Depot 
Half submerged bunkers with rail line throughout entire 


water tower and lots of open spaces. 
Water tower and the many bunkers. 
Park in car park off Newington Rd and climb gate in NE cnr 


carpark and follow road approx 250m into the plac Site = 
[Sw:254B20, UBD:212308, Grg:310D08], 
[GPS:-33.8282347766,151.061056281]. 

Newington 


NSW 


Country: 
Care: 
not 


History: 


refurbished. 


Found: 
Rating: 
Update: 
open on 
are now 
gauge 
now 

to 

(all 

to the 
underground 
locked, 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
doors, 


Access: 
Grg:NDR] 


reach a 
see 


Locality: 
Region: 
Country: 
Care: 
Cross 


Notes: 


Australia 
Security patrol the outer area and check access gates. Do 


break ANYTHING!. 
Was built for munitions in wartime, now it is being 


2004 Pandaman. 

540/570 

2009-11-07 13:00:00 (Wolfman) - Much of the site is now 
Sat & Sun but most of the buildings are padlocked. Some 
being used as artists studios and exhibition space. Small 
railway that was previously used to move armaments around 


operates tours on Sundays ($15) around the still not open 


public areas containing many of the bomb storage buildings 


padlocked). Guide said there is 24hr security, but access 


area would not be difficult. The American built 


storage bunkers are now in the open public area but are 
and no tours are conducted due to them being unstable. 


1995-12-31 13:00:00 
2009-11-08 13:00:00 


No Mans Land 

Fort Wallace battery. 

Two gun pits with separate magazines, lookout tower. 
Excellent condition all wood trim still in place wooden 


painted rooms submerged bunker on the way. 
Valk N up beach from Mitchell St [Sw:NDR, UBD-Nc:134F05, 


you will pass submerged bunker and pipeline. When you 


small lookout, start heading NW over two fences until you 


large tower bunkers are in front of this. 

Stockton 

NSW 

Australia 

Active navy land spotlights placed towards beach you must 


two fences to get to it hence the nam 
UPDATE Goretex 2012: 


replaced a 


Found: 

Rating: 
Update: 
as Tour 


vandalism 


Created: 
Modified: 


Name: 
Description: 
base 


Features: 
section, 


Access: 


Same as Tour of Duty update, Remediation works have 


lot of the original weathered features. 

2003 Nitro/Nexus. 

5.0/5.0 

2017-03-02 04:33:08 (Goretex) - Update Notes: Again, same 


of Duty update, opened up and no security, increased 


and possibly marked for levelling due to developer greed. 


1995-12-31 13:00:00 
2003-01-27 13:00:00 


Nobbys Head 
Imposing looking defence tower sitting upon bunker, at the 


of a huge rock outcrop. 
Good views, no ladders or staircases, welded up lower 


three stories high. 
From carpark at the N end of Nobbys Rd [Sw:NDR, 
UBD-Nc:146E03/-Nc:002M01, Grg:NDR, [GPS:- 


32.918182,151.798303]], 


along 


bunker 


Locality: 
Region: 
Country: 
Water Level: 
To-Do: 
Found: 
Rating: 
Update: 

all 


into a 


Created: 
Modified: 


walk up the road that leads to the lighthouse. Halfway 
this, take the LH fork, and follow until you come to the 


on your R. To get in, climb onto 1st floor from rear. Use 
improvised ladders etc, to get to top. 

Newcastle East 

NSW 
Australia 
In basement 
Get into welded up sections. 

2000 Striker. 

3.0/5.0 

2010-06-20 14:00:00 (Miad) - No longer accessible, has had 


access points welded closed, looks like its being turned 


kiosk for the breakwall walk 


1995-12-31. 1.330000 
2010-06-25 14:00:00 


North Head 


Description: 
north 


gun 
pill 


Access: 
internet 


Locality: 
Region: 
Country: 
Vater Level: 
Notes: 

than 


Found: 
Rating: 
Update: 
stuff is 


bunkers 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
huts. 

Access: 

loop 

walking track 
pretty 

access 


equipment or 


below 


abseil 


A very large and unique bunker system molded around the 


head point with some spectacular views. Complete with many 


circles, guns, batterys carved into caves, munition dumps, 


boxes etc. 


Open to the public, but restricted times must check the 


or book. Some tunnels are locked up. 
[GPS:-36.826793,174.812248] 
North Head 


AUK 
New Zealand 
Dry - Dry 


The Nzeelanders knew how to make bunker systems better 


(Sydney NSW) north head system. 

2000 Beanz/Dirge 

50/5 5.0 

2014-02-08 13:00:00 (Kazman) - Amazing place. 90% of the 
accessible. Massive plac gates close at 8PM. NZ does do 


better than AUS. 


2010-01-07 13:00:00 
2014-03-30 13:00:00 


North Head Elevator 
Real=North Head Searchlight 26. 
Bunker in cliff face. 
Entry. Views, Tunnel, 


with room and shaft, two lookout 


1,UE: E side of 


Follow North Head Scenic Dr to Carpark on 


road at end [Sw:259L16, UBD:218H04, 
[GPS:-33.8221594395,151.301239968]]. 


Grg:319C04/290iD15, 
Follow Fairfax 


this is 30m 


to small brick/stone building, E of track, 


hard to find... This is what remains of the top of the 


shaft for the bunker. Us 


shack to secure abseiling 


wire ladder. Entrance to Bunker is midway down cliff face 


shack. Do not attempt to scale cliffs. 
2,UX: Use wire ladder/prussic to climb back up to top, or 


head and 


Locality: 
Region: 
Country: 
Care: 
Tick 


Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
Features: 
connected 
mannequins, 
engine 

lots of 


huge 


Access: 
scenic drive 


until 
through 


people only. 


Locality: 
Region: 
Country: 
Care: 

as you 


gate 


Found: 
Rating: 
Update: 
Signs and 


to bottom of cliff and walk around to the S point of the 


use fishermen's ladder to return to walking track. 
North Head 

NSW 

Australia 

Fisherman's ladders bit scary. 


Bush above bunker is very 


infested. 

1997 Mr India. 
5.0/5.0 

1995-12-31 13:00:00 
2010-05-17 14:00:00 


North Head Fortress 
2 big fortifications at North Head. 
9.2" gun emplacements in Nth and Sth forts. 


Both are 
via long tunnels. Set up for tourists with dressed up 


first aid room, shell loader rooms with plastic shells, 


room with engines and generators. Above ground features 


WWII machinery including a 9.2" gun, anti- aircraft guns, 


spot lights and so on. 
Jump over (glass covered) wall 200m S cnr North Head 


and North Fort Rd Find your way through the dirt tracks 


you find the cement circles. Once in the circle, slide 


the shell loaders and climb down to the tunnel. Slim 


*Gun: [Sw:259K14, UBD:218G02, Grg:319B02/290iC13, 
[GPS:-33.8176426755,151.29869323]]. 

North Head 

NSW 

Australia 

Is on active army land. 


Internal sound speakers activate 


walk through the tunnel (for the tourists). Take note of 
closing times. 

1999 Maddog/Dirge. 

5.0/5.0 


2013-11-23 13:00:00 


(Trioxide) - New power points, exit 


lights throughout. 


Update: 


tunnel would 


sensors near 


Created: 
Modified: 


Name: 


Description: 
(TG&B) . Some 


has the 


Access: 
path. 


path 
Obelisk 


do not 


not 


Locality: 
Region: 
Country: 
To-Do: 
bunker, 


the E two 
will 
Notes: 


[NDR, 


Head. 


existence". 


military 


2011-01-07 13:00:00 (Blakjak) - Both shell loaders are now 
blocked off half way down by a steel mesh, access to 


have to be gained another way. Possible new outdoor 


buildings. 


1995-12-31 13:00:00 
2013-11-23) 13:00:30.0 


Obelisk TG&B 
Pre-World War II Tower, Gun emplacement, and Bunkers 


of the bunker entrances are sealed with bricks. Probably 


same layout as Georges Head bunker. 
From Middle Head carpark (non-oval side), follow perimeter 


When you get to double gates in the cyclone fencing, use 


opposite. Walk towards clearing. RH path takes you to 


TG&B, provided you use the rule "Always go downhill, and 


deviate". Centre path will take you to 1801 
[GPS:-33.829198,151.264366], provided you, once again, do 


deviate. 

*Tower: [Sw:258N20/038N20, UBD:217308, Grg:317J08, 
[GPS:-33.829869,151.263434]]. 

Obelisk Bay 

NSW 

Australia 

Get into bunker. Probably the same layout as Georges Head 


the W entrances (1 bricked up) lead to shelters, whilst 
(again 1 bricked up) lead to the magazine. The metal door 


definitely lead to the magazine. 
Nearby is the "Oops" - Obelisk Observation Post & Seawall 


[GPS:-33.828199,151.265154], XED, XNL, XWPT]. 
*Acc: Head down onto rock platform & go towards Middle 


Named for "Oops, I'm about to be blasted out of 


This 


location would be certain death for any observer during 


action, as there is absolutely no cover. 


Nearby: 
Nothing 
only 3 
*Acc 1801: 
a few 
cyclone 
centre 
path 
6255234, 
good view 
*Acc 
radio 
6255436, 
Found: 
Rating: 
Update: 
end to 
path 
track. 


Created: 
Modified: 


From 


* Oops can be safely viewed from 1801. 
1801: Sydney's oldest fortification still 


there but the gun 
surrounding area. 


mplacement, but listed because 


mounts remain. 1802 has less to be seen. 


iddle 
Head carpark 


(non-oval side), follow perimeter pat 


changes in direction, you get to double gates in 


fencing, use the path opposite. 


path takes you to 1801, 


takes you to Obelisk TG&B. Site = 


E end of 1801, 


XED, XNL, XWPT]. From the 


of Oops (Obelisk Observation Post & (optional) 


1802: 


tower, follow stone wall to its end [NDR, GPS:56H 
XED, XNL, XWPT]. 

1988 dTrog. 

370750 


Originally 4 guns were mounted here, 


Walk towards clearing. 


in existence. 


of the 


but 
th. After 
the 

The 


provided you do not deviate. RH 
[NDR, GPS:56H 339291 

you get a very 
Seawall). 


Follow the same perimeter path, but keep going. At 


339423 


2016-07-07 09:59:42 (Tim Dole) - Update Access: D 
footpath starts at -33.8288132,151.2624939. 


ğ 


To access the bunker, 


get to the gun embankment. 


when the steps start to go back up, 
All mesh panels have been cut. 


1995-12-31 13:00:00 
2004-06-24 14:00:00 


signated 


Follow to the 
turn: off 


and follow the rough 


Name: 
Alternate: 


Description: 


structures. 
Features: 
boxes, 


Access: 
Walk 


Outer Middle Head 
Official reference nam 
Extensive system of bunkers, 


gun emplacements and 
Old sandstone construction, famous interrogation 


numerous corridors, magazine rooms, and tunnels. 
Park near and walk across oval at the end of Milit 


training 


tary Rd. 


Head R to 
take the 


locked. 


Locality: 
Region: 
Country: 
To-Do: 
Notes: 
(L), 


given: 
the 
GPS:56H 
rails and 
to train 


highest 


339629 


two 1912 


GPS:56H 


1912 


Urbex 


Bunker 
1871 
XNL, 
complex, 


early 


around the former army dormitarys to the big 


the E 


High Point 
Grg:318A07 
Middle 
NSW 

ustralia 


and Structures 
-W). 


(NE-Centre 


*B Dog 


Box 


gates to the Military reserve and from 


RH road until you reach the bunkers. 


clearing. 
the gates 


Most of them are now 


: [Sw:258019/038019/008C08/001L08, UBD:217L07, 
, ([GPS:-33.8271276689,151.268186359]]. 


Head 


Gun 


(S) 


Bunker: 


main structure 
339581 6255516, XED, XNL, XWPT]. 
is near skylights. 


Vietnam war soldiers. 


point of the complex. 


xG Gun Circle 1 (1 


6255489, XI 


GCs were i 


*G Inner 1912 Gun Mount: 


339642 6255485, XED, XN 
*B 1912 magazine room: 


Gun Mount 


Videos. 
*G Outer 1 


6255445, XI 
Easter 


*BG 


GC nearest the point 


XWPT]. 


ED, XNL, XWPT]. 


at the point. 


nstalled. 


A 
Obtainium an aerial photo, 
Bunkers (B), 


877): 


Emplacements 


First GC you see 


1, XWPI 


(closest to 


912 Gun Mount: 
ED, XNL, XWPT]. 
n Gun Circle & Magazine 


he point). 


Metal 


[Sw:258018/038018, UBD:217L06, 


scan and indicate entrances. 
(G), 


little-to-see Locations 


in order of approach, then clockwise 
Where possible, 


non-GPS directions are 


Look for entrance LHS before you get to 


Grg:318A06, 


The entrance has hand 


This bunker houses the dog boxes used 


The bunker exits the W side of the 


LHS [NDR, GPS:56H 


This was discontinued when the 


mount next to GCl [NDR, 


Ps 


Enter thru a window near the Outer 


In this room SCC show 


Metal mount 


[NDR, GPS:56H 339647 


(1877): Sandstone GC and 


Proceed past the Outer 1912 Gun Mount to the 


[NDR, GPS:56H 339680 6255476, XED, 


The accompanying bunker was linked to the main 


but when the newer gun emplacements were installed in the 


levels, 


wall. 


existence. 


XWPT], 


NPWS do 


Ta 


Entrances 


North 


West: 


can be 


XED, 


Camoflage 


339600 

XNL, 
[NDR, 
1870s. 


destroyed 


[NDR, 


Nearby: 


That 


and 


[NDR, 


Bunker: 


1910s, 


the connection was wiped. This bunker has 3 split 


with entry to a lower room thru a walk-in hole in the 


room was part of the original bunker no longer in 


Down 
the outside stairs, 
*L Searchlight 


*S Observation Post 


XWPT]. 


there are: 
[NDR, GPS:56H 339683 6255489, 


Bypass th 


stairs. 
B Cancer 


* 


Bunker: 


[NDR, GPS:56H 339691 6255500, 


XED, XNL, 


XED, 


locked gate by following a narrow track, 


Under the highest point of the complex. 


not hold tours in here due to cancer ridden concrete. 


are: East 
(ramp) 


GPS:56H 339609 6255462, 


XED, XNL, 


[NDR, GPS:56H 339619 6255473, 


viewed in the Australian 
*S Highest point 


XWPT]. 


netting covered th nti 


(OBS post): 


movie "Stone 


*G Western Gun Circles 


6255455, XED, XWPT], 
XWPT], [NDR, GPS:56H 339563 6255464, XI 
GPS:56H 339548 6255458, XED, XNL, XWPT] 


Originally there were 8 of these, th 


by insta 


GPS:56H 339641 
Circles. 

*S Forward Obs 
GPS:56H 339644 
*L Searchlight: 


6255466, 

Post: The 

6255430, 
[NDR, GP 


Unknown Trench in thick 
GPS:56H 339487 


Location 


6255604, 


r 


(4) 


*B Western Magazine Rooms 


x 


x 


S 


b 


X 


area aroun 


[NDR, GPS:56H 339624 6255469, 
X 


XWPT]. 


[NDR, GPS: 


The three cubicle rooms were tel 


d 


RHS of compl 


XED, XNL, XWPT], 
ED, XNL, XWPT], 


The ramp entrance 


(Take The Trip)". 


ex: 


[NDR, GPS:56H 339590 6255462, 


ED, XNL, XWPT], 


56H 339619 6255466, 
ephonist rooms. 


this point. 
[NDR, GPS:56H 


XED, 


and 


All date from 


other four were 


llation of the two 1877 & two 


(1870s): 


ED, XN 


ruin towards 
ED, XNL, 


XWPT]. 
:56H 339660 6255410, X 


mm 


|, XWPT] 


m 


1912 GCs. 


Enter via gates 


ush off a track to Mark 


ED, XNL, XWPT]. 


(2) 


in the Western Gun 
the cliff edge [NDR, 


ED, XNL]. 


Battery: 


Found: 

Rating: 
Update: 
to bea 


squeezing 


realize ie 


Created: 
Modified: 


Name: 
Description: 
Features: 
levels of 


Access: 


Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Update: 
worth 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 

on 


Access: 


the L 


Kekerenga St. 


unknown, found by dTrog 1988. Lost/misplaced. 
1998 Mr India/Ogre/Dirge. 

4.0/5.0 

2016-07-07 10:06:07 (Tim Dole) - Updat 


Care: There seems 


man hired to 'hover' and make sure you're not damaging the 
bunkers. He wears fluro green, easy to spot. If you're 


into one of the bared off areas, make sure he doesn't 


don't take a group in... 


1995-12-31 13:00:00 
2007-01-27 13:00:00 


Palmers Head Observation Point 
Multileveled Observation Point. 
Awesome views of the airport and ocean. Three cascading 


rooms. Quite unique for a obs. point. 
Follow Ahuriri Street to it's second meeting with 


Follow path from here (100m) to bunker. 
[GPS:-41.339081,174.812786] 

Strathmore Park 

WGN 

New Zealand 

DEY =. Dry 

2008 Pandaman 

320/520 

2014-02-10 13:00:00 (Kazman) - Covered in graff, Its not 


the effort unless you want a good view of the airport 


1995-12-31 13:00:00 
2014-03-30 13:00:00 


Pengo 

Battery A83. HMCCB Penguin. TEL=100m. 

1871 bunker with modern mods. 

Very swanky. Nice entrance, old woodwork panelling still 


walls. Two gun circles that have been converted to modern 
armourment. Magazine room. 
Follow Middle Head Rd down towards Middle Head until the 

residential houses end on the RH side and bush starts. On 


until 
south 
(covered 
the R 


under 


although 


no 


stealth 


then head 


next to 


Locality: 


Region: 


Country: 


Care: 
hide 


discreet 


Water Level: 


Notes: 


emplacements, 


gun 


installed. 
Found: 
Rating: 
Update: 
rusty 


and 


Follow this S 


side of the last house is a walking trail 


you come to the end of a sealed road. Walk up hill to the 


of the houses where you come to the first gun site 


over). Continue in the same direction veering slightly to 
and behind the fence you should see the entrance. Over or 
the fence, access varies 


*Gun: [Sw:278L02/048L02, UBD:217G10, Grg:317G10, 
[GPS:-33.833952,151.257278]]. 


Hatsumi Update 09/2008: Barbed wire fencing around it, 


jumpable in places. Main gate to fences area has 


barbed wire 
but faces main road. 
Can just walk off middle head road to it but 


provided by 
following Balmoral marked bush track for 120m 


into left 

of bushes...it is at edge of open grassed area 
flag 

pole/barbed wire fencing is a give away to spot. 
Stand-alone observation post [GPS:-33.834927,151.25744] 
Georges Heights 
NSW 
Australia 


Do only at night and when unobserved. Replace leaves or 


slide marks under fence when finished. 


09/2008 Update: Barracks still in use (conferences?), be 


Muddy around magazine room 
The two blocked passages lead to the original gun 


filled in around 1889-91 (approval 1888). The original W 


circle may have been destroyed when the newer one was 
2002 Nitro/Nexus. 

4.0/5.0 

2013-05-03 14:00:00 (Red) - Openable hatch with long, 


ladder, for alternative entrance to the bunker. Chained 


looks 


Update: 


post 


directly 


record 


climb 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Access: 
after Grose 


Entry 
is easy 


[Sw:338J13, 


Locality: 
Region: 
Country: 
Notes: 
above 


Nearby: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


padlocked but chain is not actually attached, but merely 

like it is. [GPS:-33.834071,151.257566]. 

2011-04-09 14:00:00 (Scarecrow) - Stand-alone observation 
located at the south-eastern corner of the grassy field, 


south of Pengo. 
Single room; just being added to Pengo listing to have a 


of it somewhere. 


Public lookout on top of it. Locked gate, but you can 


inside through the observation slit around the front. 
[GPS:-33.834927,151.25744] 


1995-12-31 13:00:00 
2013-06-03 14:00:00 


Pistol Range 

Cape Banks Bunker #2. 

WWII army shell storage for surface gun. 

Turn off Anzac Pde onto road for NSW Golf Club (lst L 


St). Head to Pistol Club and National Park and park there. 


to this bunker is approx 100m S of The Squeeze. Entrance 


to spot if on the W (low) side of surface buildings. 


UBD: 317E01/297iN13, Grg:467E01/438iE13, 
[GPS:-33.9948723254,151.249597478]]. 

La Perouse 

NSW 

Australia 

Housed 9.2" guns, gun circle filled in but clearly visible 


bunker. Commanded from Lapa Lookout. 

(Henry Head), Howies, Lapa Lookout, Pistol Range, Squeeze. 
1992 Predator. 

2.0/5.0 

1995-12-31 13:00:00 

2005-07-11 14:00:00 


Pol Hill Anti Aircraft Battery 
Wellington Bunker 


Description: 
recesses 


Access: 
Locality: 
Region: 
Country: 
Vater Level: 
Found: 
Rating: 
Update: 

I ran 


Simpsons 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
complete gun 


the most 


Features: 
rooms 
Access: 
carpark on 


Locality: 
Region: 
Country: 
Care: 

Water Level: 
Cond: 
History: 


http://www.exploroz.com/P] 
raft _Site.aspx 


-4 octagonal shaped emplacements with ammunition storage 


and wings for magazines/ war shelters. 

-A Command Post with control room, plant “shed”, and 
observation post. 
-nearby a short water tank 


(built for the battery?). 


Up hill via walking track. [GPS:-41.30485,174.751622] 
Brooklyn 

VGN 

New Zealand 

Dry = Dry 

2005 Elfen 

34,079 20 

2014-02-10 13:00:00 (Kazman) - Nice but covered in graff. 
into some graffers while on site. It as a scene from The 


where Bart goes to Shellbyville and runs into their boys: 


"What are you doing here?" 
"Nothing, what are you doing?" 
"Amm..... Also nothing, OK carry on." 


2010-01-07 13:00:00 
2014-03-30 13:00:00 


Quarantine Anti-Aircraft Battery 
Tojo's Terror 
WW2 anti aircraft battery, 


consisting of four nearly 
emplacements plus underground command bunker. Supposedly 


complete AA battery in the Darwin area 
Four open gun emplacements plus a couple of underground 


near corner of Berrimah Road and Casey Street. Park in 


Casey Street and look around. No access restrictions 


[GPS:-12.476334,130.912423] 
East Arm, Darwin 

NT 

Australia 

Snakes and spiders 

Dry - Shoe 

Standard old WW2 battery condition 


laces/88060/NT/World War II Quarantine Anti Airc 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
abseil. 
Access: 
towards 
Quarantine 


turn L 


Turn R 


other GC 


Locality: 
Region: 
Country: 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


to be 


Features: 
a 


mounting 
ladder 


Access: 
Gun Club 


continue 


Vater Level: 


Wolfman 2012 
2.0/5.0 
2013-07-31 14:00:00 


Quarantine Head 
Gun circles & bunker rooms. 
Old squatters home half way down cliff face if you can 


80m N of carpark opp NorthFort there is a track leading 


it. Basically down the hill, turn R & head towards 


Stn, turn L and walk beside Stn. Just past the monument 
into bush following up to top of a hill near the ocean. 


and head downhill to GCl and first 2 bunker-rooms. The 


is lower down. CG1: [Sw:259G16, UBD:218D04, Grg:318J04, 
[GPS:-33.8203543577,151.28874286]]. 

Quarantine Head 

NSW 

Australia 

May be uncomfortable on windy days with big waves 

2002 Mr India. 

2.0/5.0 

1995-12-31 13:00:00 

2005-01-20 13:00:00 


Rabbit's Bunker 
Mallacoota Trainsmitting Building 
disused WWII bunker in dense bushland in Mallacoota, not 


confused with renovated museum bunker nearby 
Partially underground, bunker holds 3 rooms; one was once 


generator room with air shafts and has the generator 
slabs, an equipment room with an emergency exit shaft with 


and an entrance room with stairs leading topside. 
Follow signs up dirt track from Betka Road to Mallacoota 


(if gate is locked, it should be safe to walk through) 


hand fork 


Locality: 
Region: 
Country: 
Care: 

in use. 
Water Level: 
History: 
collated 


Melbourne. As 


demolished in 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Features: 
sign on 


Access: 


last 


a big 


windows & 


ina 


horizontal bars 


7p 
Locality: 


along dirt track on other side of gun club, take right 
after ~600m 

[GPS:-37.599,149.708374] 

Mallacoota 

VIC 

Australia 

try not to walk on to the firing range if the gun club is 


Dry - Dry 


There were 3 bunkers in the area where surveillance was 


This bunker housed the 
Code signal to 


and sent to Melbourne in WWII. 
transmitters for sending the Mors 


for the other 2 bunkers in the area, one was restored and 
converted into a bunker museum and the other was 


the 1950s. 
Rabbit & Lb, 
220/540 
2013-10-06 13:00:00 


2013 


Rads 

Battery B42. 

1871 bunker with modern mods. TEL=100m. 
Magazine rooms, one of which has a "Danger: 


Radiation" 


its door. 
Follow Middle Head Rd down towards Middle Head until the 
residential houses end on the RH side and bush starts 
[Sw:278M01/048M01, UBD:217H09, Grg:317H09, Main 

entry; [GPS:-33.833048,151.258627]. On the L side of the 


house is a walking trail. Follow this S until you come to 


a big fuel tank and some 
All 


clearing with an old house/shed, 
garages. To the R of the house/shed is the bunker. 


doors are barred. Eastern gun: [NDR, 
[GPS:-33.8323772735,151.258701115], XED, XNL, XWPT]. 


Update Hatsumi 09/2008: Locked tight like a nuns sphincta 
spa full of teenage boys. 
Standard bunker public resistant metal 


and 


gate... has electricity with lighting throughout 


Georges Heights 


Region: 
Country: 
Notes: 
now 


Found: 
Rating: 
Update: 
can 
second 
to 

out. 


Created: 
Modified: 


Name: 
Description: 
Access: 
Street 


heading 


the 


Locality: 
Region: 
Country: 
Vater Level: 
History: 
World War 


Found: 
Rating: 
Update: 


practicing. We 


Created: 
Modified: 


NSW 
Australia 
The two dead-end passages lead to original gun circles, 


destroyed. 

* There is a hidden room. 

2002 Nitro/Nexus. 

5.0/5.0 

2011-04-09 14:00:00 (Scarecrow) - From the main entry you 


follow the bunker around the edge north-wards. Find the 


set of stairs leading down to a gate and you could be able 


undo the bolt holding the chain in place, as Bulk found 
There's a switch for all the lights near the main entry. 


1995-12-31 13:00:00 
2011-04-09 14:00:00 


Rathmines Radio Bunker 
Flooded semi underground bunker 
Take dirt track off Wangi Road, 400m south of Dorrington 


roundabout. Turn right while heading south (or ;rft while 


north) when you get to power lines. You will see it behind 


electricity sub-station. 


[GPS:-33.037944,151.561815] 

Rathmines 

NSW 

Australia 

Dry - Knee 

Part of the key communications infrastructure for the 


Two Sea Plane Base at 
Rathmines erected just after the outbreak of war. 
Lb 2011 


0.0/5.0 

2014-04-21 14:00:00 (Kazman) - (April, 2014) The bunker is 
flooded, but still interesting. 

We heard gun shots while there. Someone was target 


decided not to venture too far around as a result. 


2011-09-10 14:00:00 
2014-07-22 14:00:00 


Name: 


Description: 


Features: 
Access: 
the 
clearing on 
acti 
minutes 
hand side. 
"spine" of 
TEx 
Locality: 
Region: 


Country: 
Care: 


might get 
Eek!: 


Cond: 
History: 
TO={Do:: 
surely 


searching 
Notes: 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


entrances. 
Access: 


Locality: 
Region: 


Vater Level: 


Red Belly Bunker 

Small single lookup position 
Treehouse above is more interesting than the bunker itself 
Head up Obrien Rd, Figtree (Chiko's is on the corner). All 


way to the very top of the hill. Park at gate. Small 
northern side of road has an access track running through 
Follow track. When you come to the second cleared area (3 
from car), there is a steep embankment 2m high on left 

Go up, and up through lantana. You should now be ona 

the mountain. Keep heading up (2 minutes up). Can't miss 
Figtree 

NSW 

Australia 

Many snakes in the area. 2 Red bellies s 


discovery. 
There are heaps of deer in the area. Be quit 


n on the day of 


and you 


some photos. 

Stinging Nettles, and Lantana. 

Dry - Slimey 

Beer cans and fireworks used inside. 

Looked over Wollongong harbour during WW2 

Where there is a lookout post, and a big access road, 


there are more bunkers. Bush is prohibitively thick for 


though. 
Boring. Boring. Boring. Go find it if you are in the area. 
Otherwise, don't bother. 

Anakaine, 2007 

12:0:/55.0 

1995-12-31 13:00:00 

2008-01-04 13:00:00 


Richmond Bunker 
One long room with generator room at rear, many access 


Dight St, first property entrance north of Cupitts Lane. 
[GPS:-33.595159,150.787391] 

Richmond 

NSW 


Country: 
Care: 
is 


Water Level: 


Cond: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


of 


Access? 
Locality: 
Region: 
Country: 
Cond: 
Southern 


History: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


points 
concrete 
the 


along 


Australia 
On private property, talk to the owner (70 yr old guy) who 


happy to show you around. 
Dry - Dry 

Empty, open, rugged. 

2004 Millsy/Nexus/Nitro 
0.0/5.0 

2009-12-05 13:00:00 


Rous Battery 
Fort Rous 
Cluster of bunkers in the dunes behind th 


eastern beach 


Moreton Island 
Northern Gun Emplacement 

(-27.259698,153.416293) 

Southern Gun Emplacement ( 

-27.260546,153.415356) 

Command Post 

(-27.260576,153.414528) 

Batter Plotting Room 

unknown) 

Valk off the beach, 4x4 required to get to location 
Moreton Island 

QLD 

Australia 

Varied, northern gun 


~ 


mplacement very deteriorated. 


bunkers and gun emplacement not too bad 

Built ca 1942 

Unknown, listed by NoPro based on visit in May 2015 
339/560 

2016-07-02 09:18:28 

2016-07-09 10:50:47 


Sandy Creek Watch Post 
Part of the ‘stop line’ against an invasion by sea, Sandy 
Creek Watch Post was one of many beach defence strong- 


developed along the coastline north of Darwin. Made of 


and steel, Sandy Creek is the best preserved 


xample of 
remains of some of the watch posts that can still be along 


Casuarina and Lee Point beaches. 


Access: 
of Lee 


that are 


Locality: 
Region: 
Country: 


History: 
during 


network. 
Reserve 


Point). 


cemented 
quarry at 2 
Darwin). 


all but a 


based on 
their 
allowed 
machine gun 
in 

an 


could 


difficult 
series 


These 


Vater Level: 


Casuarina Coastal Reserve, south of the carpark at the end 


Point Road. Follow signs. [UBD:008,D4]. 
[GPS:-12.337473,130.890115]. Door locked with silver Abus 
padlock. Squeeze though the turret slits (only for those 


slim). 
Lee Point 
NT 
Australia 

DEY = Dry 

The Singapore-type observation post was one of six built 


WII and was an integral part of the coastal defence 


(Four of these are located along the Casuarina Coastal 


and two others were located at Dripstone Caves and East 


They were completed by the 2/4th Machine Gun Battalion and 
Civilian labour on 15 February 1940 having been built from 
reinforced concrete sections which were subsequently 


together. The stone aggregate most likely came froma 


1/2 Mile site (so named because it was 2 1/2 miles from 


The walls were designed to be thick enough to withstand 
direct hit from enemy guns. 


The actual design and shape of the observation post were 


military experience with the most important aspect of 
design being the angle of side walls to back wall. This 
each of the two circular turrets to house a Vickers 

which was mounted so that it could fire through the slits 


front. The side walls of the observation post were set at 


angle so that both guns did not look directly forward but 


be trained slightly to the rear. 


Overland travel between th 


observation posts was made 
by the tidal range and mangrove swamps, and in late 1941 a 


of corduroy tracks were constructed of mangrove trees. 


"all 

which 

will 
civilians." 
Found: 


Rating: 
Created: 


Name: 


Features: 
Access: 
H3] 
Locality: 
Region: 
Country: 
Eek!: 
History: 
water 


stop as 
Found: 
Rating: 
Update: 
walls are 
there, 
with 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
of hi 


Access: 


[Sw:279E06/049] 


Description: 


corduroys were colour coded and instructions were that, 


members of Coys are to be mad 


aware of the colour signs 


information they will be instructed to treat as SECRET and 


also be instructed not to divulge the information to 


Pandaman, 2012 
2.0/5.0 
2013-09-28 14:00:00 


Satans Nasty Stink Box 

Cavity 

3 underground rooms, 1 underground storage area 

Under the comms tower cnr of Draper Rd and Allens Rd [117 


Draper 

QLD 

Australia 

Could contain dead animals, old satanist hangout 
riginally thought to be military, but privately built 


storage/fallout shelter. person building it was forced to 


he didnt actually own the land. built 1960s. 
2003 dsankt 
29/940 

2011-04-10 14:00:00 (Meekrat) - Full of broken glass, 


now pitch black with soot from locals having fires down 
check out the collapsed dam and shed with an APC and dodge 
bullet holes for extra fun when visiting this. 


1995-12-31 1300200 
2011-04-22 14:00:00 


Satellite 

HMAS Watson. 

Immaculate bunker at South Head. 

Original doors and woodwork, the smell of turps and lots 


tech aerials with flashing lights on top. 
1,UE: Park at The Gap parking at Watsons Bay 


E06, 


UBD:218B14, Grg:318G14, [GPS:- 
33.8432791621,151.284405778]], walk 
up to The Gap on the Nth side and follow the cliff along. 


Get 

through the fences and you will eventually come to a wall 
running 

along the cliff. Jump the fence, at this point you have 2 

options: 

A: Go into the Naval car park and walk/run until you can 
J ump 


back over the fence at a clearing, risking getting caught. 
B: In the short space you have between the fence and 


cliff, bash 


your way through the thick vegetation and try to be quiet. 


Keep 
going Nth until you come to the aerials with a staircase 
under it 
with a wooden gate. Climb over and your in. 
Locality: South Head 
Region: NSW 
Country: Australia 
Care: Active Naval land, enter at own risk, do not touch 


quipment, b 


discreet, do late at night and in small numbers. 


Found: 1999 Maddog. 

Rating: 307/570 

Created: T995=12-31 13400400 

Modified: 2004-09-05 14:00:00 

Name: Shepherds Hill 

Description: WW2 Bunker with gun circle. 

Features: Big Bunker, two backfilled staircases, mounds of earth 
everywhere 


chains hanging from doors, lots of satanic graff. 
Access: From the junction of High & Cliff Sts [Sw:NDR, 
UBD-Nc:145P10/-Nc:001015, Grg:NDR, [GPS:- 
32.936667,151.777536] ] 

go E into carpark, then turn L and go down path behind 


houses, 
20m on is the top of the bunker. Climb down to gun circle. 
Door 
usually locked. 
Locality: The Junction 
Region: NSW 
Country: Australia 
Care: Bunker is under well-to-do houses, keep noise down. 
Found: 2000 Striker. 
Rating: 4.0/5.0 
Update: 2011-06-14 14:00:00 (Cummo) - 15/06/11 Locked down tight. 
Metal 


checker-plate cover bolted and welded over door way. 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
Access: 


1995-12-31 13:00:00 
2011-06-19 14:00:00 


Shepherds Hill Communications 

Short=Shepherds Hill Comms. 

Massive bunker, with gun circle and old Radar tower. 
Many rooms, corridors, gates, levels, ladders. 

On the N cnr of Cliff St & The Terrace [Sw:NDR, 
UBD-Nc:145009/-Nc:002B13, Grg:NDR, [GPS:- 


32.935864,151.778824] | 


the 
Comm. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Update: 
tower and 


window 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Pde) 


a 


Features: 
Access: 


is a small in-use communications centre. Beyond this is 


bunker. Entrance is down the big driveway next to this 


Centre, thru a window. Towers may be locked. 
The Hill 
NSW 
Australia 

1994 Melb Clan. 

5. 0:/494.0 

2011-06-14 14:00:00 (Cummo) - 15/06/11 Access to both 


bunker. Tower, through window on top floor. Bunker through 
under walkway in front of coastal patrol station. 


1995-12-31 13:00:00 
2011-06-19 14:00:00 


Shepherds Hill Searchlight and Tunnel 
Southern Search Light 
Above ground concrete bunker under a unit block (65 Nesca 


connected to a brick tunnel (1 man size) that emerges onto 


cliff face. 
MPL = 140m 


Small room half way along tunnel. Ocean views. 

Park in Bar Beach car park on Memorial Drive, walk 600m 
north-east along beach. Scramble up cliff at 
[GPS:-32.937995,151.775710] between bar beach and 


Newcastle beach 


the 


blocking 


to the searchlight platform. The platform is visible from 


beach. Squeeze through the tiny hole in the brick wall 


rear 


Not 


floor), not 


Locality: 
Region: 
Country: 
Care: 
partially 


as it is 


foundations for 


Eek!: 
get 


Water Level: 
Cond: 
History: 


Notes: 
"Shepherds 


Found: 
Rating: 
Created: 


Name: 
Alternate: 
Description: 
Lower 


level. 
Access: 


Installations. 


the tunnel entrance. 
It may also be possible to go through the bunker under th 


unit at 65 Nesca Pde, right at the end of the drive way. 


recommended as this is very exposed (in someone’s car port 
overlooked by unit blocks, directly under someone’s 


sure if the door is locked. 


The Hill 2300 

NSW 

Australia 

Small hole in brick wall only for the slim, may be 
submerged. 


The cliff is not that steep, but is treacherous when wet 


made out of mud. 
The above ground bunker is very expose and is the 


someone home, be quiet. 


Not that much water in tunnel but you have to lie in it to 


through the hole. 

Dry - Ankle 

Sound, no graff in tunnel 

Provided search light for Shepherds Hill Military 


Heritage listing of some kind. 
Part of the complex that includes 


"Shepherds Hill' and 
Hill Communications' 

Batou 2011 

2:0 75'20 

2011-11-11 13:00:00 


Signal Hill #1 
Signal Battery (part). 
Two levels of rooms under WW1 gun emplacement atop cliffs. 


level is reached via shaft and ladder at back of top 


Signal Hill Reserve, Dunbar Head, Vauclause 


[Sw:279F08/049F08, 


UBD:218C16, Grg:318H16, [GPS:- 


33.8494609352,151.287351501]]. 


Locality: 
Region: 


Metal door furthest from old lighthouse. 
Dunbar Head 
NSW 


Country: 
To-Do: 
Old Sth 


Hill#2. 


Notes: 


Found: 
Rating: 
Update: 
one 


and 


Update: 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
rooms. 
Access: 


[Sw:279F09/049F09, 


Australia 
In the sam 


reserve, closest to the lighthouse and facing 


Head Road, there is another bunker door. See Signal 


2009 (Scarecrow) - The entry doors are now chained up and 
pad-locked shut. 
05/05/09. 

1996 Bunker Boyz. 

3a 0/50 

2015-04-19 14:00:00 (Scarecrow) - Two doors are wide open; 


near the road, the other one from the gun circle. Chain 


padlock are still hanging from open door. April 2015. 


2012-06-23 14:00:00 (Blakjak) - Entry door locked & welded 
24-6-12. 


1995-12-31. -13200:200 
2015-05-18 14:00:00 


Signal Hill #2 
1 Battery (part). 

Small bunker in very good condition. 

Shell elevator, toilet, graff-free walls, shell storage 


Signal Hill Reserve, Dunbar Head, Vauclause 


UBD:238C01, Grg:348H01, 


[GPS:- 


33.8500284159,151.287307741]]. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
Features: 
backfilled 


lower 


Metal door facing Old South Head Rd. 
Vaucluse 

NSW 

Australia 

2002 Maddog/Fishie/Siologen. 

2.0/5.0 
1995-12-31 
2004-08-21 


13:00:00 
14:00:00 


Squeeze, The 

Cape Banks Bunker #1. 

WWII army shell storage for surface gun. 

Long staircase going down, Very deep. Various rooms, 


staircases, bare rock sections. Machinery and fittings in 


have to do 


Access: 


after Grose 


Entry 


[Sw:338K13, 


Locality: 
Region: 
Country: 
Care: 
while 


in the 


Water Level: 


Cond: 
rubble. 
Notes: 
above 


says High 
nothing 
matches 
Nearby: 
Found: 
Rating: 


Update: 
been 


the 
might 


bulldozer 


Created: 
Modified: 


Name: 


Description: 


defend 


level. Called The Squeeze, cos that's what you used to 


to get into it. 
Turn off Anzac Pde onto road for NSW Golf Club (1st L 


St). Head to Pistol Club and National Park and park there. 


to bunker is just S of Pistol Club near toilets. 


UBD: 317F01/297iP13, Grg:467F01/438iF13, 
[GPS:-33.9939095577,151.250375064]]. 

La Perouse 

NSW 

Australia 

When lower section is flooded, sediment can be stirred up 


walking around, making it difficult to s the large hol 


floor. Remember their locations. 
Lower section is usually always flooded 
Lots of old pipes lying around. Staircase covered in 


Housed 9.2" guns, gun circle filled in but clearly visible 


bunker. Commanded from Lapa Lookout. 
Th ntry to the stairs that lead to the lower level 


CO2. Gas meters and detectors have been taken down and 
unusual was found. Caution is advised. If in doubt take 


to test CO2 presence. 
(Henry Head), Howies, Lapa Lookout, Pistol Range, Squeeze. 
1992 Predator. 

53 0/54.0 

2011-05-20 14:00:00 (Blakjak) - All previous entries hav 


recently obliterated. 


There is still a possible way in if 


bars on th 


mergency escape can be 'played' with. If not, 
as well move this into gone.doc unless you have a 
handy. : ( 


1995-12-31 13:00:00 
2011-05-20 14:00:00 


Stony Batter 
The ultimate bunker complex covering part of an island to 


the main land. 


Access: Ferry, then hire car + $5 donation to the restoration 
society. 
Locality: Waiheke Island, Stony Batter 
Region: AUK 
Country: New Zealand 
Vater Level: Dry - Dry 
Notes: You will spend a bit of money & time getting there but 
TEs 
worth it! 
Website: 
http: //www.gotowaiheke.co.nz/virtual_ tour/stony batter.htm 
Found: 2004 Durgin/Nivelo 
Rating: 5.0/5.0 
Created: 2010-01-07 13:00:00 
Name: Sub Stop 
Alternate: Submarine Stop. Blow Job 2002. 
Description: Not a Bus Stop, but a place to catch a submarine. This is 
a 


submarine access point. A shaft (sealed long ago) from 


fortifications above was dug behind the cliff face. From 
the base 

of the shaft, steps lead down into the water, totally 
concealed 

from view by a concrete roof. Here, supposedly, scuba 
divers 

could gear up and swim out to a submerged sub (sizes 
unknown) 

that could park in water ranging from 7 metres to 31 
metres. 

Truely deserves a sign "Sub Stop - Signal Captain". 
Features: Very unigue. Swim out into the harbour. Mid tide gives 
Blow Job 

effect at the window. 
Access: Chowder Bay Rd. Park before the boom gate, walk back along 
the 

road, and take the route to Georges Head TG&B. 

* Lower (shaft): Circle around the Tower & go to the gun 
Site. 

The track to the R (looking towards harbour) leads to it. 
Keep 

following track down to waters edge then keep heading 
towards 

Middle Head. Look out for the open manhole. Can be entered 
via 

small window. You can swim out from the steps in calm 
weather. 


* Upper: At the Tower, turn L and follow path. The next 
entrance 


steps. The 
sealed 
below. 


hour after 


requires you 


Locality: 
Region: 
Country: 
Water Level: 
History: 

to mine 


judging by 


have 


fora 


LO=DoOx 
people 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
working 


next to 


centre 


and even 


you see is Sub Stop Bunker. The bunker entrance has no 


upper end of the shaft can be found in this bunker, but is 


with a concrete slab. You can clearly hear the water 


* The best time to swim is right on low tide. Within 1 


low tide, waves will buffet you head against the roof. The 
post-low tide ebb is absolutley great. Mid-high tide 


to hold breath for the swim (10 seconds). 

* [Sw:278N03/048N03, UBD:2170311, Grg:317J11, 
[GPS:-33.8369513291,151.261417868]]. 

Georges Head 

NSW 

Australia 

Dry-Swim 

* Whilst it probably was an original for submarine miners 


subs, its usage during WW2, was probably non-existant, 


the remains of the ladder. If it was used in WW2 it would 


been to support the anti-sub net. 
* The machinery mount in the upper level indicates usage 


net, but only for that level. 

*Swimout History: 

*04/03/2007, 1557 0.41m: dTrog, Ghost & Curly. 
Find out more - there is nothing known about it. 


Even 


stationed there do not know of its existence. 
1988 dTrog. 

530/53.0 

1995-12-31 13:00:00 

2007-03-07 13:00:00 


The Vanishing Gun 
Armstrong Disappearing Gun 
Complete in every detail, 


sitting in its gun pit in full 


order. Tunnels. 
UPDATE KAZMAN 2014: The Royal Albatross Centre is right 
the bunkers. The gate mentions cameras, most likely the 


next door will have staff guarding the place and it's 
surroundings. Best time to do it is probably after 10 PM 


vanishing 
update 
Access: 


Locality: 
Region: 
Country: 


Notes: 
Found: 
Rating: 
Created: 


Name: 
Alternate: 


Description: 


headland 


and the 


summit. 


Access: 


RDI]. 


lot on 


the 


welded shut 
chain 


thin. 


track, 


Vater Level: 


then you''ll be pretty exposed. Vanishing gun? What 


gun? Has anyone seen this gun up close? If you have please 


this entry. [I guess it vanished... lol B ] 
Tours. http://www.albatross.org.nz/fort.html 
[GPS:-45.776101,170.729282] 

Dunedin 

OTA 

New Zealand 

DEY = “Dry 


Supposedly one of the biggest guns lies there. 
Pandaman 

0.0/5.0 

2010-01-07 13:00:00 


Tomaree Head 

Shoal Bay, Port Stevens South Head. Hype's 

2 x Gun Circles 

2 x Bunkers / buildings behind gun circles 

Many assorted gunnery / lookout / storage / communications 
positions 

Many rooms to be 
circles. 


xplored once inside buildings behind gun 


Look around in the bush for much more stuffs. This one 


is littered with lookout positions, storage bunkers etc, 


remains of WW2's longest serving radar station at the 


Tommoree Head [NDR, [GPS:-32.7126522322,152.188341244], 


Drive to end of Shoal Bay Rd until you come to the parking 


the headland. Follow the signposted NPWS walking track up 


mountain. Follow signs to Gun Circles. 
Once at gun circles, you will notice one building is 


at every entry, but the other has doors locked shut with 
and padlock. Squeeze over door. High, and you need to be 


Lockwood NPWS Padlock. 
Torpedo Launching sites can be accessed down a fishermans 


with extreme caution, from in front of the first gunnery 


Locality: 
Region: 
Country: 
Care: 


tours 


break it. 


Water Level: 


Cond: 
History: 


the 


station, 


that 
but was 


To-Do: 
gems away 


Notes: 
a road 
the cara 


be 


position. 


Shoal Bay 

NSW 

Australia 

When exploring the headland, watch out for cliffs. 


The Bunker with the padlock is accessed now and then by 


that can be organised through NPWS in the area. Don't 


Dry - Dry 

Excellent Condition 

This site formed part of the main coastal defense for Port 
Stevens, and the radar tower (radar array now removed) at 


summit was the first Australian built coastal radar 


was the longest serving. 1942 - 1947. 
There is speculation among the local preservation groups 


another large bunker is located very near to the summit, 


backfilled once the radar station fell into disuse. 
Completely explore the mountain. There's lots of hidden 


from the main track(s). 
When walking down the mountain from gun circles, there is 


that splits to the right with a sign that reads "No Entry, 
Private Property". Take this, it makes the trip back to 


lot easier, and all the locals take it. You will however, 


walking through the areas main mental institution, which 
little unnerving. 


[Update 9/1/12] Some Knucklehead has snapped a key off in 


padlock of the northern most bunker. Bound to be fixed. 


thin, and could not squeeze thru gap above door. Chain too 


Check out unigue gun emplacement @ northern point IN water 


F1@sh. 

Anakaine, 2007 

3.0/5.0 

2017-01-14 23:39:18 (Tim Dole) - Update Access: Chain is 


significantly tighter, way too small for a human to enter. 


tourist season, however, NPWS do routine inspections on 


let 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
tower 


nothing in 


Features: 
long 


conference 
this room 
graffiti was 
Access: 

the 

link) ends 


thru 


Land to a 


it's 


used 
covers on 
regain 


Locality: 
Region: 
Country: 
Care: 

you do 


tourists. When asked, they are happy to open the padlock & 
you wander in. 


1995-12-31 13:00:00 
2008-01-04 13:00:00 


Tour of Duty 

Fort Wallace Battery. 

Massive underground bunker (possibly the biggest?), with 
xtensive tunnel network. Gun circle topside, lookout 


topside, shell storage rooms, and many more rooms with 


them, but occasionally used by military. 


Old shell loader (in-tact!), original roof (rusted), long, 


tunnels and pristine rooms, one of which looks like a 


or social hall (lino floors!?) doors on either side of 


are hardcore. The fact that there was absolutely no 


very, very nice. 
From the intersection of Mitchell St and Flint St [Sw:NDR, 
UBD-Nce:134F05, Grg:NDR], head onto Stockton Beach. Follow 


beach N until the boarder fence of Fort Wallace (chain 
and the dunes start. Jump fence and head up narrow trail 


bushes. Upon reaching a gun circle head S, past No Mans 


northward facing grilled door. Go thru this. Apparently 


always open, and all the rest were locked. 


UPDATE Goretex 2012: 
Beach entrance is full fenced with cyclone fencing, Rarely 


for anything, All buildings boarded up, New locks and 


bunker and tunnel entrances. Will be scoping this out to 


entry as we had it at the first Hunter Hardcore :) 
Stockton 

NSW 

Australia 

Military police patrol the area in pairs. Good luck! If 


attempt this note that you are on military land and heavy 


penalties apply if you're caught. When we got to explore 
it was 

pure luck the MP's were cool and in fact showed us round. 
Cond: Excellent. 
Notes: UPDATE Goretex 2012: 

No Military police visit here any more, Private contracted 


BnS ball attendee with 


security, Current guard is a fat 


bogan ute 


and antennas. 


Found: 2003 Dsankter/Mr India/NeXuS/Millsy/Siologen/Willow. 
Rating: 5.0/5.0 
Update: 2017-03-02 04:31:13 (Goretex) - Update Notes: No more 


security on 


site, place has opened up like a tin of baked beans, every 
man 

and his dog has been in there, increased graffiti, 

hospital/respite centre next door has sold land and 
they're 

possibly letting this fall into disrepair to bulldoze a 
lot of 

the topside to build homes. People have been chased out by 
police 

recently while others have spent all day in there. 
Created: 1995-12-31 13:00:00 
Modified: 2004-06-04 14:00:00 
Name: Twinobs Post 
Description: Pre-World War II observation post. Stairs leading down to 
tunnel 

with observation post at each end. TEL=70m. 
Access: From Mark Battery / Inner Middle Head, head towards Outer 

iddle 

Head complex. You pass it (LHS) soon after leading Mark 
Battery. 

Entry: [Sw:258P18/038P18/008C08/001L08, UBD:217K06, 


Grg:317K06, 
[GPS:-33.8253034569,151.266710514]]. Ruins nearby 
[Sw:258018/038018/008C08/001L08, UBD:217L06, Grg:318A06, 
[GPS:-33.8250817357,151.266974306], XED, XNL, XWPT]. 


Locality: Middle Head 

Region: NSW 

Country: Australia 

Found: 2004 Pandaman. 

Rating: ZrO 

Created: 1995-12-31 13:00:00 
odified: 2007-01-15 13:00:00 


Name: 
Alternate: 


Description: 


Access: 
see 


smoking 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 

Found: 
Rating: 
Update: 
electricity, 


system. 


Update: 
bush 


EAST 


cement 


Created: 
Modified: 


Name: 
Alternate: 
Description: 
Features: 
fantastic 


Access: 
road 


Vater Level: 


TYR'S Not So Secret Bunker 

North Fortress Plotting Room 

Lick My Ball Sack 

Wander into the bush behind the artillery school, Once you 


the sheds, bush bash to the east and look for the no 


sign. 

[GPS:-33.815271,151.297708] 

North Head 

NSW 

Australia 

Ticks in summer 

Security Dogs and Guards 

Dry 

Sexcellent 

2006 TyR, Ogre, Onyx, With Special help from Bundy Bear 
3.0/5.0 
2013-03-16 13:00:00 (Rabbit) - Bunker has working 


fitted lights, power points, bar fridge and a ventilation 


Perfect location for a party. 


Security dogs are no longer an eeek factor. 
2010-03-06 13:00:00 (F1@sh) - Topside door is locked. Keep 


bashing EAST. 
Approx 25mtrs see red vents. Keep heading another 25mtrs 


until you find more vents, this time sitting on a 4ft 


block. 
See hole in block with ladder. 
About here: -33.815302,151.297939 


1995-12-31 13:00:00 
2013-03-22 13:00:00 


Upper Casemate 

Official name. 

Pre-World War II bunker. Being restored a bit. TEL=120m. 
Three gun emplacements, many magazine rooms, and two 


observation telegraphs. 
Chowder Bay Rd. The bunker is the one right beside the 


covered in black bitumen. [Sw:278M03/048M03, UBD:217H11, 


southern 


batteries have 


improved 


Locality: 
Region: 
Country: 
Found: 


Name: 
Alternate: 


Description: 


battery 
gun 
Features: 
Access: 
off at 
Landgard Rd 
Pretty 
see the 
Locality: 
Region: 
Country: 


Care: 
Eek!: 


Water Level: 


Cond: 
History: 
Lo=DoO% 
phtographic 


Found: 
Rating: 
Created: 


Grg:317H11, Northern gate; [GPS:-33.835856,151.260333], 
gate; [GPS:-33.83658,151.260648]. Access varies. 


{UPDATE} Intrepid 06/12 - Upper casemate and Mark 


had the missing bars from their gates rewelded with new 


extra bars welded at 90 degrees to the others 
Georges Heights 

NSW 

Australia 

1992 Predator. 

4.0/5.0 

1995-12-31 13:00:00 

2010-09-10 14:00:00 


WangaVegas Hill Top Bunker 
Wanganui Observation Post 
Observation and command post for the Landguard 5" coastal 


emplacement. the adjacent emplacement was armed with 1 5" 
during ww2 for defence of Wanganui's harbour. 


The views over the harbour are quite picturesque. 
Head south out of Wanganui and over the bridge. Then turn 


Wikitoria Rd and contiue along either Airport Rd or 


going towards the airport (i.e. just follow the road). 


much opposite the airport, on a top of the hill you will 


obcervation post. 

Wanganui 

WGN 

New Zealand 

watch out for Cow Shit and/or Rain. 

Country Bumpkins 

and Gypsies - Fuckin real ones too! 

Dry - Dry 

badly graffed - as in not good quality ;-) 
Built during WW2 to protect Wanganui Harbour. 
dunno, take night photos with special Camera Clan 


techniques. 

Kava 2009 

10:75:50 

2009-09-29 14:00:00 


Name: 
Alternate: 


Description: 


Features: 
Access: 


lookout 


start of 


complete. 


to 


bit of 
currently 
underground 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
activity 


Photos: 
TODO% 
Notes: 
a 


Nearby: 
towards 


*CDOP: Located 


Found: 
Rating: 
Update: 
to the 


very 


West Head Fortifications 

Dirges. 

WWII Gun placements and pill boxes. 

Abandoned light railway down cliff, Good views. 

West Head Lookout (McCarrs Ck Rd) [Sw:159M08, UBD:078J08, 
Grg:109D08, [GPS:-33.5787175028,151.308755715]]. At the 


(W end) where the armco railing ends, follow track to 


railway. Railway requires rope to assist descent & ascent. 
Alternative is find a way down following path (no longer 
existing) shown on plan. Lantana abounds, so take machete. 


(Update- SIDS 18/9/16): "Access: The 
path down to the bunkers from the West Head lookout is 


Park at the end of West Head Road, look for sign for path 


bunkers (on th 
lookout). 


left near the guard rail just before the 
There is some signage at the lookout that has a 


history about the fortifications. One of the bunkers 
has temp fencing all around it, same deal with the 


magazine room." 

Ku-ring-Gai Chase NP 

NSW 

Australia 

Take note of the McCarrs Ck Rd gate closing time. 

Eek: the nice new path is likely to result in increased 


in the area from mouthbreathers. (Sids- 2016) 

Plans: http://www.trioxide.net/bunkers/. 

To do: be a tourist and sign the NPWS guestbook. 
Originally two locations now appear as one, as we now have 


plan. 
SL31 is accessed by following a barely distinct path down 


the water from the lookout toilets. 

along the 

Track to West Head & Resolution Beaches track. Single room 
observation post (pill box). 

1999 Maddog/Dirge. 

370/50 

2016-03-27 02:36:06 (Sids) - Update Access: The path down 


bunkers from the West Head lookout is nearly complete, and 


metal 


and 


bunkers 
West 
near 


Signage at 


fortifications. 


it, same 


increased 


Update: 
path 


large 

down hill 

to some 
loose, 
observation 
tied to 
minutes it is 


children. Wear 


clear (no more lantana). At the end of the path there's a 


staircase leading down to the pillboxes. There are signs 


barriers along the way to warn the public that the path is 
currently closed, with $300 on-the-spot fines for anyone 


heading down to the fortifications. The barriers are easy 
negotiate. If using the old railway cutting, you'll need 


some temporary fencing at the bottom. 


Update- (Sids, 18/9/16): Access: The path down to the 
from the West Head lookout is complete. Park at the end of 


Head Road, look for sign for path to bunkers (on the left 


the guard rail just before the lookout). There is some 


the lookout that has a bit of history about the 


One of the bunkers currently has temp fencing all around 


deal with the underground magazine room. 


Eek: the nice new path is likely to result in 


activity in the area from mouthbreathers. 


To do: be a tourist and sign the NPWS guestbook. 
2013-07-15 14:00:00 (Wolfman) - NSWPWS have begun clearing 
down to guns and clearing out lantana around the site. At 
tree next to road railing here -33.57855,151.307969 go 


slightly and turn left. Follow rough path until you come 


stone steps leading down. Take extreme care as steps are 


over grown and very steep in parts. Near two story 
post you will need to climb down a short cliff using rope 
a tree. Although the track down takes only about 10 


difficult grade and not suitable for the unfit or 


plan to 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


casualty 


Features: 
rooms 


toilets 
site has 


Access: 


follow 


unlocked. 
Locality: 
Region: 
Country: 
Care: 

the bush 


are 
Eek!: 
Cond: 


History: 
used if 


during 
Small 
To-Do: 


Found: 
Rating: 


Vater Level: 


good shoes. According to a contractor I met the NSWPWS 
build a walking track down eventually when funds permit 


1995-12-31 13:00:00 
2016-09-18 06:10:08 


White's Hospital 
D/C's Dungeon 
This is the remnants of an old air raid shelter and 


station/infirmary. 
An old partly overgrown concrete structure, with several 


(in which a fire has been through parts), old bed frames, 
and an old generator/furnace room,. Sadly much of this 
been stripped down. 


Squeeze through the hole in the fence at N/E corner of the 
Lithgow Rifle Range. 


Park at the 
end of Commonwealth Ave [GPS:-33.492445,150.141843], and 


the main dirt track S/W for 300m to the site. 


The steel doors at north end of shelter are 


Lithgow 
NSW 
Australia 

Watch out for rifle range staff. The building is off in 


just within the grounds of an active rifl 


range (the guns 


shooting the other way though). 
Machine guns! 


Dry -= Dry 
Poor 
This site was called "White's Bunker". It was built to be 


required as an air raid bunker and emergency hospital 


WWII. It is located in the bush just behind the Lithgow 


Arms/ADI factory. 
2009 DC and Cactua 
2.0/5.0 


Update: 
right out. 


roof ina 


on the 
flooded. 


thing 


result 


Created: 
Modified: 


Name: 


circles 
Access: 
Locality: 
Region: 
Country: 


Notes: 
Found: 
Rating: 
Update: 
fantastic, 


official 


to the 


other. 


Created: 
Modified: 


Description: 


Water Level: 


2015-12-11 13:00:00 (DC) - This place has been cleaned 


Barely a trace of the fire remains besides soot on the 
few parts. 


There is a separate underground bunker entrance 350m away 


other side of the the rifle range from here but it is 


Also another strange semi-ruined concrete workshop/bunker 
further back towards the targets too. 

Whites Hospital here: [GPS-33.4941461,150.1422527] 

Flooded bunker* entrance here: [GPS-33.497414,150.142985]* 


Old unused workshop/bunker* thing here: [GPS 
-33.4980123,150.1435268] 


*These two are towards the pointy end of the site and may 
in death if not careful.. 


2014-04-25 14:00:00 
2017-02-16 17:10:00 


Vrights Hill Fortress 

Long range coastal battery, extensive underground, gun 
Vrights Hill Road. Walk in. [GPS:-41.296115,174.739566] 
Karori 

VGN 

New Zealand 

Dry - Dry 

Official page; http://www.whfrs.org.nz/ 

Pandaman 

0.0/5.0 

2014-02-10 13:00:00 (Kazman) - These bunkers are 


pitty 


about all the locks. Organise group tour through the 


channels. while I was on site a welder was fixing the door 


long tunnel going from one side of the bunker to the 


2010-01-07 13:00:00 
2014-03-30 13:00:00 


Name: WWII RAAF Radar Station 208 

Alternate: B's Bunker 

Description: Two domed concrete above ground bunkers with turrets. 
Remnants of 


radar towers. 


Access: Drive up Mine Camp Road (actually a dirt track) from the 
Flowers 

Rd end. Drive until you come across a hill with some big 
ruts 

(road was fine until then), there was a couple of "KEEP 
OUT 

PRIVATE PROPERTY" signs someone had made hanging up, 
disregarded 

them (as per usual). Park when you can't drive any further 

without a 4wd, walk the rest of the way. At the top of the 
hill 

with the ruts, do a U-turn and then walk up the hill some 
more 

until you see the fence. Then follow that fence till you 
find the 

bunkers. 

Possible to drive all the way up if you're keen to go 
along 

numerous trails. 

[GPS:-33.13364501,151.63578676] 
Locality: Catherine Hill Bay 
Region: NSW 
Country: Australia 
Care: Huge cliff (fenced) 
Vater Level: Dry - Dry 
Cond: Tagged and burnt. 
History: heritage listed, link to Heritage database listing... 

http://www.heritage.nsw.gov.au/07 subnav_02 2.cfm? 


itemid=5054690 


Found: first explored by Pandaman, Sydclan, & Trioxide, listed 

by Lb 

Rating: 2.0/5.0 

Created: 2011-09-10 14:00:00 

Caves 

Name: Bilgola Beach Cave 

Description: Small cave in sea cliffs. TEL=10m. 

Access: N end of beach, [Sw:180G12, UBD:099E16, Grg:140E16, 
[GPS:-33.6332653471,151.33665713]]. 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Description: 
multiple 


Access: 
Katoomba. 


hillside, 
at R 


Locality: 
Region: 
Country: 
Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
building 
several brick 
an 


grounds 


Features: 
floor, 


Access: 
attention, 


around 


to the 


Bilgola 

NSW 

Australia 

1983 dTrog. 

0.57540 

1995-12-31 13:00:00 
2004-08-31 14:00:00 


Bushranger's Cave 
Sandstone cleft cave. Surprisingly convoluted due to 


intersecting fractures. 
Turn-off to S from great Western Highway going up to 


Signs to Cave and Pulpit Rock. Walking track to cave not 
signposted, but if you are on a steep zigzag track down 


you're on it. To non-obvious cave extension: climb up rock 


about 6m in from entrance [Sw:% 
Mt Victoria 

NSW 

Australia 

2004 Pandaman. 

3.0/5.0 

1995-12-31 13:00:00 

2007-01-17 13:00:00 


o 
~ 
ay 
QU 
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~ 
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Church Cave 
Medlow Hotel Cave 
A small cave (roughly 6x6m) beneath the Hydro Majestic 


at Medlow Bath. This cave has a concreted floor and 


walls. Was originally used as a church until replaced by 
actual church across the rail line. It is located on the 


of the Hydro Majestic. 
Church Cave features brick walls and a window, concreted 


carved steps, even stacked firewood and a rolled up swag!! 
Park in Medlow Bath Train Station Carpark to avoid 


Jump fence at northern corner of the Hydro Majestic, head 


behind the Hydro Majestic, then the follow paths down and 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


History: 
To-Do: 
and 


Notes: 
info 


Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


Features: 
rare), 


handprints. 


was a 


from the 
behind 
little 


Access: 
(Ratholes) 


Vater Level: 


right. 


The Cave is located in the 
sandstone rock outcrop directly behind the Hydro’s Tennis 
Courts. 


The GPS to Church Cave is: 
[GPS:-33.675319,150.279697] 
Medlow Bath 

NSW 

Australia 

Hydro Majestic Security 
Steep Cliffs!!! 

DEY Dry 
http://www.statemine.org.au/docs/BMHJ2.pdf (page 16 or 20) 
Vhile your here, may as well visit the nearby Auditorium 


Coliseum. 
This was originally listed as "The Auditorium" until more 


came to light. 

2013 DC 

0.0/5.0 

2013-09-11 14:00:00 
2017-02-15 07:20:37 


Clarence Art Caves 
Two caves, one either side of the road. Both have very 
significant Aboriginal art in them. 


A third larger cave around the corner. 
One cave has dancing men depicted (highly significant and 


the other cav 


has a shield and very small children's 


Both caves feature many handprints in red ochre. One cave 


womens cave and the other was the mens cave. 


There is a much larger cave around the corner 
Art Caves, which is accessed by following the cliffline 
the shield cave. It is a perfect auditorium cave, with 


stage bit and all. [GPS:-33.492292,150.206311] 
Turn of Bells Line of Road at the Tunnel 9 and 10 


access road, here: [GPS:-33.484932,150.206473] 


Rathole 


Locality: 
Region: 
Country: 
Care: 
well 


Water Level: 
Cond: 
History: 

to the 


Notes: 


Follow this road straight ahead (past the 


access gate on left), the road takes a right curve into a 
cutting. Caves are each side of the road here: 
[GPS:-33.491822,150.206838] 

Clarence 

NSW 

Australia 

Do not damage/disturb this site please, it is not very 
known. 

Dry = DEY 

Good/Excellent 

The road they bored betw 


n these caves is the old access 


first ever commercial coal mine in Australia (Hartley). 


The road is blocked not far past the caves. 
Please read this article before visiting this location: 


http://www.theglobalmail.org/blog/rock-art-threat-spurs- 


state-investigation/629/ 


at 

there, 
destroyed by 
Found: 
Rating: 


Created: 
Modified: 


Name: 
Description: 


floor. 
Features: 


Access: 
of the 


TLDR; Archaeologist Wayne Brennan aired his 
concerns about the condition of the “Twin Shelters” site 


Clarence. Brennan fears that evidence of ancient activity 
possibly dating back thousands of years, is being 
tourists. 

2009 DC 

3.0/5.0 

2013-11-08 13:00:00 

2017-02-15 07:22:25 

Colosseum 

A huge cave under a 100m overhanging waterfall. 


Stone embankments give a terraced flat finish to the 


Cool stone table 
Nice place to camp 
The cave is here 


[-33.6761399,150.2773798] at the base 


100m cliff. 


end of 


33.6710149,150. 


face. 
Locality: 
Region: 
Country: 
History: 
LO=DO' 
here. 
Found: 
Rating: 
Update: 


fora 


to 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


a 


base for 


rumours 


lived out 


famous 


too. 
Features: 


original pots, 


Park here 
[-33.6718944,150.2776319] , and walk down the track at the 


the road. 
Turn off right, at the side track that 
is approximately here [-33.6723609,150.2749309]. 


Descend the cliff here (approximately) [- 
2736568] 


The descend is pretty cool; It goes past a 
climbing area, then down a ladder ina slot in the cliff 


Medlow Bath 
NSW 
Australia 

It was used by the Hydro Majestic for concerts 

Visit the nearby Auditorium and the Church Cave while your 


2016 Rodent (Various) 

25/5... 

2016-12-19 23:55:04 (Rodent) - Update Eek!: This location, 
although it still exists, will not be safely accessible 


year or so. 


A huge landslide 
caused by a cliff collapse has wiped out the track. Trying 
negotiate the landslide is dangerous... as we found out! 


2016-07-05 04:07:07 
2016-07-05 08:36:14 


Dr Darks Cave 
Darks Cave 
A large cave in which Dr Dark and his wife Eleanor used as 


retreat. It is also rumoured that he used this cave as a 
guerrila combat army training during WWII. There are also 


that he actually ran away evading conscription and he 


the war years in hiding there with his wife. Eleanor was a 


writer and it is said she wrote some of her books here 


A large cave with a spectacular view, Dr Darks old 


inside 
for 
anda 


Access: 


Forrest 
left, 


bend 


the 

around to 
stop at 
around the 


Locality: 
Region: 
Country: 
Care: 

Eek!: 

Vater Level: 
History: 


To-Do: 
Notes: 
Definitely 


Found: 
Rating: 
Created: 
Modified: 


payten-1889-1987-medical.html 


pans and other odds and ends, 


the cave, two small "tunnels" 


sleeping in, rock furniture, b 
geogache. 


Cave is located here: [GPS:-33 


To get there, 
2wd accessible) 


drive out Mt Hay 
and park at th 


here: 


Ridge Firetrail [GPS:-33 


signposted). Follow the Forres 
and turn of onto the trail on 
[GPS:-33.6540751,150.3576314]. 
cross the 


gully to the creek, 


the left and along the ridge a 


the first small cave you go th 
corner. 

Katoomba/Mt Hay 

NSW 

Australia 

Some steep cliffs in the area 
Take water, pretty long walk w 
Dry-Ankle 
http://bmlocalstudies.blogspot 


Find remnants of guerrilla war 
I know it's just a cave, but i 


worth a visit if you are into 


Info on the geocache: 
http://geocaching.com.au/cache 
Pandaman. Listed 2016 DC 
2.0/5.0 

2016-07-05 05:36:24 

2017-02-15 07:26:52 


a large waterfall and pond 
cut into the rock, probably 


oardgames, reading material 


.6502527, 150.3540051] 


rd (dirt, but 
gate/intersection to the 


.6584599, 150.3645301] (on 


t Ridge firetrail around the 


the right here: 
Follow the path down into 


creek and follow the path 
round to the cave. Don't 


rough, the main cave is 


watch your step. 
ith no reception either. 


.com.au/2011/08/đdark-eric- 


fare training. 
ts pretty impressive. 


this kind of thing. 


/ga4661 


Name: 
Description: 
early to 


Hotel 
Small 


Cave 
cave beside 


Bells Line O 


f Road, used by travellers 


mid 1900s. TEL=10m. 


Features: Old (1930s) chiselled graffiti: "Hotel Cave". 
Access: 2km E of Mt.Charles, the road turns L after going thru a 
deep 
narrow cutting [NDR, [GPS:-33.5460491937,150.38998164]]. 
The cave 
is in that cutting (LHS) on a ledge. Park at the E end of 
the 
cutting. No graff/tagging/damage please. 
Locality: Mt.Charles 
Region: NSW 
Country: Australia 
Care: Ancient Aboriginal art on back wall (Emu/Macropod prints - 
engraved) has been dated at 2000+ YBP. Please respect this 
and 
DON'T TOUCH. Avoid disturbing the floor. {f1l@sh} 
Found: 1995 dTrog. 
Rating: 2.0/5.0 
Created: 1995-12-31 13:00:00 
Modified: 2002-06-30 14:00:00 
Name: Kanning Cave 
Description: Sandstone cave located on Kincumba Mountain. 
main part of cave is roughly 7m wide x 3m high x 9m deep 
there is a small tunnel that goes back a further 10m or 
so. 
Access: drive up Kincumba Mountain on Island View Drive (sealed 
road) 
park near buildings at the top 
look for a sign that says 'Kanning Walk' 
follow the signs to the cave, then walk in it. 
[GPS:-33.457088,151.395220] 
Locality: Kincumber 
Region: NSW 
Country: Australia 
Water Level: Dry - Shoe 
Found: Lb 2011 (1996?) / Pandaman? 
Rating: 2.0/5.0 
Created: 2011-10-05 13:00:00 
Name: Lunchbox Grill 
Alternate: Cahill Skylights 
Description: Cavity by the Cahill expressway .9ft h, 5ft w, 20m lng 


with 


the 


Features: 
wall, 


Access: 
see 

in 
onto 


as 


Locality: 
Region: 
Country: 
Care: 
street 


fora 


Water Level: 


Cond: 
History: 


out on 


To-Do: 
cover and 


Notes: 
don't get 


something else 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


Features: 
water 


left from 


grilled roof, would be good for a hideaway,or access to 


cahill underpass on foot, probably not much else. 
the grill roof, might get some nice night shots sandstone 


pipes and milk crates ( not much actually ) 
In Harrington street, see underpass for freeway, 10m away 


stone stairs heading up...then circular garden area. Wall 
corner, see section of steel fencing above, climb, thence 
grill roof, see missing access section, drop in here. seen 


block dot in top left next to freeway [UBD: 
[GPS:-33.861137,151.207099] ] 

The Rocks 

NSW 

Australia 

Not much really, just don't fall onto road...check for 


LETT; 


urchins although no obvious signs anyone has been there 


long time 

Dry 

Good 

Hats thought this may be part of the aircon system for the 
expressway or even better the choo choo system Checked it 


the way to lunch to discover he was quite wrong 
Use TBM to make it something more useful Reafix access 


lock it and have private storeroom 
Listed so if you see it from another vantage point you 


xcited like i did and go clambering in expecting 


- can be seen from Cahill message board area 
Hatsumi 2008 / probably many others 

0.5/5.0 

2008-08-30 14:00:00 

2008-06-30 14:00:00 


Oceanic Vista 

Ocean Rubble. 

Natural Cave in cliff face. 

Very spectacular scenery at the base of the cliffs at 


level. Many nooks and crannies to be explored in rubble 


over 


Access: 
be 


around to 


UBD: 316N13, 
Follow 


go 
Oceanic 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
time 


point 


Water Level: 


collapsed cliff edge. Giga-tons of rock which has fallen 


many years from the waves continually pounding away at the 
cliffs. HUUUUGE overhanging cliffs (look up... scary!). 
Botany Bay NP (usually gate is unattended so entry should 


free) and keep following Cape Solander Dr all the way 


the right to the car park at the end [Sw:358B05, 


Grg:466H13, [GPS:-34.0211209535,151.229467761], XWPT]. 
worn path to waters edge and start heading south. Once you 
around the 3rd or 4th "point" you should come across 


Vista. 
Kurnell 
NSW 
Australia 

Low Tide Only. Be very careful navigating rocks. 

Slippery rocks. Big swell. At the "points" you may have to 


the passage with the waves so that you can get past the 


when the water is receding just after a wave has come in. 
Tidal, Shoe-Death 


Cond: 


TODO: 
Found: 
Rating: 
Created: 
Modified: 


Name: 


Description: 


ferns. 


Access: 
walk 


[Sw:160] 


CI 


T93 


Unstable footing. Rocks may be loose. Big overhanging rock 
sections. 

Ascertain any southern access. 

2004 Lazyboy. 

3.0/5.0 

1995-12-31 13:00:00 

2004-09-05 14:00:00 


Palm Beach Cave 
Little-known small sandstone cave S of Palm Beach. Nice 


TEL=15m. 
Park at Cabbage Tree Boat Harbour (Palm Beach South) and 


past rock baths. Keep going until you reach small bay 


UBD:099C03, Grg:140C03, [GPS:- 


33.602319099,151.331486529]]. 


Locality: 
Region: 
Country: 
Found: 
Rating: 


Access only at low tide. 
Palm Beach 

NSW 

Australia 

1994 dTrog. 

2.0/5.0 


Created: 
Modified: 


Name: 


Description: 


NP. Good 
walk 
Access: 
following 
National 
far. 
Locality: 
Region: 
Country: 
Found: 
Rating: 


Created: 
odified: 


Name: 
Alternate: 


Description: 


the 
mountain by 
Features: 
Access: 
Joseph 
right into 
2 way). 

up the 


that 


around 


1995-12-31 13:00:00 
2002-09-14 14:00:00 


Pindar Cave 
100m sandstone overhang, 10m deep max in Brisbane Water 


for camping and making lots of noise - no-one nearby. 10km 


(return). 

Catch train to Wondabyne (note stopping instructions on 
timetables). Follow track from station up hill. Keep 
fire trail until small grassy area on L. If you reach a 


Parks sign (RH) directing you to Woy Woy, you've gone too 


*Cave: [Sw:001L01/008C01, UBD-CC:104L10, Grg:NDR, 
[GPS:-33.4929239867,151.223223816]]. 

Wondabyne 

NSW 

Australia 

2000 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 

2004-04-07 14:00:00 


Pool of Immortality 
Pool of Life 
Large, round circular around 6ft high cave, with a pool in 


middle. Lots of Nook's and Kranny's.. goes into the 


about 10-14 meters. 
Spectacular views from inside looking out. Mofo crabs. 
Acc: Turn off Captain Cook Dr at the CALTEX sign onto St 


Banks Dr. Follow this road all the way too the end. Go 

the small road that has 1000 speed humps, (watch out it's 
Park at the end of this road, than walk about 300m North, 
rock along the edge, you will see a fisherman access rope, 
will help you get down onto the rocks at water level. Walk 


towards the way you came (south) around the main headland 


waves 
onto 
dangerous 
Locality: 
Region: 
Country: 
Care: 


time. 3: 


Eek!: 


Vater Level: 


(200ft), you will see a col-de-sac type feature where th 


are smashing in.... look up and you got the cave. Walk up 


the rock & It's all self explanatory from here. Can get 


at high tide. 
[GPS:-34.04125617383977,151.21386229991913] 
Kurnell (Boat Habour) 

NSW 
Australia 
1: Watch the tides (low tide is best). 2: 


Only do in day 


Very large person's, this is not recommended. 
Tide 
Slimey - Ankle 


Cond: 
History: 
To-Do: 
Notes: 
and the 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


above 


Hartley. 
Features: 


Brown). 
Access: 


Road at 


leads 


slimey, 
Ask the dinosaurs 
Take better photos (I had my phone) 


I am giving it a 5 only because the views ar 


spectacular 


pool is very pretty. too the lame ones it may be average 
2008 Neptune 

3.0/5.0 

2008-09-21 14:00:00 

2008-06-30 14:00:00 


Rambo's Nest 
The Porch Of The Caryatids 
A small but interesting cave/pagoda in the cliffs far 


Ratholes 9 and 10, with a spectacular view overlooking the 
Ratholes, as well as straight down the valley below to 


Brick columns supporting the roof. 


An amazing view. 


On the way you 
pass through an old burned out miniature railway, and also 
through an old mustard gas storage tunnel (Gatemouth 


Either park on side of Bells Line of Road here: 
[GPS:-33.478069,150.209273], or cross the Bells Line of 


Lithgow end of Gatemouth Brown. Follow the dirt road which 


=) 


through the an miniature railway ([GPS:- 


33.478078,150.21203])]) 


until you reach a fire trail on the right 


Signs on it 


this 


Locality: 
Region: 
Country: 
Care: 
Eek!: 
certain 


Water Level: 
History: 


~ 


[GPS:-33.479554,150.212191]) with "Private Property" 


~ 


Te ST ey oS 


At the end of this 
you will see yellow arrows sprayed on rocks taking you to 


= 


The actual GPS is [GPS:-33.483509,150.210196] 


Cave. 


It can also be accessed via the end of Donald 

Road, but its to dodgy/complicated/tresspassy to bother. 
Clarence 

NSW 

Australia 

Huge cliffs, steep and slippery terrain. 

Huge cliff straight down onto the railway line below, 


death! 
Dry - Dry 


http: //www.dingogap.net.au/navigation/development/tentunneldeviation/pago 
dasupportedbycolumns.html 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Description: 
summer is 


end 
there, 


Access: 
Follow 


Locality: 
Region: 
Country: 
Care: 

get all 


Water Level: 


2013 DC 
2.0/5.0 
2013-11-08 13:00:00 
2017-02-15 07:49:49 


Remarkable Cave 
Massive walk-through cave at the right tide (apparently 


better) 

MPL = 50-100m 

There are two 

exits to the sea, and while walking out, there is a dead- 


tunnel/cave to your right. Wet pants were got while in 


nearly drowned a phone 
Carpark at end of Safety Cove Road (-43.18764, 147.84553). 


path and stairs down to viewing platform. 
Port Arthur 

TAS 

Australia 

Try to visit at 


low low tides, it looks to be possible to 


the way through, very rough 
Tidal. Very tidal. Keep an eye on wave sets 


History: 
creating a 


Would have started life as a sea cave, roof collapsed 


blowhole, its now more of an arch 


Notes: Google Review: "Fairly remarkable, not unremarkable, but 
not 
overly remarkable." 
Found: Unknown, listed in 2016 by NoPro based on visit in March 
2015 
Rating: 4.0/5.0 
Created: 2016-06-23 10:22:46 
Modified: 2016-06-24 13:43:32 
Name: Saint Michaels Cave 
Description: Huge cave in sandstone sea cliffs. TEL=60m. 
Features: Space, and lots of it. Ominous but totally rusted spiked 
fence at 
entrance with rusty razor wire. 
Access: Park in lane off Watkins Rd, near x with North Avalon Rd 
Walk 
down cliff track, then S along shore. Squeeze past fence 
on L 
side. [Sw:180H11, UBD:099F15, Grg:140F15, 
[GPS:-33.6308569553,151.33995919]]. 
Locality: Avalon 
Region: NSW 
Country: Australia 
Found: 2004 Pandaman. 
Rating: 3.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-08-31 14:00:00 
Name: The Auditorium 
Description: Yet another cave that has been terraced by the Hydro 
Majestic. 


It's a very cool place and a great place to 
hang ona 
hot summer day. 
Features: The cave is actually a listed sport climbing crag. Great 
if you 
can climb +28! 


If your feeling 
game follow the death-walk out to an old lookout. 


There is a dodgy track that goes from the cave to the 
lookout. 


Don't slip while you walking there.. It will be your last 
mistake, and don't lean on the rusty railing. 


Access: 
right 


the track 


above the 


Locality: 
Region: 
Country: 
History: 
Hydro 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


cave in 


in 


across (at 
cave is 


large 


(I do 


that 


one way 


The lookout is here [-33.6765328,150.2773476] 
Park here -33.6718676,150.2775192, and follow the track 
down to the lookout. 
From the lookout 
[-33.6727203,150.2741987], follow the track south. When 


gets to this gully [-33.6739257,150.2782971] 
goat-trail down the canyon. 


follow the 


The 


cave is here [-33.6749525,150.2778089] (Which is 100m 
Coliseum! ) 

Medlow Bath 

NSW 

Australia 


In years gone by, it was used for outdoor events by the 


Majestic. 

2016 Rodent 

235/50 

2016-07-05 04:33:07 
2016-07-09 10:54:59 


The Temple Of Colossus 

Slavens Cave 

A large cavernous cave, in fact its the largest 'Karst' 
NSW and 10th biggest in the world! Accessed via squeezing 
through 

a small hole in the hillside behind 

Thompsons Creek Dam. Cave is around 10m high and 35m 
least), access hole is only around 1.5m in diameter. This 


rumoured to be connected via a small crawl tunnel into a 


underground river beneath but this needs to be confirmed. 


believe it though, as I heard that off one of the guys 


actually helped build the dam and P.S.). 


The walk in from the gate to cave is around 3.5km 


so take a drink. 


Features: 
"altar" 


archeological 


butterfly 


large 


Access: 


hill, 


structures 


until you 


for 


right, 


gate). 


A huge cave, with a very steep and dangerous entrance, an 
like rock, a hole in one part that was dug as an 


survey, many scattered animal bones, preserved dead 


wings, several hardcore "squeeze" tunnels, rumours of an 
underground river, and accessed via walking in across a 


dam. 
Turn up the road directly across from the old cemetery on 
Wallerawang Rd here: [GPS:-33.3994707,150.0403261] 


Follow the road until you reach a large gate with 
"Thompsons Creek Dam" signs, park here: 
[GPS:-33.4238841,150.0149632] 


Jump 
out and continue along the road, around a bend and up a 


(the hill is actually the start of the dam). 


Walk across the dam until you reach the 


here: [GPS:-33.4293461,149.9918532] 


Turn right and follow the path along beneath the 330kv 
powerlines N/E for roughly 1km (through a 'lst' gate) 


reach a junction with a smaller 132kv powerline here: 
[GPS:-33.4228812,149.996016] 


Turn 
right through the 2nd gate and follow the 132kv powelines 


150m or so till you reach a 3rd padlocked gate her 
[GPS:-33.4226439,149.9971479] 


Cave 
is located roughly 70m past this gate in the scrub on the 


here: [GPS:-33.4231767,149.9977916]. (33° 25.382'S, 149° 
59.890'E). 

(If you reach a large swamp and creek 

area, you have gone too far down the track from the last 


UPDATE- Rodent, 2016. 


and 


dam, 


the 


Region: 
Country: 
Care: 
unless 


private 


Eek!: 


entrance. 


Locality: 


We 


It knocks 


This is a quicker route to the cave. 
off about 2.6km for the return trip: 


~Walk down the dam wall access road, jump the fence 


cross the small dam wall here [-33.4272218,150.0026894]. 
~ Then easily walk through a field to this small 
and cross it's wall here: [GPS:-33.422579,150.0003961 ] 


~Walk up the hill on the other sid 


of the dam, to 


cave. 
Pipers Flat 

NSW 

Australia 

This is accessed via 


Energy Australia land for a point, 
you want to bush-bash in from the dam, which may be 


property. 
Extremely steep, 


slippery and very jagged rocks at 


decided a rope should probably be used here from now on. 


Take a first aid kit too just in case. 


Water Level: 


Cond: 


rocks 


cave too. 


History: 
of 


to be 
moved 
of 
measure 


even 1mm 


enormous. 


rumours of 


Slimey-Dry-Death 
Pretty good for a large cave, 
collapsed at some point, 


a small part of the roof has 
just adding to the steep slope of 


at entranc Some huge boulders scattered around in the 


Was originally located during the surveying/construction 


Thompsons Creek Dam. In fact, the dam was originally meant 


in the larger gully just West of this one, but had to be 


due to locating this cave. The dam workers pumped millions 


litres of water down into one of the holes here to try to 


the size of the cavity, but the water level did not rise 


so they gave up. Meaning the river beneath is indeed 


...-why would they have to "move the 
dam" just because it may submerge a cave? Unless th 


"underground 


would 


the 


rest, 


feet 


lower 


in hard 


thirty 


covered 


It is said that the 


the river are actually true. 


river" heads out towards Mt Piper, and inundating the cave 


drain the dam. 
there is this: 


Then, 


"A line of gravel extends right along Piper's Flat over 


Main Divide. 
Consideration of a number of factors 
shows the possibility of it being river 
gravel, 

could not have b 


n derived from the rocks on which they 


although every 
rock-type found in them may have 

come from the district. The conclusion is, 
therefore, that they represent an old stream line about 50 
above the modern 


flat, and have been put in their 
present position by stream action. 


Possibly, in 


time past, they extended over th 


area now occupied by the 


Piper's Flat. 

An interesting confirmation of this 
view is obtained from Slaven's Cave, 
miles 

up Thompson's Creek. This cave is situated on a hillside 


four 


porphyry, 
and was probably formed by the 


dissolving out of a small limeston Part 


pocket. 
of the roof has fallen in, but the cave is still about 
yards across, and twenty 


to thirty feet high. A 
small hole leads into it from the top. The floor, which is 


about sixty feet above the modern stream, is 


with fine brown laminated 
silt, although now no 
water flows through th 


cave. Other unexplored caves 


old 


The floor of the cav 


occur below. represents a higher 


stream-level, which 
agrees with the evidence of 
the gravels". 


(http: //www.biodiversitylibrary.org/item/108641l#page/338/mode/lup) . 


this 
actually 
the area 


To-Do: 
caves" and 


down 


nearby 


We ran 
the 
Notes: 


Found: 
Red and 


Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


crawlable 


Access: 


It is also said to be in an 
important local Aboriginal area, and that they try to hush 


location up as the civil works they did there were 


illegal. There is said to be some Aboriginal artwork in 


also, but we did not see any (it was night). 
Access the underground river, find the rumoured "other 


artworks in the area. 
There is a bunch of locked 
hatches here: [GPS:-33.4273539,149.9985534] that would go 


into a pumping station, probably very similar to the ones 


at [Wang Dam] (http://www.expobase.cc/known/location/1734) 


Also, heard of the same guy that this area 
may be worth a check too: [GPS:-33.4246004,149.9796438]. 


out of time, but heard you'd need scuba gear to get into 


actual "river" anyway. 


http://www.biodiversitylibrary.org/item/108641#page/338/mode/lup 


2016 DC, Ratter, Kazman, Intrepid, Vox, Cactua, Rodent, 


Stoony 
4.0/5.0 
2016-07-12 05:39:30 
2017-02-15 08:04:19 


Turtle Rock Cave 
Turtle Head Cave 
Network of large/small caves, connected by walkable & 


tunnels. 

Plenty of shelter for a campout 

Park 

Walk across grassy field towards monolith. 


into 


scaling 


Turtle 


Access 1: Climber's Entry - As you walk back 


forest, look up and you'll s the cave here 
(-28.179004,153.213044). Climb is about 10m, either by 


the fig tree or anchors for ropes are in place up top. 


Access 2: Walk In Entry - walk anti-clockwise around 


Rock until cliffs become sloping ground (- 


28.182201,153.212832), 


each of 


Locality: 
Region: 
Country: 
Care: 
To-Do: 
Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 
Description: 
headland. Wide 


on the 


quite 


Features: 
side 


Access: 
headland 


entry from 


walk north until you come to a number of small gorges, 


which offer access points of varying difficulty. 
(-28.179523,153.212911) 

Large, easily accessed 

cave at base, clockwise from main entry point 
Numinbah 

QLD 

Australia 

Heights 

Camp out in caves 

Pandaman 2016 

3.5/5.0 

2016-07-12 08:08:23 

2016-08-11 01:17:32 


Warriewood Blowhole 
Wazzlewood Blozzlehozzle 
Approx 60mtr swimmable natural cave/tunnel through 


enough to get a boat through.. 
Waves surge through cave under the headland to a rockpool 


SE side. 
Unlike Kiama, the passage is swimmable from either end 


safely in the right conditions. 


(Optional) 15mtr + cliff jumps in water to access northern 


of passage. 
Also a smaller 3mtr jump on same side. 


Access track from small park (with on street parking) at 


on Narrabeen Park Pde. 
Either do cliff dives/bombs into the water to passage 


ladder/rope. 


Head 


swim 


Locality: 
Region: 
Country: 
Care: 
Waves can 


breath if 
may be 


whatever u 


safety. 


Eek!: 


Water Level: 


NTH face or follow track until u see a fishermans 
Take this down a few meters (safe, enough) to rock ledge. 
STH for exit/entry pool or head NTH into the sea for the 


through. 
[GPS:-33.693906,151.311546] 

Warriewood 

NSW 

Australia 

Do at low tide ONLY and when there is no-small swell. 


surge through to the roof even at mid tide. Hold you 


the swell leaves no more breathing room, it will pass, but 


followed by another swell. Exit pool with help from 


can use ie wave/weeds. 
If jumping, jump down onto any swell there is for added 


Water is deep, but hitting bottom isn't rare. 

STRONG SWIMMERS ONLY! 

If swimming from the pool through passage to sea you'll be 
swimming against the drag. Advisable to not do this way. 
Swim - Death (Tidal) 


History: Local jump rock and fishing spot. 
Clifftop is now a restricted flora reserve warning 2 years 
imprisonment for entering. Use discretion. 
To-Do: Not drown. 
Found: Listed 2010 - Fl@sh 
Rating: 4.0/5.0 
Created: 2010-04-07 14:00:00 
Mines 
Name: 6 Seconds of Pleasure 
Alternate: State Mine/Steelworks Colliery Ventilation Shaft No,1 
Description: A few remains of above ground buildings, one of them being 
one of 
the ventilation buildings for the Lithgow State Mine. The 
Ventilation building has been walled, but a few missing 
bricks 
give access to the ventilation tunnel, and a huge very 
deep 
shaft. 
Features: The Ventilation rotor and massive blades. A 12meters 


stairs 


Access: 
crossing, it 


railway 
Mine 
half 

on its 


poor 


are 


on the 
the 
left you 


track 


33.4635613,150. 


leading to a 
From Lithgow, 


"balcony' above the shaft. 
take the Atkinson St, pass the railway 


becomes State Mine Gully Rd, about 200meters from the 


Crossing, on your left, you will see the Lithgow State 


Heritage Park and Railway. If you look across the valley, 


way up the mountain, you will spot a tall water reservoir, 


right is the object of your desire, a brick building in 
shape. 

Lounge the Museum fenc 
you arrive near th 


on the left, until 
second gate, where 3 


mpty buildings 


abandoned, on the left is a small path that will lead you 


field. From there you should find your way. 


[GPS:-33.461740,150.165671] 


DC's update: 


Best access is to 
head for the past the old shower ruins to the water tank 


side of the hill, go through holes in the fence and follow 


old rail cart cutting up the hill. On the gully on your 


will pass a small explosive storage bunker. Continue along 


to the ventilation room. 


Explosive storage bunkers up gullies here: 
-33.4597886,150.1673783 and here: [- 
1651601] 


Old caged off mine entrance here: 
[-33.4614758,150.1669277] 


Underground bunker here: 


[-33.462061,150.1662867] 


Steelworks tunnel ruins here: 
[-33.4619804,150.1666139] 


Drain": 


Locality: 
Region: 
Country: 
Care: 
slop is 


Eek!: 
still 


Water Level: 
Cond: 
History: 


over by 


started in 


by 


6 
seconds of pleasure here: [-33.4618506,150.1656389] 


4 seconds of pleasure* her 
[-33.4603738,150.1690333] 


Underground rooms here*: [-33.4599755,150.1683399] 


Old sealed adit* here: [-33.4596297,150.168808] 


Shower ruins/water tanks here: 
[-33.4625902,150.1661539] 


Horse 
hospital here**: [-33.4636038,150.1660815] 


Large open drainage slide/downstream of "Vampire 
[-33.462472,150.16797] 


(* means 

on active museum property, ** private residential) 
Lithgow 

NSW 

Australia 

When in the ventilation building, near the rotor, a steep 


leading to a certain fall down the shaft... 
The top wooden infrastructure of the shaft had burn and 


hang on the ceiling, awaiting a good target to fall. 


(2015 DC)- Do not step on large slab here: 
[-33.4617432,150.1656725] 

Dry - Slimey 

Decay 

Opened in September 1916 and closed down on July 1917. 


In 1919 it was acquired by the Government, and taken 
the Railway Commissioners in 1921. The coal production 


1922. On the 1st October 1932 it was transferred to the 
jurisdiction of the Minister of Mines, purchased in 1976 


Austen & Butta collieries. 


To-Do: 


Notes: 
mine, 


them 


Found: 
Rating: 
Created: 
odified: 


In 1979 establishing 
of a museum planned. 
Oct 1990 City of Greater 


Lithgow Mining Museum Inc. 


incorporated. 


*Throw a rock down the shaft and await for 6 seconds of 


pleasure. 
*Find a 
and have a 


2015 DC: 


all located around 1km apart. 


but yet to 
2007 Diode 
4.0/5.0 

1995-12-31 
2017-02-15 


'safe' 


way to light the bottom 
look at it. 


*Explore the various 
building around. 
There are 4 of these ventilation shafts for state 


I have rough GPS points for 


actually try find them. 
/ Bastion 


13:00:00 
07:11:40 


Name: 
Alternate: 


Description: 


the 


opens 


Some 


Blair 


Features: 


sandstone and 


Access: 


Bath 


Asgard Mine and Kiln 
Mackenzie’s Mine 
An old mine adit and sandstone and brick kiln overlooking 


Grose Vall 


Mine 


begins around 5ft 


y. Great views. 


tall and goes in for around 25m and then 


up into a decent sized rooom around 5.5ft high. 


The old kiln was built to be a coke oven of 


type but does not appear it ever got used. 


Athol Col] 


[This location is just up the road from the listed 


iery too. 


An old mine with a room and a the ruins of an old 


brick kiln. 


Great views of the 
Grose Valley. 


Turn off the G.W.H 
[GPS$:-33.5951929,150.2640009]. 


into Victoria Falls rd here: 
(Roughly in between Medlow 


and Blackheath). 


Swamp 


around 
rocks) 
Swamp Mine 
(it's 

left 

here: 

the mine 
Locality: 
Region: 
Country: 


Care: 
the 


Take a 


Water Level: 


Cond: 


though. 
History: 
mine) 
TO=DoO: 
^above^, 


which are 


Follow this road 
for 4km until you reach an intersection signposted Asgard 


trail. Here: [GPS:-33.5677884,150.2851582]. 


Park car and follow the Asgard Swamp trail for 
1.5km (past the swamps and a large pyramid shaped pile of 


and look out for a sign on the right labelled "Asgard 


and Historic Site- 300m". Follow this trail down the gully 


more like 1000m than 300m), then follow path around to the 


past the waterfall. Mine is located in the cliff face 


[GPS:-33.5540561,150.2989769], Kiln is roughly 50m past 


on same track. 

Blackheath 

NSW 

Australia 

Pretty long walk to the mine from Victoria Falls rd, and 


final gully down to the mine is quite steep and slippery. 


drink. 
Dry to slimy. 

The mine is in pretty good condition considering its age 
(1880-1920 or so), the kiln is in pretty poor shape 


[LINK] (http://www.dingogap.net.au/historical/asgard-swamp- 


Find the other adits and relics they mention in the link 


unless they just mean Blair Athol and Canyon Collieries 
both kinda close anyway. 


[Canyon 
Colliery] 


(http://www.expobase.cc/unknown/location/490#general). 


Notes: 
the 


Found: 
Rating: 
Created: 


[Blair Athol 
Coalmine] (http://www.expobase.cc/known/location/515). 
There is a large camping area and bunch of other walks in 


area too if that's your thing. 

2014 Pandaman. Listed: DC and Cactua 2016 
RAIT LEAS 

2016-07-23 06:20:47 


Modified: 


Name: 
Description: 
Access: 


power 


that veers 
until you 
trees. 


thas: 


the 


mine 


explore. 


Locality: 
Region: 
Country: 
Water Level: 
History: 
their 


the right 


Found: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 
Description: 
mines, old 


swimming and 


2017-02215 07 2133249 


Blair Athol Coalmine 

Coal mine. 

Great Western Hwy, turn off at Victoria Falls Rd 
Blackheath & Mt.Victoria) 


(between 
follow road until you get to 


transmission lines, park there. Follow lines SE until the 
vehicular track becomes 5-way intersection. Take track 


to the Left (not hard left). Follow this vehicle track 


get to the end. Ignore all bypasses. Go through all fallen 
At the end the track becomes a single foot track follow 
This is actually the track used by horses & carts to haul 


coal out. The track goes direct to the mine entrance. The 


descends steeply until it begins to level off, and then it 
becomes flooded. There are no unflooded side passages to 


[Sw:442M18, UBD-BM:002Q06, Grg:NDR, 
[GPS:-33.5906465698,150.274166958]]. 

Mt.Victoria 

NSW 

Australia 

Flooded at end 

The mine was an exhibit by National Parks but has gone off 


favour list. At the 5-ways there is a signpost (look to 
as you veer off). 

2004 dTrog. 

0.5/5.0 
1995-12-31 13:00:00 
2007-01-17 13:00:00 


Cellular Division 
The Odyssey 
Extensive gold fields featuring square kilometres of 


machinery, vertical shafts, 4WD adventures, camping, 


absolute isolation. 
Currently there are 6 small 


in the 


Features: 
mines, 


bridges... 


Access: 
the 


4WDer. You 


right 


Corn Cob 


see 


a lot 


the 


this 

on the 
long 

will take 
gone 


mean 


the 


Locality: 
Region: 
Country: 


mines positively identified but there are dozens of others 


immediate vicinity. See Vox and Intrepid for details. 
Miles from anywhere. Convict roads, machinery, hand cut 


swimming, 4WDing, convict cell wagons, ancient wooden 
Drive to Boot Camp then continue along Knodingbul Rd to 


SECOND Blue Mountain Creek Rd turnoff here: 
[GPS:-31.45757,152.151457] 

Veer right onto Cells 

Jeep Trail here: [GPS:-31.463372,152.135364]; go good 


will come to a very obvious split in the road here: 
[GPS:-31.4448,152.1118]. The really overgrown track on the 


is the walking track to Moncktons Vein mine - take your 
swimmers, you will get wet. The road straight ahead is 


Trail follow his and stop when you get to the bottom and 


Cleal, the 100 year old stamping battery here 
[GPS:-31.443282,152.111538]. 

Mines are located 
here [GPS:-31.443081,152.111463]. Wander around, there are 


of mines which have not been found. Return to the split in 
road and take the turn which is now on your right. Follow 


through numerous creeks paying close attention to tracks 


left. See the really steep one? That leads to a mine and a 
vertical shaft - be careful. Staying on the 'main' road 


you past a few more mines. If you get to a shack you have 


too far. Turn around. THIS IS 4WD ACCESS ONLY and we don't 


Rav4s. If your vehicle doesn't have low range and minimum 


inches lift you are not getting in. 


Update: (Aydun 10/02/2016)- There is a short 
mine just after the creek crossing, behind the hut before 


start of Eaglehawk Trail [GPS:-31.454138,152.100003] 
Cells Creek 

NSW 

Australia 


Care: Don't underestimate the difficulty of the terrain - this 
truly is 
4WD only access. At least 6 creek crossings, very steep 


grades 

and the high likelihood of fallen trees. 
Eek!: You are in a very isolated location so make sure peopl 
know you 

are there and when to expect you back. 
Water Level: Dry - Neck 
Cond: parts are untouched for decades 
History: Cell's Creek has a mining history dating from 1880 to the 
mid 

1960s. Gold, silver, manganese and copper were mined in 
the area. 

Alluvial and quartz mining were both pursued. There were 
dozens 

of mining leases issued which can be searched on the 
interwebs. 
To-Do: Locate each of the mines in the area AND please add 
location 

updates. Provided below is a list of mines within Cells 
Creek 

catchment. 
Notes: KNOWN - The Cells Creek Mine is a gold mine. Another name 
for 

this mine is the Terrace Mine. Up Corn Cob Trail from here 
ona 

hairpin bend is Kazman'z mine. 

KNOWN - The 

Kirkmans Mine is an underground gold mine. 

The 

Beehive Shaft Mine is an underground gold mine. 

KNOWN - The McClennans Reef Mine is an underground gold 
mine. 

This mine is also known as the Campbells Area Mine and Mud 
Lode 

Mine. 

KNOWN - The Moncktons Vein Mine is an open 

cut and underground gold mine. Another name for this mine 
is the 

Sunday Times Lode Mine. 

,OCATION SUSPECTED - The 

Laws Mine is an open cut manganese mine. 

The Rocky 

Nob Mine is an open cut and underground manganese mine. 

The Tobin Mine is an open cut gold mine. 

The 

Andrews Mine is an open cut manganese mine. 

LOCATION SUSPECTED - The Graeme Mine is an open cut 
manganese 


mine. 


and 


Found: 
Rating: 
Created: 
Modified: 


The Myrtle Scrub 


ine is an open cut and 


underground manganese mine. This is also the location that 


convict cell wagons can be found. 
The Doyles River 


Mine is an open cut and underground manganese mine. 


The Oakbourne Mine is an open cut and underground gold 


silver mine. 


The Morcoms Mine is an open cut and 
silver and zinc mine. 


underground copper, gold, lead, 


The 


The 


The Wallis Mine is an open cut gold mine. 


Bedfords Mine is an underground gold mine. 


Comboyne Mine is an open cut and underground mine. 


The Tirrill Creek Mine is a non-specified gold mine. 


Intrepid and Vox 2014 
5.0/5.0 

2014-04-01 13:00:00 
2016-02-28 07:53:56 


Name: 


Description: 


Features: 
Access: 
kilometres. 


Locality: 
Region: 
Country: 
Care: 
Found: 
Rating: 
Created: 
Modified: 


Commonwealth Colliery 
Old coal mine. 
Sagging roofs. 


Take Mudgee exit from Lithgow [NDR]. 


Colliery is on RHS. 


[GPS:-33.379642,150.078639] 
Lithgow 
NSW 
Australia 


Sagging roofs. Layers ready to fall. 


1994 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 
2004-05-01 14:00:00 


Drive a few 


Name: 


Description: 


Features: 


and I 


Commonwealth Mine 
Old pick & shovel coal mine. 


Sagging roofs. Layers ready to fall. 


Update: 


(2015 DC)- Roof looks quite sturdy at entrance 


Adit has 


Access: 
[NDR, 


Highway into 


you 


park 


Name: 
Description: 
extraction 


unknown. 


Access: 
car 


horizontal 
at 
Locality: 


Region: 
Country: 


have definitely s 


n worse, but is only around 5ft tall. 


a grill bolted over it. 
Take Mudgee exit from Lithgow. Drive lkms. Mine is on RHS. 


[GPS:-33.3995807083,150.095388866], RDI 


a 


Update: (2015 DC)- Turn off the Castlereagh 


the Springvale Colliery access road, as you round the bend 


will see an underpass under the coal conveyor. 


Follow this track through unlocked gate and 


here: [GPS:-33.400242,150.094786]. 


From the underpass/coal conveyer, head N/W around 230m 
follow the path down into the overgrown gully. 

Lithgow 

NSW 

Australia 

1994 dTrog. 

2.0/5.0 

1995-12-31 13:00:00 

2017-02-15 07:23:23 


Glen Davis Mines 
Abandoned shale mines and partly demolished shale oil 


plant. Tunnels continue past loose rock falls, distance 


Capertee via Lithgow. Park somewhere other than visitors 


park, ignore tour fees, walk up valley past ruins, mines 


side of valley, newer on R, very old hard to find ones on 


newer one, n 


d rope to get down ventilation shaft to 


tunnel. Older ones are crawl entrances due to earth fill 


entrances. Also more old mines further up valleys? 
[GPS:-33.1223852607,150.280471165], RDI]. 

Glen Davis Valley 

NSW 

Australia 


[NDR, 


Care: 
To-Do: 
Found: 
Rating: 
Update: 


davis-1l.jpg 


davis-6.jpg 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


the 


Kerosene 


many 


around. 


Features: 
of an 


very steep 
ruins, an 
station 
ruins 


Access: 


Unstable shafts. 

Return with more time and better lights, maps. 

1985 Diode. 

3.0/5.0 

2011-05-22 14:00:00 () - 

http://www. lachlanhunter.deadsetfreestuff.com/JB/glen- 


it 
ct 


ttp://www.lachlanhunter.deadsetfreestuff.com/JB/glen- 


1995-12-31 13:00:00 
2011-05-22 14:00:00 


Hartley Vale Shal 
Petrolea Vale Kerosene Ruins 
An old mining area. Over the years it went by the names of 


Hartley Kerosene Oil and Paraffin Company, the Western 


Oil Company, New South Wales Shale and Oil Company and 
Commonwealth Shale Oil Company. The place is very cool, so 


ruins and remnants of the old shale oil days scattered 


TEL = 8+km 
The gully has many grilled off tunnels and shafts, ruins 


old paraffin candle factory and kerosene refinery, two 


incline railways featuring winding engine and retort 


old branch line to up to the now demolished Hartley Vale 
at Mt Victoria, and old skips, boilers and other random 
everywhere. 


Main gate here: -33.5352421/150.2397537 


*Best access* here: -33.5308421,150.2435732 


Candle Factory ruins here: 
-33.5333462,150.2429831 


Incline 
railway 1 here: -—33.5328901,150.2465022 


Eek!: 


Cond: 
History: 
while 


1824 

and the 
refined 
predates 
both 
which was 


supplied to 


higher 


To-Do: 


Water Level: 


Incline railway 2 here: 


-33.5337307,150.2478325 


Winding engine ruins and retorts here: 
-33.5326665,150.2492353 


Site of 
the old Hartley Vale Station and spur line: 
-33.5386538,150.262177 


Kerosene 


refinery ruins here: 


NSW 


-33.5280338,150.2425218 


Map of most features her 
http://infobluemountains.net.au/rail/upper/hartley.htm 
Hartley Vale 


Australia 
Nosey neighbours and farmers. 


One 


particular local 


shotgun, 


trail 
Watch 


even 


running 
where yo 


Dry - Ankle 
Mostly ruins. 
The Hartley shale site was discovered by William Lawson in 


constructing a road from Mt Victoria to Hartley 


called "Lawsons Long Alley". 


shale 


until they opened the Hartley refinery in 1880. 


the Newnes and Glen Davis sites. 


(Torbanite) 


through it.. 


u step.. 


was originally sent to Sydney 


farmer is rumoured to chase people off 


though it is a public area with a mountain 


in 1813- 
Mining began here in 1865 
to be 
The site 


Torbanite and coal were 


mined here and used to produce "Comet" brand kerosene 


supplied to the railways and navy, 


the Lithgow Small Arms Fac 


Mining and kerosene produc 


where the cok 


was 


tory. 


tion ceased here in 1921 due to 


quality shale being mined at Newnes. 
Explor 


the Kerosene refinery ruins across the street. 


Notes: 


Interesting links here: 


http://infobluemountains.net.au/rail/upper/hartley.htm 


http://www.parliament.nsw.gov.au/prod/parlment/hansart.nsf/V3Key/LA199410 


12028 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


2000's to 
into the 
line 


Kembla 


2 story 


where 
areas 


appear 


listening 
mining 
tunnels 
however 


2008) 


http://trove.nla.gov.au/ndp/del/article/17254876 
2015 DC and Cactua. 

3:0750 

2015-06-15 14:00:00 

2017-02-16 16:23:29 


Hollow Mountain 
Mt Keira Coal Lowering Facility 
This multi building facility was used until the early 


lower coal from the top of the Illawarra escarpment down 


coastal tablelands south west of Wollongong where a rail 


was, and is still able to transport the coal to the Port 
docks. 
The site currently consists of a few demountable buildings 


serving as offices, tea rooms, and lavatories. There is a 


demountable on site too. 
The two large sheds house a total of 3 truck dumping areas 


coal was able to b mptied into the tunnel and holding 


below via an inverted square pyramid style funnel. These 


to head approximately 40m down into the mountain. 
The tunnel below is still lit and one may head if 


keenly the activity of the site below. Assumed to be the 


works of the nearby Dendrobium facility which has access 


to this facility linked further back into the escarpment, 


this particular conveyor is not used by Dendrobium. (April 


Features: 
being 


the 


into the 


Access: 
Keira. 

your 

can 

uphill, and 
eventually 
parks 


Take 


there is a 


Locality: 
Region: 
Country: 
Care: 
covering 


kill you 


happen 


approximately a 


Water Level: 


Cond: 
History: 
laden coal 


Mt 


then 


through the 


6 Total buildings, 4 being demountable style offices, 2 


sheds. 
Some very large holes in the ground 
For the curious: Shed B, Southernmost end, side closest to 


road. Peer down through the metal sheet flooring to see 


tunnels below. 


Harry Graham Drive, Illawarra State Conservation Area, Mt 


[GPS:-34.402382,150.833187] 
If you are trying to find something local as a way to find 


direction, the Mt Keira lookout is well signposted. If you 
find your way to the entrance, follow the main road 
keep on staying on this road (mt Keira Rd). You will 
hit a road heading towards the escarpment, with a national 


sign, and currently a sign pointing to the mine facility. 


this road. Follow for approx 2km. 

Access is apparent once you spot the facility. 

Note: There are 2 places to park. The first driveway you 
encounter will have the demountable 2 storey building. 


second driveway further down. 

Mt Keira 

NSW 

Australia 

Whilst probably stable, don't walk on the metal sheets 


chutes are large, deep, and will 


the dumping chutes. Th 
with 100% certainty if the sheeting collapses. Should you 
survive, you are now inside a mostly disused mine 
kilometre away from the nearest available portal. 

Dry - Dry 

Vandalised 

This facility was put in place during the 70's to help 


trucks avoid the steep and somewhat dangerous descent down 


Ousley. By dumping coal down through the mountain, and 


pushing it onto a conveyor system to be transported 


mountain out to the rail lines, production was able to 
greatly 
increase without substantial expense increase at the 


Picton based 


mines. 
To-Do: There is a bush track off the back that leads past some 
large 

metal grilles. This track supposedly leads to a lookout. 
There 


are some excellent views in this area, may be good for 
some less 

common views on Wollongong and Port Kembla. 
Notes: Best done in daylight. 


At the time of writing (April 2008) Harry Graham Drive is 


closed 
half way through due to cliff falls and land slips. 
Restoration 
work is continuing. You may access this location via the 
historic 
Mt Kembla mining township once the road is restored. 
Probably best not to do this on a weekend, as there is a 
very 
large and well maintained Moto Cross track towards the end 
of the 
road. 
Found: 2008 Anakaine 
Rating: 3707/570 
Created: 1995-12-31 13:00:00 
Modified: 2008-04-18 14:00:00 
Name: Lithgow Mine 
Alternate: Old NSW State Mine. 
Description: Short part of old mine accessible. 
Access: From the entry into the State Mine Museum it is 1.8km to 
the 
clearing on the left (mentioned below). 
[GPS:-33.447955,150.176061]. Approx. 80m north into the 
clearing 


is the remaining winding building [GPS:- 
33.447226,150.175662]) 


Forgot exact road details. Road out of Lithgow towards old 
Newnes 

rail tunnel (Glow-worm tunnel) goes up hill (windy). As 
turning a 
RH curve, clearing on L, with shell of large old building. 
Bricked up mine entrance above, but small brick building 


below it 


room, 


plugged 


Locality: 
Region: 
Country: 
TODO: 
Found: 
Rating: 
Update: 
Mine, but 


that part 


structures were 


building 


very 


directly 


Created: 
Modified: 


Name: 
Alternate: 


Description: 


culvert, 


Features: 
Access: 
Mundi 
take the 


the 


the 


This 


has hole through back wall behind bushes. It was a blower 
and tunnel from it enters mine, though main shaft is 


further in. [NDR]. 

*Reportedly blocked, but there are always in for 
xplorererererers that explore. 

Lithgow 

NSW 

Australia 

+ Pix, ACG: 

2004 Pandaman. 

3%,0/ 5-0 

2013-11-09 13:00:00 (DC) - This was not actually State 


a separate mine altogether called "Dobbs Drift", 


(hence 


of Newnes being called "The Drift"). Many of the 

removed long ago, but the ruins of one large winding 
remain (with a Drainbiz tag in it!)The bricked of wall is 
bricked off, entry here seems impossible. 

There is also a double 5ft drain (Newnes Drain) running 
beneath this spot. 


1995-12-31 13:00:00 
2013-11-11 13:00:00 


Long way to the drop 

Rathole Ck Mine 

Derelict mine with 4 identified shafts here (-31.890544, 
141.192959), tramway formation, a cool cutting, stone 


agqueducts, some machinery and a head race for climbing 
here (-31.891066, 141.192848). 

Same as description 

Drive to Silverton, as you leave town the road to Mundi 
veers right here (-31.883143, 141.215794), at this point 
track on the left of the road and follow the track towards 
ridge line. Keep looking left as you approach the top. See 


head race in the distance to the west? Go good explorer. 


slowly, 
and the 
the way 


formation. 
Locality: 
Region: 
Country: 
Care: 


does. 
Eek!: 


Cond: 
History: 
To-Do: 
the 


Found: 
Rating: 
Created: 
odified: 


Name: 


Description: 


FE 
are 


Features: 
into, huge 


platform 


me. Which 


longer. 


mining 


Water Level: 


track is passable with a 2wd vehicle if you travel VERY 
the corrugations just about shook me to pieces in places 


sand on the bottom of the creek bed can be quite soft. On 


back to town it is possible to follow the tramway 


Silverton 
NSW 
Australia 


Its the desert, take water. Beware of undiscovered shafts 


falling down them doesn't hurt but landing at the bottom 


Don't piss of the locals 

Undiscovered shafts, snakes, scorpions... 

Ha! 

Hot and dry, derelict and baking away, no tags 

to come... 

Abseil into the shafts to find out if they meet up. Camp 


night. 

Intrepid 

25/540 

2016-02-10 12:13:56 
2016-02-15 22:14:08 


Lost Duck Mine 
Vertical shaft mine head, trashed but not yet demolished. 


seems to be the last one in the district, all the others 


leveled and sealed. 
Winding tower, mine lift cage that vehicles can drive 


open deep vertical shaft, constant sound of falling water, 
hatches, ladders, airlocks, random junk. 
Hatch in floor at cage loading level, accessing small 


suspended in the shaft. Freaky scary. 


Lost duckling that adopts explorer - well there was for 
really complicated things. 
See this place asap - I don't think it will be there much 


The demolition teams have been working through the various 


sites in the area, and will probably do this one next. 


Access: 


http://maps.google.com/?ie=UTF8é&1ll=- 


34.065308,150.504134é&spn=0.004337,0.006394&t=k&z=17 


than 


intersection with 


track. 


house. If 


motocross 


Locality: 
Region: 
Country: 
Care: 
ladders, 


without air 


Eek!: 
going to 


back up. 


Cond: 
Notes: 
they 


Found: 
Rating: 
Created: 


Name: 


Description: 


Features: 
Triple 
rooms, 
hospitable, 


movers, 


Vater Level: 


Best by bicycle. Park on Egans Rd back in Oakdale rather 


near the mine road gate. Don't want to alert the locals. 
There's an occupied house with dog right at the 


the main road. Go 100m past that junction to gated bush 


Rejoin the sealed access road once out of sight of the 
not cycling, it's a fair walk. 

Alternative access/exit - follow powerline up hill to 
racetrack. 

[GPS:-34.065557,150.504284] 

Nattai 

NSW 

Australia 


Certain death open mineshaft. 5 seconds freefall. NO 


only the cage. Don't even think about absailing it, 


quality monitoring equipment. 
Cage winding machinery trashed, no idea how solidly ‘not 


fall' the cage is. It didn't move when I got into it. 
One thing's for sure - if it goes down, it ain't coming 


Dry - Dry 
Trashed, stripped, wrecked 
God dammit I hate people that smash everything technical 


see. And copper strippers. 
Diode 2009 

5.0/5.0 

2009-09-12 14:00:00 


Moria 
Second largest Coal Mine in NSW. 
Huge! Vast! You'd need a week to 


xplore all of it! Is 


levelled, with a 500m long access tunnel to the top level, 
tunnels going everywhere, unsafe old drives, generator 


collapsed long walls etc. The second level is more 


large areas are illuminated. There are numerous vehicles, 


and heavy machinery. Admin area, various first aid posts, 


then a 


tens of 


Access: 
Pass 


unnamed 
(800m) 
road. 
or 
station 
south, 


from 


coal on 
slants 
bigger 
conveyor 
interlock 
Locality: 
Region: 
Country: 


Care: 
sealed. But 


caught, 


access. 


enter 
will 

_ down _ 
that look 


is hard 


abandoned conveyors vent chambers, more generator rooms, 
virtual maze of grid patterned tunnels, stretching for 


kilometres. 
Going Nth on Pacific Hwy, turn L into Rutleys Rd. [NDR]. 


main gate to "Wyee State Colliery" on R, then turn R into 
private road to Vales Point power station. Half way to end 
there is a tower in bush on RHS, with a coal conveyor over 
Turn off into dirt track to this tower. Park behind tower, 
further down dirt road behind it, out of sight of power 
access road (which has frequent traffic). Follow conveyor 


past gate, thru tunnel. Its possible to go cross country 


here to mine entrance, but if first time, best (safer & 
interesting) to follow the coal path. Don't kick lumps of 


the metal floor of conveyor bridges. Finally, the conveyor 
down into the ground - our entrance. (There is another, 
entrance, but too exposed). Lift hinged grille above 

belt, climb in, restore grille. Do not knock loose the 
sensor tape across tunnel. 

Doyalson 

NSW 


Australia 
This mine is in decommissioning stage, prior to being 


its still a mine, in law. You definately don't want to be 


and very very bad to leave any evidence or sign of your 


Wear shoes that leave convincing 'workboot' prints. *NO* 
obtainium! Lethal cautions: No flames, no smoking. Do not 


if ventilation system has been turned off - fatal gasses 


accumulate. When its going, there is a noticible breeze 
the conveyor shaft. Don't get lost, don't go into areas 
or are marked as unsafe. Don't go alone. Hike out of mine 


going, very steep. 


Eek!: 


TO-DO: 
Found: 
Rating: 
Update: 


coal 


Created: 
Modified: 


Name: 


Description: 


museum. 
Features: 
Access: 


Locality: 
Region: 
Country: 
Care: 


going 


Water Level: 


History: 
LO=DOs 
(didn't 


Found: 
Rating: 
Update: 


on the 


Created: 
Modified: 


Vater Level: 


The abandoned long wall sections!. 

Flooded sections, otherwise a few muddy bits 

Explore more!. 

2004 Diode. 

5 0750 

2009-09-23 14:00:00 (Goretex) - Currently active, Run by 
Centennial Coal, Possibly closing down again depending on 


market over next 6 months. 


1995-12-31 13:00:00 
2009-09-23 14:00:00 


Nymag Copper Mines 

Open Cut Copper Mine 

Huge holes in the ground a few Shafts very deep. 

random bits of machinery left about that should be ina 


Very old machinery and HUGE holes 
Walk in via road or from the music festival next door. 


[GPS:-32.063236,146.307978] 


Nymagee 

NSW 

Australia 

Place can be very dangerous if you don't watch where your 


Dry - Dry 
Operated between the Periods 1881 - 1907 & 1913 - 1917 
Mystery Cave in the largest hole may lead somewhere 


follow) guarded by a dead dog. 


Check out Nymagee Music Festival to the SOUTH 

What 2010 

2.0/5.0 

2010-11-08 13:00:00 (What) - Mine has been reopened - YTC 
Resources (ASX: YTC) will shortly be commencing drilling 


Nymag Copper Mine, still accessible just more caution is 


needed 


2010-03-17 13:00:00 
2010-11-09 13:00:00 


Okutama Concrete Mine 


Description: 


Features: 


Access: 


Please get 


through the 


the 


Locality: 
Region: 
Country: 
Care: 


Eek! : 
is 


need 

you park 
house you 
little to 


perhaps) 


Water Level: 


MPL: 
TEL: 


3500m 
6000m+ 


FJ 


Concrete mining operation outside Okutama, 


160+ Mine carts 


Expansive mine system 
Section of Ice Cave 


Japan. 


Holes of indeterminable depth 
Mining Control Room and Machine room 


[GPS:35.841155,139.060545] 


This site is active and best done on a Saturday night. 


in touch with Luke for better access information. 


Or you can park after th 


tunnel on route 207, walk 


tunnel and sneak through the mine site. 


There is other access but it cannot be done in Winter as 


waterfall access cave is frozen and unclimbable 


Okutama, 
Kanto 
Japan 
Site workers 


Japan 


Live 500v overhead wires in Mine 


Wildlife 
Freezing cold in Winter 
Getting lost 
Police 

Police Patrol 


slowly with lights on along route 207. 


There 


nowhere that isn't dodgy 
to walk through the road 
after the bridge, 


can park out front of. 


no real excuse for being there 


Slimey - Ankle 


History: 


To-Do: 
Found: 
Rating: 
Created: 


to park near th 


tunnel 


mine sit 


so you 


(there is a footpath) if 


there is an inconspicious abandoned 


If seen by police you will have 


(Wildlife photography 


Some equipment still in use was marked 1955. 


They have been mining concrete in Okutama since 1930 


Luke 2012 
54.07/50 
2012-02-08 13:00:00 


Explore the other branches and exit via the ice cave. 


Name: Pambula Mines 


Description: Many abandoned gold mines. 
Features: Great tunnels leading into the mountains and following 
fissures 

down for up to 180m. Also cute little bats. 
Access: Head down the Princes Hwy, turn R onto Nethercote road, 
turn R 


after the concrete bridge [NDR, 

[GPS:-36.9708185443,149.843105357]]. GPS waypoints 
available for 

all mines from Chookchaser for those that are not 
frightened of 


technology. 
Locality: Pambula 
Region: NSW 
Country: Australia 
Eek!: Ticks, death adders, wombats and 180m deep holes to fall 
into. 
Water Level: Mostly dry, but Shoe-Ankle in spots 
Cond: Reasonably sound, use common sense. 
History: Available from the local historical society opposite the 
RSL in 
Merimbula. 
To-Do: Go back with ropes etc. 
Notes: Got some more info on heaps more mines recently. 
Found: 2002 Chookchaser. 
Rating: 5.0/5.0 
Created: 1995-12-31 13:00:00 
odified: 2004-08-23 14:00:00 
Name: Rainbow mine 
Description: A nice short mine of about 50m (lower level), cut through 
solid 
rock so its nice and safe. 
There is another two 
upper levels currently unexplored. 
Features: The walls are covered with mineral rich deposits, which 
glisten 
in vivid blues and greens. 
Access: Follow this eroded gully up to the lower entrance 
[-42.162123,145.5921292] 
Locality: Queenstown 
Region: TAS 
Country: Australia 
Water Level: Slimey 
Cond: Excellent ... Nice and safe 
To-Do: Explore upper two levels. 


Apparently there are 3 


Found: 
Rating: 
Created: 
Modified: 


Name: 
Alternate: 


Description: 


land. 


the 


Features: 
around in 


included. 
Access: 
the 


local 


wooden 
the 
groups of 
the 
standing 


through 


to 
you want 


Locality: 
Region: 
Country: 
Care: 
entire 


odd 


many hours 


levels, with an entrance to each. 
Rodent, Traceroute (2014) 

3.0/5.0 

2016-07-06 07:37:44 

2016-07-09 10:50:47 


Shale Trail 

Mt Kembla Shale and Kerosene Min 

Partially bricked up shale/kerosene mine 

Extremely hidden in the bush on publically accessible 


2 mostly bricked up tunnel portals, 1 with iron bars over 


entrance 
Many very large sandstone blocks, heaps of old stuff 


the bush for those that brave the lantana. 
Nearby abandoned explosives shed.... explosives not 


Mt Kembla Ring Track. Easiest access is from the bottom of 
ring track, which is very hard to find unless you have a 


map and/or guide. 
Several hundred meters along the ring track there are som 


posts forming a place marker for a non-existant path. take 
non existant path, use your imagination and follow the 
rocks that pretend to be the edge of the path down into 
valley. When you reach the big flat section you are 


almost on top of the portals. Keep heading straight down, 


the coral trees, and watch out for the drop that's about 


appear immediately in front of you! Down there is where 


to be. Use your imagination. 
Mt Kembla 

NSW 
Australia 

Seriously not recommended unless you have a guide. The 


area consists of stinging nettles, leaches, ticks, and the 


mad hatter tree. Getting stung by a mad hatter entails 


will 


Eek!: 
should 


Water Level: 


Cond: 
History: 
This is 


lives of 


coal dust 


explosions 


addition 


To-Do: 
Notes: 


dangerous for 


plants 


another 
nettles, 
spotted. 
Found: 
Rating: 


Created: 
Modified: 


Name: 
Alternate: 
Copeland 


Description: 


mines meet 


antimony 


of searing pain. The -entire- area consists of plants that 


hurt you if you do not know what you are looking at. 
Entering this mine should be done at ones own risk, and 


n 


only be done with a gas metering devic The fumes from 
shale/kerosene mines are quite toxic. 

Dry - Ankle 
Extreme Disrepair 


This mine was the site of the 1902 kembla mine disaster. 


to date Australias largest mining disaster claiming the 


94 miners and 2 rescuers. 
The previously reported 'non gassy' mine exploded when 


was ignited by a naked light, and caused a series of 
that could be heard in Wollongong 12 kilometres away in 


to blowing machinery and sandstone blocks weighing several 
hundred kilos over the mountainside. 

Closed 1902. 

Obtain gas monitoring device. 

This place is difficult to find, and the terrain is 


those who dont know it. The notes about how many stinging 


and bugs are around were not just for show, they are dead 
serious. wear long clothes, and take salt for leaches. 
During discovery 2 leeches were found on one explorer, 


was hit by a mad hatter tree, all were hit by stinging 
one tick was obtained, and 2 red belly black snakes were 


All explorers know the surrounding bushland well. 
2008 Anakaine and friends 

2.0/5.0 

1995-12-31 13:00:00 

2008-04-18 14:00:00 


Sunny Corner 
Montana Mine, Sunny Corner Mine, Silverking Mine and 


Tunnel mines 
This place is epic! Its a huge gully where 4 different 


up and wer 


processed. Silver, lead, gold, copper, zinc, 


takes hours 


Features: 
heaps, 


toa 

ruin 
abandoned 
silver 
many 


old 


straight 


Access: 
Corner 


down into 


Locality: 
Region: 
Country: 
Care: 
Eek!: 


Cond: 
History: 
of an 


this deep 


different ore 


To-Do: 


Notes: 


Vater Level: 


and more were all 


to explor 
Heaps of old gril 


a (mostly) 


massive old brick chimney, 


L mined here. Th 


proper] 


site is massive and 


ly. 


led off shafts and tunnels, 


GIGANTIC slag 


collapsed red brick tunnel leading up the hill 


large poppet head, a building 


built complete] 


shanty 


ingots, 


other old remnants from the old mining days, 


and stamping battery for branding 


as well as railway sidings, 


flooded cave. 


ly from pure slag formed into bricks, an 


the finished 


skips, old boilers and 


including an 


There are sections 
where vivid blue copper sulphate crystals are growing 


turn into Silver Street or Austral Steets in Sunny 


out of the rocks! 
Either 

and follow till 
the valley. 


you reach larg 


then walk 


steel gates, 


[GPS:-33.374293,149.893003] 
Sunny Corner 


NSW 


Dry = 


Australia 
Vatch your step and don't drink the water.. 
Bigger than it looks. 
Shoe 


Very steep access. 


Average to ruined. 
This place was a hydrothermal vent and once at the bottom 


ancient ocean. Many minerals have b 


n leached out into 


valley and many precious metals were mined from the 


seams here. 


The 


The flooded cave and 
377259,149.8942101 


233; 


"Stamper 


Explore the many other tunnels in the area: 


https://www. youtube.com/watch?v=3cQX-cJ3Zrs 


Battery" is here: 


-33.3829793,149.8879713 


Blue Crystals" are here: 


The "Slag 
Brick" building is here: -—33.3742173,149.8930407 


The huge chimney is here: -33.3752163,149.895004 


The partially collapsed flue tunnel is here: 
-33.3745757,149.8935476 

The "Montana Mine" is 

here: —33.3813264,149.8951167 

The "Sunny Corner 

Mine" is here: -33.3801259,149.891088 

The 

"Copeland Tunnel" is here: -33.3748892,149.8911095 


The "Silverking Mine" is here: -33.377801,149.8990327 


http://www.goldencross.com.au/projects/australian- 
projects/sunny-corner/ 


http: //www.powerhousemuseum. com/imageservices/2010/06/sunny-corner- 
silver-mine-a-rich-past-with-a-long-legacy/ 


https://en.wikipedia.org/wiki/Sunny Corner, New South Wales 


Found: 2015 Dark Clarky and Cactua 

Rating: 3:05:20 

Created: 2015-06-15 14:00:00 

Modified: 2016-02-10 09:18:51 

Name: The Irondale Colliery 

Alternate: Commonwealth Portland Cement Company Mine 

Description: This is a very large old shut down mine site with many 


interesting ruins and structures. 


It was handed over to the community after the mine closed 


and 
sealed in the 1940's. 
TEL= 3+ 
kilometres.. 
Features: Old dams and railway structures, a large 3 train at once 


coal 


a way 


rooms, 


the 


entrance 


padlocked. 


large 


Access: 
across from 


that 


saying 


reach the 


Locality: 
Region: 
Country: 
Care: 


loader, with many large conveyor structures heading quite 


up the hill to the entrance, with several small rooms and 
cavities along the way. 


Near the 
top you see the ruins of an old rail bridge and a few more 


one of these is the tram station where workers would catch 
tram for the 3km journey. 


There is 
also a large rail track entering here, but the main mine 


has been bricked off, and the steel access door is 


There is a ventilation shaft in the 
hill about 100 metres N/W of the main entrance and another 


one about 100 metres N of the main blocked doors. 
Head along Wallerawang Rd towards Portland, directly 


the Range Rd intersection, pull into the little dirt rd 


heads across the train tracks. Park here: [GPS:-33.370314, 
149.994211]. 


Get out, cross train 
tracks (caution, active line), and head through gates 


"Caution: Mine Site", and "Land Rehabilitation Area" ect.. 
Cross creek and turn right, follow the 
old road and rail lines past the old quarry until you 


loading structures and dam: -33.369747, 150.001511 


Follow the structures up the hillside.. 


(A good 4wd would probably make it all the 

way from the rail crossing to the loaders). 
Portland 

NSW 

Australia 

Nosey neighbours walking dogs and trail bike hoons. 


Watch for trains on the live railway crossing. 


sound 
Eek!: 
Cond: 


History: 
Colliery, 


A rail 


To-Do: 
Notes: 
Found: 
Rating: 
Update: 
that 


railway 
gates may 


walk, 


Update: 


spot to 


bridge 


Created: 
Modified: 


Name: 


Description: 


Water Level: 


Also, be careful around the 
ventilation shafts. 


One has a 4 
second drop to the tram tunnel, and possibly beyond by the 


OF “te 2 
It's a mine.. 
Dry - Dry 


Excellent-Scary 
This is the old Commonwealth Portland Cement Company 


which supplied coal to the listed Portland Cement Company. 


line used to run from here to the cement factory. 


A separate line also ran from here to the also 
shut "Ivanhoe No.2 Colliery.. 


Irondale mine was closed when the Cement Company shut. 
Enter the tram tunnel.. 

Don't tell Eschelon! 

2013 DC 

5.0/5.0 

2016-07-13 05:31:07 (DC) - Update Access: It is possible 


this location could be attacked via the old Portland 
station road here: [-33.3574702,149.9940634], but the 
or may not be locked and potentially could a much longer 


but this would mak 


an excellent bicycle ride. 


2016-07-13 05:28:59 (DC) - Update Eek!: The creek rises 
substantially after rain and gets pretty deep/wide. Best 


cross in poor weather is the dodgy old rotting railway 
here: [GPS:-33.3699255,150.0003934] 


2014-01-29 13:00:00 
2017-02-15 08:00:18 


Warrandyte 
Five old historic gold mines and three old shafts. 


Features: 
This 


and 
devices 
Victory 


Access: 
and 


Locality: 
Region: 
Country: 
Cond: 
History: 
Rating: 
Created: 
odified: 


Name: 
Alternate: 


Description: 


Features: 
fissures 


Access: 
leaving the 


hill, 
mines 
technology. 


Locality: 
Region: 
Country: 
Eek!: 
into. 


Cond: 
History: 
RSL in 


LO=DoOx 
Notes: 
Found: 
Rating: 


Vater Level: 


Of the five the best is the Fourth Hill (Geraghty's) Mine. 
contains numerus tunnels and junctions, various vertical 


diagonal drives and shafts, coupled with moderen safety 


that are fun to circumnavigate. Jacksons Drive and the 


mine are said to be worthwhile doing, the rest are duds. 
Park in carpark at the western end of Tunnel St. Head west 


follow signs. Mines should all be open. [Mel:35F-2] 
Warrandyte 

VIC 

Australia 

Very good. 

Historic site from Gold Rush times. 

4.5/5.0 

1995-12-31 13:00:00 

2007-04-02 14:00:00 


Wolumla Mines 

Wolumla Mountain Mines. 

Abandoned gold mines. 

Great tunnels leading into the mountains and following 


down for up to 180m. Also cute little bats. 
Head down the Princes Hwy, turn R into Wolumla, after 


pub head L up the hill, then turn R at the top of the 


follow this to the mines. GPS waypoints available for all 
from Chookchaser for those that are not frightened of 


[NDR]. 

Wolmula 

NSW 

Australia 

Ticks, death adders, wombats and 180m deep holes to fall 


Mostly dry, but Shoe-Ankle in spots 
Reasonably sound, use common sense. 
Available from the local historical society opposite the 


Merimbula. 

Go back with ropes etc. 

Got some more info on heaps more mines recently. 
2002 Chookchaser. 

5.0/5.0 


bicycle. 


parts are 


Created: 
Modified: 


2012-03-06 13:00:00 (Scarecrow) - 4WD vehicle needed, need 


ground clearance. Steep ascents. As of March 2012 there is 


large tree blocking the track. From here it's on foot or 


Most of the entry's have been filled in, although some 


still accessible with rope, and one walk-in. 


1995-12-31 13:00:00 
2012-03-06 13:00:00 


